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GENERAL ELECTRIC COMPANY 


MAJOR APPLIANCE DIVISION 


INDEX 


ACCESSORIES 


Page No. 


HOUSEHOLD CABINETS (CONT.) 


Page No. 


Accessories Index... 

Cabinet Light Set.. 

Cabinet Locking Devices. 

Cold Storage Compartment Accessory. 

Connecting Cords and Plugs. 

Contents of Accessory Cartons. 

Chillers... 

Flexo Grids. 

Freezing Trays. 

Freezing Tray Supports. 

General Electric Liquid Wax.. 

Gliders... 

HOUSEHOLD CABINETS 

B3A,B,C. 

B3-37A. 

B3-38A. 

B3-39A. 

B3-40A. 

b4a. 

B4-37A. 

B4-37B. 

b4-38a,C. 

B5-37A. 

B5-38A. 

B5-39A. 

B5-40A. 

B6-37A. 

B6-38A. 

B6-39A. 

B6-40A,B.•. 

b6-4ia,b,c. 

B7A. 

B7B. 

B7-37A... 

B7-38A,B. 

B7-4lA,B. 

B7-42A. 

B8A. 

B8-37A... 

b 8-38 a,b.... 

B8-39A.. 

B8-40A,B,C. 

b8-4ia,b. 

B8-42A. 

BH5-4iA,B. 

BH6-40A... 

bh7-4ia,b. 

by4a,b,c. 

by4-38a... 

BY4-39A. 

BY4-40A. 

CS-45... 

DK-1A. 

E-4 (Same as HE-4 a).. 

E-5. 

F-3A. 

f-4a. 

F-5A. 

F-7A. 

G-35 (Same as G-40). 

G-40. 

0-55. 

G-75. 

G-100. 

0-135. 

G-175. 

HE-3A,K. 

HE-4A. 

HE-4B. 

HE-4C... 

HE-5A. 

HE-7A. 

HE-7B. 

ht-47A,b. 


1 & 2 
15 

15 

16 
l4 

3-12 

13 

14 

13 

14 

15 
l4 


102.2 

7 

7 

7 

102.2 

16.1 

16 

16.1 

16.1 

31 

32.2 

32.6 

107 

40 

42.1 
42.10 

107 

121 

139 

140.1 

63 

64.1 
125 
139 
l4l 

73 

74 

74.3 
107 
129 
l4i 

114.1 
106 
123 
102.3 

16.3 
16.3 

102.3 

99 

2 

9 

25 
5 

12 

27 

59 

19 

19 

43 

75 
89 
89 
89 

4 

9 

10 

11 

26 
57 


HT-50 (Same as T-5C). 
HT-67 (Same as HT-70) 

HT-70A. 

HX-47A,B. 

HX-50 (Same as X-5).. 
HX-67 (Same as HX-70) 

HX-70A. 

JB3 -38A... 

JB3-39A,B. 

JB4-39A. 

JB5-37A. 

JB5-38A. 

jb5-39A,b. 

JB5-40A. 

JB6-37A. 

JB6-37B,C. 

JB6-38A. 

JB6-39A,B. 

JB6-40A..B. 

JB6-41A. 

jb6-4ib,c. 

JB7C. 

JB7-37A. 

JB7-38a,B. 

JB7-42A. 

JB8-4lA,B. 

K-4A. 

K-5A,b. 

K-7A,B. 

K-12A. 

K-12B. 

K-15A. 

K-15B. 

KF-3A. 

KF-4A. 

KF-5A. 

KF-7A. 

KF-12A,B. 

KF-15A,B. 

KT-5A,B. 

KT-7A,B. 

la6a. 

LB3A,B,C. 

LB3-40A. 

LB4C,D,E. 

lb4-4oa. 

lb4-4ob. 

lb4-4oc. 

LB6-39A. 

LBC6-39A. 

lb6b,c. 

lb6d,e,f. 

lb6g.. 

lb6-39B,c. 

lb6-4oa,b. 

lb6-4ia,d. 

LB7-42A. 

lb8-4oa, b.. 

LBH-6A. 

LBH-8A. 

LBS-6B...,. 

LBS-8A. 

LBSF-6B. 

LBSF-8A. 

LBX6A... 

LBX6-4lA,B. 

LBX7-42A... 

LK-1A,B. 

LK-2A. 

M-4a,C. 

M-5A,C. 

m-6a,b,c. 

M6-37A. 

M6-38A. 


58 M-7A,C 

24 M8-37A 


38 

70 

70 

20 

35 8c 36 

67 

67 

8 


16.4 
32 

32-3 

32.4 
104.1 

4i 

42.2 

42.2 

42.9 

104.1 
117 
119 
137 

64 

64.2 
137 
127 

14 

29 

61 

83 

84.1 
87 

88.1 

6 

13 

28 
60 
81 
85 

29 
61 

132.1 
102.1 
102.1 
113 
102.4 

103 
113 

42.5 
42.7 

104.2 

115 

133 
42.7 

104.3 

116 
135 
104.3 
104' 

104 

134.1 

142.1 

134.1 

142.1 

134 

117 

135 


22 

37 

46 

48 

48.1 

69 

76 
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GENERAL ELECTRIC COMPANY 


MAJOR APPLIANCE DIVISION 


INDEX (CONT’D) 


HOUSEHOLD CABINETS (CONT.) 


Page No. (HOUSEHOLD CABINETS (CONT.) 


Page No. 


M8-38A. 

MP-5A,C . 

MP-6C. 

P-4. 

p4-i8o. 

P-5. 

P-7. 

P-9. 

P-12. 

P-16. 

P-42 (Same as P-4) 

P-44E. 

P-52 (Same as P-5) 

P-55E. 

P-55S. 

p-63. 

P-67E. 

P-72 (Same as P-7) 

P-83. 

P-85E. 

P-110. 

P-134. 

P-170. 

FB4-37A. 

PB4-38A. 

PB-5. 

PB5-37A. 

PB5-38A. 

PB5-39A. 

PB5-4QA. 

PB6-37A. 

PB6-38A... 

PB6-39A. 

PB6-40A. 

pb6-4ia,b,c. 

PB-7. 

PB7-38A. 

PB7-4lA,B. 

PB-8A. 

PB8-37A. 

Pb8-38a,b. 

PB8-39A.. 

PB8-40A,B.. 

Pb8-4ia,b.. 

PB8-42A.. 

PB-9.. 

-PB-12. 

PB12A. 

PB12B,C. 

PB12D,E.. 

PB12-38A. 

PB12-39A,C. 

PB12-39B. 

PB12-40A. 

PB-16. 

fbi6a. 

pbi6b,c. 

pbi6d,e. 

PB16-38A. 

PB16-39A. 

PB16-39B. 

PB16-40A. 

PBS -l6A. 

pjb6-4ib,d. 

PJB7A. 

PJB7-42A. 

PL-13. 

PL-17. 

PL-95. 

PLB6-40A. 

PS4-17. 

PS4-l§. 

PS-5. 

PS-6. 

PS-7..... 

PS-8. 


48.1 PS-9 (Same as P-110). 93 

39 PS-13. 101 

54 PS-17. 101 

52 PS-45. 23 

98 ps -55. 50 

52 PS-62 (Same as PS-65).. 49 

52 PS-65. 49 

92 PS-95 (Same as P-110).. 93 

92 PSS-62 (Same as PS-65). 49 

95 R-5. 43 

52 R-7. 99 

23 R-9. 92 

52 R52 (Same as R5). 43 

4-9 R72 (Same as R7). 99 

50 RB5. 99 

51 RB7 ... 53 

49 RB9. 92 

52 RC4-38A. 16.2 

78 RC5-37A.. 32.1 

77 RC5-38A. 32.5 

93 RC6-37A. 42 

93 RC6-38A. 42.8 

97 RL-95.. 91 

18 RS5. 99 

18.1 RS-52 (Same as RS-5).'. 99 

53 RT-5. 52 

34 RT-7. 52 

34.1 RT-52 (Same as RT5). 52 

32.6 RT-72 (Same as RT7). 52 

109 S3. 99 

42.3 S5.. 99 

42.4 S32 (Same as S3)... 99 

42.10 S-42. 19 

109 SS -42. 19 

121 S-44. 19 

53 S-62. 43 

66 S-62S.,. 44 

125 SS-62. 44 

l4l S-67. 44 

74.1 SS-82. 75 

74-2 S-85. 75 

74.3 S-100. 89 

109 SS-100. 90 

129 s-107. 90 

l4l S-l4o. 89 

92 ss-i4o. 90 

92 s-i46. 90 

111 1 s-180. 89 

131 ss-180. 90 

143 s-182. 90 

84.3 SD-40. 3 

84.5 SM-66 a,B,C. 47 

84.3 SMP-66 a,C. 55 

111 T-5C. 38 

95 T-7B.. 71 

111 T-7C. 72 

131 T-9A. 79 

143 T-9C,D. 80 

88.3 T-14a. 94' 

88.5 TM-9A. 80 

88.3 v-4a,c.;... 15 

111 V-5A,C.. 30 

145 V-7A,c. 62 

119 VP-4a,C... 17 

137 VP-5A,C. 33 

137 VP-7A,C. 65 

91 X-3A. 21 

96 x-4a,b. 21 

91 X-5A,C,D,G.. 35 

105 X-5B,E,F. 36 

98 x- 6 a. 45 

98 X-7B. 68 

50 X-7C. 69 

50 xt- 6 a. 45 

50 Vendor Cabinets - Hardware, Shelves and 

77 Door Gaskets.99 to 101 
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GENERAL ELECTRIC COMPANY 


MAJOR APPLIANCE DIVISION 


INDEX (CONT’D) 


HOUSEHOLD REFRIGERATING MACHINES Page No. 

CA-1, CA-2. 1 

CB-1, CB-2, CB-3. 7 

CD-I, CD-2, CD-3. 10.1 

CE-34a,B.. 3 

CE-34D. 6.6 

CE-34E. 6.8 

CE-34H. 6.10 

CE-34M. 2 

CE-l40A,B. 6 

CE-140C. 6.6 

ce-i4od. 6.8 

CE-340A,B. 3 

CE-340C. 6.6 

CF-1B,C,D. 3 

CF-1E,G. 4 

CF-1H. 6.5 

CF-2B,C,D.■,. 3 

CF-2E,G. 4 

CF-2H. 6.5 

CF-2J. 6.7 

CF-2M. 6.9 

CF-2R. 6.10 

CF-11A. 6.5 

CF-21A. 6.5 

CF-22A,B. 6.5 

CF-22C. 6.8 

CF-22G. 6.9 

CF-28A,C. 4 

CF- 28 D. 6.5 

CF-2SE. 6.7 

CF- 28 H. 6.9 

CG-1A,B. 4 

CH-1A. 5 

CH-1B,C. 6 

CH-1D. 6.6 

CH-1E. 6.7 

CJ-1A. 5 

CJ-1B,C. 6 

CJ-lD. 6.6 

CJ-lE. 6.7 

CJ-2A. 6.5 

CJ-2B,C,D,E. 6.7 

CJ-2H. 6.9 

CK-1, CK-2, CK-26, CK-28. 6.1 

CK-2E. 6.10 

CK-15. 6.2 

CK-30. 6.2 

CK-35. 6.2 

CK-30G,H. 6.11 

CK-35G,H. 6.11 

CK (Oil Demonstration Unit). 6.3 

CM-1,2. 12 

CM-32. 14 

CM-33. 17 

cm-34. 18.1 

CM-35. 19 

CM-311. 21 

CM-312. 22 

Compressors. 22.1 

Compressor Parts. 23 

D,DR . ... 1 

DK- 1 A. 6.3 

FBA-1A. 6.5 

LK-1,2. 6.3 

CONTROLS Page No. 

CR105O Type A Controls. 1 

CR1050 Type C Controls. 2,3 

CR1050 Type D Controls. 5 

CR1050 Type E Controls... 6,7 

CR1057 Controls. 9,10 


CAPACITORS, TRANSFORMERS, ROTARY CONVERTERS Page No. 

Capacitors... 1 

DC-AC Adapters (11X141 11X528). 7 

ROTARY CONVERTERS 4 -.7 

11X62. 4 

11X124. 4 

11X245. 4 

11 x 320 . 7 

11 x 321 . 7 

11 x 356 .... 4 

11X444 . 5 

11X445. 5 

11X446 . 5 

11X447. 6 

Transformers. 1 

INSTALLATION AND SERVICE MATERIAL Page No. 

Alcohol for CM-3 Refrigerating Machine. 5 

Brooks Midget Sealing Pliers. 1 

Caster for Household Cabinets.... 1 

Evaporator Bead Protectors..... 1 

Expanding Pliers (K-12,K-15,KF-12,KF-15). 2 

Float Valve Lifters... 1 

Flushing Compound. 2 

Gauges.. 3 

H4A37 Adapter Panel Assembly. 3 

H20A13^ Adapter Panel Assembly... 3 

H20A176 Set of Parts. 3 

H20A177 Set of Parts.... .. 3 

H20A178 Set of Parts. . 3 

Kimsul Insulation. . 2 

Lead Control Seals... 1 

Lifting Dolly. 3 

Lifting Handle (CG-1 Units). 2 

Monitor Test Kit. 1 

No-Oxide Cloth. 2 

Oil for CM-3 Refrigerating Machine. 5 

Pocket Thermometers... 1 

Portable Lifters. 2 & 3 

Rayon Tape. 2 

Removable Shaft Seal Assemblies. ^ 

Replacement Shelf Support. 2 

Service Clip (KF-12, KF-15). 2 

Shelf Adjusting Tool. 1 

Tool Kit to Install Flat Top Units. 4 

Touch-up Kits. 2 

GENERAL INFORMATION Page No. 

Cabinet - Unit Reference Chart. 1 

Cold Storage Compartment - Dimensions. 9 

Door Gaskets - Button Type. 2 

Door Gaskets - Extruded Type. 3 

Hinges. 5 

Latches. 8 

Strikes... 6 

Vegetable Drawer - Dimensions. 9 

MOTOR SECTION Page No. 

Motors - Interchangeability and General 

Information. 1 - 6 
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GENERAL ELEC T R I C COMP ANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 

Index 


Note: Accessories for 1940 and later model cabinets are shown with the cabinet in the Cabinet Section. 


REFRIGERATING MACHINE ACCESSORIES REFRIGERATOR CABINET ACCESSORIES (CONTINUED) 


Cat . Parts List 

For Use With No. Page No. 

CB Units, 50 and 25 cycle (Tuned Fly- AIA24 4 

whee! Accessories) 

CB Units, bO cycle and D.C. (Tuned AIA23 3 

Flywheel Accessories) 

CB-3D Unit. AIA7C 4 

CK-30B Unit. AIM I 4 

CK-30C Unit. AIH5 4 

CK-35B Unit.. AIH2 4 

CK-35C, CK-35D Units. A1117 4 

CM-35A, CM-35B Units. AIA49 4 

D-2 Unit. 11X675 3 

D-15 Unit. 11X921 3 

D-30A Unit. 11X676 3 

D-30E, D-30F Units. AIR27 5 

D-3IA Unit. I 1X675 3 

D-35A Unit. 11X677 3 

D-35B Unit. AIR22 5 

D-40 Unit. 11X677 3 

D-40E Unit. AIR35 6 

DR-IA Unit. 11X119 3 

DR-IB Unit. 11X921 3 

DR-2E Unit. IJXIOI 3 

DR-2F Unit. 11X675 3 

DR-3 Unit. 11X102 3 

DR-35A Unit. 11X677 3 

DR-35B Unit. AIR22 5 

DRA-2 Unit. 11X103 3 

DRA-2A Unit. 11X759 3 

DRA-4 Unit...*.. 11X102 3 

DR8-3 Unit. I1X101 3 

DRB-3IA Unit. 11X675 3 

DR8-3I6 Unit. AIR17 5 

DRE-3 Unit. 11X443 3 

DRE-4 Unit. 11X449 3 

REFRIGERATOR CABINET ACCESSORIES 

B3-37A Refrigerator. AIR95 9 

B3-38A Refrigerator... AIR 100 9 

B3-39A Refr igerator. AIRI50 II 

B4A Refrigerator.... AIR 101 9 

B4-37A Refrigerator. AIR75 8 

B4-37B, B4-38A, B4-38C Refrigerators AIRIOI 9 

B5-37A Refrigerator. AIR76 8 

B5-38A Refrigerator. AIR 106 10 

B5-39A Refrigerator. AIR 139 II 

B6-37A Refrigerator.. AIR79 8 

B6-38A Refr igerator... AIRI04 10 

B6-39A Refrigerator. AIR 134 II 

B7-37A Refrigerator. AIR77 8 

B7-38A, B7-38B Refrigerators. AIRIIO 10 

B8-37A Refrigerator. AIR80 9 

B8-38A, B8-38B Refrigerators. AIRIIO 10 

B8-39A Refr igerator... AIR134 ll 

BY4-38A Refrigerator. AIR 127 10 

BY4-39A Refrigerator. AIR 150 II 

DK-IA Refrigerator. AIH6 4 

E-5 Refrigerator... AIR 132 II 

F-3A Refrigerator... AIR33 6 

F-4A Refrigerator. AIR28 5 

F-5A Refrigerator. AIR26 5 

F-7A Refrigerator. AIR29 6 

HE-3, HE-3X Refrigerator. AIX3 12 


Cat. Parts List 

For Use With Wo. Page Wo. 

HE-3K, Refrigerator (Ventilating Ac- AIA25 4 

cessories) 

HE-4A Refrigerator. AIRI2 4 

HE-4B Refrigerator. A1RI0 4 

HE-4C Refrigerator. A l R 19 5 

HE-5A Ref r i gerator. AIRII 4 

HE-7A Refrigerator. AIR9 4 

HE-7B Refrigerator.,. AIR15 4 

HT-47A Refrigerator. 58X23 3 

HT-70A Refrigerator. 58X24 3 

HT-70A Cabinet with DR-2F or D-2 Unit AIR2I 5 

HX-47A Refrigerator. 58X23 3 

HX-70A Refrigerator. AIR 14 4 

HX-70A Cabinet with DR-2F or D-2 Unit AIR20 5 

JB3-38A Refr i gerator. AIRI27 10 

JB3-39A Refrigerator. AIR!50 II 

JB4-39A Refrigerator. AIR 148 II 

JB5-37A Refrigerator. AIR8I 9 

JB5-38A Refrigerator. AIR 107 10 

JB5-39A, JB5-39B Refrigerators. AIR142 II 

JB6-37A Refr igerator... AIR82 9 

JB6-378, JB6-37C Refrigerators. AIR129 II 

JB6-38A Refr i gerator.... AIRI02 10 

JB6-39A, JB6-39B Refrigerators. AIR133 II 

JB7-37A Refrigerator... AIR83 9 

JB7-38A, JB7-38B Refrigerators. AIRIII 10 

K-4A Refrigerator... AIR40 6 

K-5A Refrigerator. AIR44 6 

K-5B Refrigerator. AIR50 7 

K-7A Refrigerator. AIR4I 6 

K-7B Refrigerator. A1R51 7 

K-I2A Refrigerator.. AIR49 7 

K-I2B Refrigerator. AIR96 9 

X-I5A Refrigerator.. AIR52 7 

K-I5B Refrigerator. AIR97 9 

KF-3A Refrigerator. AIR60 7 

KF-4A Refrigerator.... AIR40 6 

KF-5A Refrigerator... AIR44 6 

KF-7A Refrigerator.. AIR4I 6 

KF-I2A, KF-I2B Refrigerators. AIR49 7 

KF-I5A, KF-I5B Refrigerators. AIR52 7 

KT-5A Refrigerator. AIR44 6 

KT-5B Refrigerator...... AIR50 7 

KT-7A Refrigerator. AIR4I 6 

KT-7B Refrigerator. AIR5I 7 

LBC6-39A Refrigerator. - 12 

LB6B Refrigerator. - 12 

LB6-39A, LB6-39C Refrigerators. AIR 141 II 

LB6-39B Refrigerator. - 12 

LX-IA, LK-IB Refrigerators. AIH3 4 

LK-2A Refrigerator. AIH4 4 

M-4A, M-4C Refrigerators. AIR61 7 

M-5A, M-5C Refrigerators. AIR55 7 

M-6A, M-6B, M-6C Refrigerators. AIR56 7 

M-7A, M-7C Refrigerators. AIR57 7 

M6-37A Refrigerator... AIR73 8 

M6-38A Refrigerator. AIRI24 10 

M8-37A Refrigerator. AIR74 8 

M8-38A Refr igerator. A1RI25 10 

MP-5A, MP-5C Refrigerators. AIR63 8 

MP-6C Refrigerator. AIR56 7 

PB4-37A Refrigerator. AIR94 9 

PB4-38A Refrigerator. . . AIRIOI 9 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 
Index (Continued) 

REFRIGERATOR CABINET ACCESSORIES (CONTINUED) REFRIGERATOR CABINET ACCESSOR IES(CONTINUED) 



Cat . 

Parts 

For Use With 

No. 

Page 

PB5-37A Refrigerator. 

AIR90 

9 

PB5-38A Refrigerator. 

. AIR 108 

10 

PB5-39A Refrigerator. 

. A1R140 

1 1 

PB6-37A Refrigerator. 

AIR92 

9 

PB6-38A Refrigerator. 

AIR 105 

10 

PB6-39A Refrigerator. 

. A IR 135 

1 1 

PB7-38A Refrigerator. 

AIR126 

10 

PB8-37A Refrigerator.. 

. AIR80 

9 

PB8-38A, PB8-38B Refrigerators. 

AIR 1 13 

10 

PB8-39A Refrigerator. 

AIR 135 

1 1 

PBI2-38A Refrigerator. 

. AIR 116 

10 

PBI2-39A, PBI2-39B Refrigerators.... 

AIR 152 

II 

PBI6-38A Refrigerator.... 

AIR 116 

10 

P8I6-39A, PBI6-39B Refrigerator. 

. AIR 152 

11 

RC4-38A Refrigerator. 

AIR128 

10 

RC5-37A Refrigerator. 

. AIR99 

9 

RC5-38A Refrigerator... 

AIR 130 

II 

RC6-37A Refrigerator. 

. AIR82 

9 

RC6-38A Refrigerator. 

. AIRI3I 

1 1 

S-44 Cabinet with CA-IA Unit. 

. AIR 16 

5 

S-67 Cabinet with CA-2A Unit. 

. A IR 13 

4 

SD-40 Refrigerator. 

11X361 

3 

SM-66A Refrigerator (CK-15 Unit).... 

. AIR62 

7 

SM-66A Refrigerator (CK-2C Unit).... 

. AIR68 

8 

SM-66B, SM-66C Refrigerators. 

. AIR69 

8 

(CX-I5A Unit) 

SM-66B, SM-66C Refrigerators. 

AIR70 

8 

(CK-2C Unit) 

SMP-66A, SMP-66C Refrigerators. 

.. AIR7I 

8 

(CK-I5A Unit) 

SMP-66A, SMP-66C Refrigerators. 

.. AIR72 

8 

(CK-2C Unit) 

T-5C Refrigerator. 

AIR38 

6 

T-7B Refrigerator. 

. AIR23 

5 

T-7C Refrigerator. 

AIR42 

6 

T-9A Cabinet Only. 

AIR3I 

6 

T-9C Cabinet Only. 

AIR43 

6 


Cat-. Parts List 

For Use With No. Page No. 

T-9D Refrigerator. A IR46 

T-I4A Refrigerator. AIR32 

TM-9A Refrigerator. AIR58 

V-4A Refrigerator.... AIR59 

V-4C Refrigerator. AIR67 

V-5A, V-5C Refrigerators.... AIR54 

V-7A, V-7C Refrigerators... AIR53 

VP-4A Refrigerator. AIR59 

VP-4C Refrigerator.-.. AIR67 

VP-5A, VP-5C Refrigerators. AIR54 

VP-7A, VP-7C Refrigerators. AIR53 

X-3A, X-4A, X-4B Refrigerators. AIR48 

X-5A Refrigerator........ AIR25 

X-5B Refrigerator. AIR30 

X-5C Refrigerator. AIR39 

X-5D Refrigerator... AIR36 

X-5E Ref r i gerator ...... AIR37 

X-5F Refrigerator. AIR39 

X-5G Refrigerator. AIR38 

X-6A Refrigerator. AIR45 

X-7B Refrigerator. AIR24 

X-7C Refrigerator. AIR47 

XT-6A Ref r igerator. ... Alft45 

MISCELLANEOUS ACCESSORIES 

Accessories as furnished with various - 13 

units 

Deluxe Refrigerator Accessories. AIR98 9 

Miscellaneous Accessories. - 15 

Set new style Hardware for PS-95 or AIXI 12 

P-110 Bohn Cabinets 

Set new style Hardware for PS-13 or AIX2 12 

P-134 Bohn Cabinets 

Set of Ovenware Dishes. A2IR22 12 

Set of Ovenware Dishes. A2IR73 12 

Set of Ovenware Dishes. A2IR89 12 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quan. 

Cat. Mo 

Name of Part 

Quan. 

Cat. Mo. 

f/ame of Part 


1IX101 

ACCESSORIES FOR DR-2E AND DRB-3 


11X676 

ACCESSORIES FOR D-30A 

1 

11X4 

Ch i 1ler 

4 

11X14 

G1 iders 

1 

11X6 

Sponge Rubber Gasket 

1 

11X253 

Connecting Cord and Plug 

4 

11X14 

G1 iders 

1 

11X632 

Deep Freezing Tray 

1 

11X105 

Deep Freezing Tray with Cover 

2 

A4A2 

Chi1lers 

1 

11X106 

Shallow Freezing Tray 

1 

11X686 

Du-Flex Rub-3ar Freezing Tray 

1 

11X108 

Aluminum Tray Support 

2 

A5RI7 

Shallow Freezing Trays 

1 

11X603 

Connecting Cord and Plug 

N.B. 

—Use Special 

Connecting Cord IGC2DI0 if D-30A Unit 




is installed in T-9A Cabinet. 


1 1 X 1 02 

ACCESSORIES FOR DR-3 AND DRA-4 







1 1 

X677 ACCESSORIES FOR D-35A. DR-35A. D-40 

2 

11X4 

Ch i 1lers 




1 

1 1X6 

Sponge Rubber Gasket 

4 

11X14 

G1 iders 

4 

11X14 

Gliders 

1 

11X253 

Connecting Cord and Plug 

2 

11X105 

Deep Freezing Trays with Covers 

1 

11X517 

Sponge Rubber Gasket 

2 

11X106 

Shallow Freezing Trays 

1 

11X632 

Deep Freezing Tray 

2 

11X108 

Aluminum Tray Supports 

2 

11X634 

Chi1lers 

1 

11X503 

Connecting Cord and Plug 

1 

11X686 

Du-Flex Rub-Bar Freezing Tray 




2 

A5RI7 

Shallow Freezing Trays 


1 

1X103 ACCESSORIES FOR DRA-2 

N.B. 

—Subst itute 

1X503 Connecting Cord for 11X253 Cord 




when used w 

th D-40 Units. 

4 

11X14 

G1 iders 




1 

1 

11X105 

11X107 

Deep Freezing Tray with Cover 

Shallow Freezing Tray 


11X759 

ACCESSORIES FOR DRA-2A 

1 

11X109 

Aluminum Tray Support 

4 

11X14 

G1 iders 

1 

1IXI 10 

Ch i 1ler 

1 

1IXI 1 1 

Sponge Rubber Gasket 

1 

1IXI 1 1 

Sponge Rubber Gasket 

1 

11X353 

Chiller 

1 

11X503 

Connecting Cord and Plug 

2 

11X354 

Freezing Trays 




1 

11X503 

Connecting Cord and Plug 


IIXII9 ACCESSORIES FOR DR-IA 




4 

11X14 

G1 iders 


11X92! ACCESSORIES FOR DR-IB,D-I5 

2 

11X107 

Shallow Freezing Trays 

4 

11X14 

G1iders 

1 

11X112 

Freezing Tray Cover 

1 

11X353 

Chiller 

1 

11X120 

Chiller 

2 

11X354 

Freezing Trays 

1 

1 1X355 

Connecting Cord and Plug 

1 

11X355 

Connecting Cord and Plug 


11X361 ACCESSORIES FOR SD-40 


58X23 ACCESSORIES FOR HX-47A AND HT-47A 

2 

11X251 

G1 iders 

4 

11X14 

Gl iders 

2 

HX354 

Shallow Freezing Trays 

1 

11X781 

Vegetable Pan 

1 

11X355 

Connecting Cord and Plug 

1 

11X787 

Freezing Tray 

1 

11X366 

Chiller 

1 

58X26 

Connecting Cord and Plug 




1 

A4R3 

Chi1ler 


11X443 ACCESSORIES FOR DRE-3 

1 

1 

A5R7 

A20R2 

Freezing Tray with Flexo Grid 

Tray Lifter 

4 

11X14 

G1iders 




1 

2 

11X253 

11X634 

Connecting Cord and Plug 

Ch i 1 lers 


58X24 ACCESSORIES FOR HT-70A 

4 

A5RI7 

Shallow Freezing Trays 

4 

11X14 

Gl iders 




1 

11X198 

Vegetable Pan 


1 1 

X449 ACCESSORIES FOR DRE-4 

1 

11X685 

Du-Flex Rub-Bar Freezing Trays 



2 

11X787 

Freezing Trays 

4 

11X14 

G1 iders 

1 

58X140 

Connecting Cord and Plug 

1 

11X503 

Connecting Cord and Plug 

1 

A4R3 

Chiller 

2 

11X634 

Ch i 1 lers 

1 

A5R7 

Freezing Tray with Flexo Grid 

4 

A5RI7 

Shallow Freezing Trays 

1 

A20R2 

Tray Lifter 



1 

A2IR2 

Set of Space Saving Dishes 




1 

H18A44 

Fruit Basket 

1 

1X675 ACCESSORIES FOR DR-2F, 0-2, D-3IA 






AND DRB-31A 


AIA23 TUNED FLYWHEEL ACCESSORIES 

4 

11X14 

G1 iders 

FOR 

60 CYCLE AND DIRECT CURRENT CB UNITS 

1 

1 

11X253 

A4R3 

Connecting Cord and Plug 

Chiller 

1 

C5A7 

Motor Pulley 

2 

1 1X349 

Freezing Trays with Covers 

1 

C5A50 

Tuned Flywheel 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

2 

C20A58 

Spring Supports 

1 

11X787 

Freezing Tray without Cover 






Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quart. Cat. No. 


Name of Part 


I 

1 

2 


A IA24 TUNED FLYWHEEL ACCESSORIES 
FOR 50 AND 25 CYCLE CB UNITS 


C5AI0 Motor Pulley 

C5A50 Tuned Flywheel 

C20A58 Spring Supports 


AIA25 VENTILATING ACCESSORIES FOR HE-3K 

I CI3A38 Ventilating Duct 

I CI3A39 Cover Plate 


A1A49 ACCESSORIES FOR CM-35A AND CM-35B UNITS 


Quart. Cat. No. 


Name of Part 


A IHS ACCESSORIES FOR DK-IA 

1 A4H2 Chiller 

2 A5R8 Freezing Trays 


I 

I 

1 

2 

1 

2 
I 


AIH7 ACCESSORIES FOR CK-35C, CK-35D 


11X685 

Du-Flex Rub-Bar Freezing 

Tray 

A4AI 

Chiller 


A4R3 

Chiller 


A5R8 

Freezing Trays 


A5R9 

Freezing Tray with Flexo 

Gr id 

A5RI0 

Freezing Trays 


A20R2 

Tray Lifter 



4 11X14 

2 A4AI 

4 A5AI 

2 A5R3 

I A20A24 

I A20A25 


G1 iders 
Ch i 1lers 
Freezing Trays 

Freezing Trays with Covers and Flexo 
Gr i ds 

Box Top Gasket 
Lifting Eye 


A IR9 ACCESSORIES FOR HE-7A 


4 

A2RI 

Gliders 

1 

A4A2 

Chiller 

2 

A5R4 

Freezing Trays with Covers 

1 

A5R5 

Freezing Tray with Cover and Flexo Grid 


1 

2 
I 
I 
I 


AIA70 ACCESSORIES FOR CB-3D UNITS 


A4R3 

A5R8 

C20A273 

HI7A7I 

HI7A75 


Chiller 

Freezing Trays 
Sponge Rubber Gasket 
Compensated Shelf 
SmalI Top Shelf 


1 

2 
I 
I 
I 



A 1H1 ACCESSORIES 

FOR CK- 

3 OB 

11X685 

Du-Flex 

Rub-Bar 

Freezing 

Tray 

11X787 

Freezing 

Trays 



A3HI 

Connect i 

ng Cord 

and Plug 


A4R3 

Chiller 




A5R7 

Freezing 

Tray w 

ith Flexo 

Gr id 


AIRIO ACCESSORIES FOR HE-4B 

4 A2RI G1iders 

I A4AI Chiller 

I A5R3 Freezing Tray with Cover and Flexo Grid 

I 11X349 Freezing Tray with Cover 

AIRI I ACCESSORIES FOR HE-5A 

4 A2RI G1iders 

1 A4AI Chiller 

2 A5AI Freezing Trays 

I A5R3 Freezing Tray with Cover and Flexo Grid 


A IR12 ACCESSORIES FOR HE-4A 


A IH2 ACCESSORIES FOR CK-35B 


1 

A3HI 

Connecting Cord and Plug 

2 

A4AI 

Chillers 

5 

A5AI 

Freezing Trays 

1 

A5R7 

Freezing Tray with Flexo Grid 


AIH3 ACCESSORIES FOR LK-IA, LK-IB 


1 58X26 Connecting Cord and Plug 

2 A5HI Freezing Trays 

1 A2IHI Fruit 8asket 

N.B.— No Connecting Cord with LK-IB Accessories, Cord is 
permanently attached to Control, 

AIH4 ACCESSORIES FOR LK-2A 

2 A5HI Freezing Trays 

I A2IHI Fruit Basket 

I A2IH3 Set of Space Saving Dishes 


2 11X349 

4 A2RI 

I A4AI 


Freezing Trays with Covers 

Gl iders 

Chiller 


4 

3 

I 

I 

I 


AIR13 ACCESSORIES FOR 3-67 AND CA-2 


11X14 

Gl iders 



11X349 

Freezing 

Trays with 

Covers 

11X585 

Du-Flex 

Rub-Bar Freezing Tray 

A3H2 

Connect i 

ng Cord and 

Plug 

A4R3 

Chiller 




4 

I 

1 

2 
I 
I 
I 
I 


A IR14 ACCESSORIES FOR HX-70A 


I 1X14 

11X198 

11X685 

11X787 

58X140 

A4R3 

A5R7 

A20R2 


Gl iders 
Vegetable Pan 

Du-Flex Rub-Bar Freezing Tray 
Freezing Trays 
Connecting Cord and Plug 
Chiller 

Freezing Tray with Flexo Grid 
Tray Lifter 


AIH5 ACCESSORIES FOR CK-30C 


A IR15 ACCESSORIES FOR HE-7B 


I 11X685 

I A4R3 

3 A5RI0 

I A20R2 


Du-Flex Rub-Bar Freezing Tray 
Chiller 

Freezing Trays 
Tray Lifter 


1 A4A2 

2 A5R4 

1 A5R5 


Ch i 1ler 

Freezing Trays with Covers 

Freezing Tray with Cover and Flexo Grid 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE ANO MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quan. 

Cat. AT 

AIR 

. Name of Part 

6 ACCESSORIES FOR S-44 AND CA-I 

Quan. 

Cat. No. 

A 

Name of Part 

R23 ACCESSORIES FOR T-7B 

4 

11X14 

Gl iders 

4 

11X14 

Gliders 

1 

11X787 

Freezing Tray 

1 

11X198- 

Vegetable Pan 

1 

58X26 

Connecting Cord and Plug 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

1 

A4R3 

Ch i 1ler 

2 

11X787 

Freezing Trays 

1 

A5R7 

Freezing Tray with Flexo Grid 

1 

58X140 

Connecting Cord and Plug 

1 

A20R2 

Tray Lifter 

1 

A4R3 

Chiller 

1 

HI3A52 

Sponge Rubber Gasket 

1 

A5R7 

Freezing Tray with Flexo Grid 

1 

HI7A6 

Top Shelf 

1 

A20R2 

Tray Lifter 

N.B. 

— It is necessary to substitute the special Top Shelf 
(HI7A6) for the Standard Top Shelf (11X531). 

1 

1 

HI8A44 

A2IR2 

Fruit Basket 

Set of Space Saving Dishes 


AIR 17 ACCESSORIES FOR DRB-318 UNIT 


AIR24 ACCESSORIES FOR X-7B 


4 11X14 

I 11X253 

1 A4A2 

2 A5R4 

I A5R5 


G1 iders 

Connecting Cord and Plug 
Ch i I ler 

Freezing Trays with Covers 

Freezing Tray with Cover and Flexo Grid 


N.8.—When DRB-3IB Unit is installed in S-67 Cabinet it 

is necessary to substitute Special Top Shelf (HI7A9) 
for Standard Shelf (58X2). When installed in S-85 
or P-85E Cabinet it is necessary to substitute 
Special Top Shelf (HI7AI3) for Standard Top Shelf 
(11X614). When installed in G-75 Cabinet it is nec¬ 
essary to substitute Special Top Shelf (HI7AI4) to 
replace old type Straight Shelf and Special Top 
Shelf (HI7AI5) to replace ole type Offset Shelf. 


AIRIS ACCESSORIES FOR HE-4C 

I 11X349 Freezing Tray with Cover 

I A4AI Chiller 

I A5R3 Freezing Tray with Cover and Flexo Grid 


4 

1 1X14 

Gliders 

1 

11X198 

Vegetable Pan 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

2 

11X787 

Freezing Trays 

1 

58X140 

Connecting Cord and Plug 

1 

A4R3 

Chiller 

1 

A5R7 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 


A 

R25 ACCESSORIES FOR X-5A 

4 

1 1X14 

Gl iders 

1 

11X781 

Vegetable Pan 

1 

11X787 

Freezing Tray 

1 

58X140 

Connecting Cord and Plug 

1 

A4R3 

Chiller 

1 

A5R7 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 


AIR26 ACCESSORIES FOR F-5A 


AIR20 ACCESSORIES FOR HX-70A AMD DR-2F OR D-2 


4 

11X14 

Gliders 

I 

A4R3 

Chi 1 ler 

3 

11X349 

Freezing Trays with Covers 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

1 

62X785 

Connecting Cord and Plug 

1 

HI8A80 

Top Adapter with Gasket 


1 

11X787 

Freezing Tray 

1 

A4A! 

Chiller 

1 

A5R7 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

6 

H20A23 

Shims for Cabinet Base 

1 

H20A24 

Shim Support 


AIR27 ACCESSORIES FOR 0-30E, D-30F 


AIR2I ACCESSORIES FOR HT-70A AND DR-2F OR D-2 


4 11X14 

I A4R3 

3 11X349 

I 11X685 

I 62X785 

I HI8A8I 


G1 iders 
Chiller 

Freezing Trays with Covers 
Du-Flex Rub-Bar Freezing Tray 
Connecting Cord and Plug 
Top Adapter with Gasket 


4 11X14 

I 11X253 

I A4R3 

4 11X349 


Gl iders 

Connecting Cord and Plug 
ChiIler 

Freezing Trays with Covers 


N.B. —If used in T-SA Cabinet use Special Cord IGC2DI0 
instead of 11X253. 


A|R28 ACCESSORIES FOR F-4A 


AIR22 ACCESSORIES FOR D-35B AND DR-35B 


4 

1 

2 
4 
2 


N.B 


1 1X14 

Gl iders 


11X253 

Connecting Cord and 

Plug 

A4AI 

Chi1lers 


A5A2 

Freezing Trays with 

Covers 

A5R3 

Freezing Trays with 

Covers and Flexo 


Gr ids 


--Special Shelf (HI7A23) used with S-146 Cabinet and 
D-35B or DR-358 Units. 


1 

11X787 

Freezing Tray 

1 

A4AI 

Chiller 

1 

A5R7 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

6 

H20A23 

Shims for Cabinet Base 

1 

H20A24 

Shim Support 


Always Give Catalog Number 
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GENE 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quan. Cat. 1V0. Name of Part 

AIR29 ACCESSORIES FOR F-7A 

3 11X787 Freezing Trays 

I A4R3 Chiller 

I A5R7 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 

6 H20A23 Shims for Cabinet Base 

I H20A24 Shim Support 


AIR30 ACCESSORIES FOR X-5B 

4 11X14 Gliders 

I 11X787 Freezing Tray 

I 58X26 Connecting Cord and Plug 

I A4R3 Chiller 

I A5R7 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR3I ACCESSORIES FOR T-9A (Cabinet Only) 

4 11X14 Gliders 

I 11X198 Vegetable Pan 

I HI8A44 Fruit Basket 

I A2IR2 Set of Space Saving Dishes 


AIR32 ACCESSORIES FOR T-I4A 

8 11X14 Gliders 

2 11X198 Vegetable Pans 

2 11X685 Du-Flex Rub-Bar Freezing Trays 

4 11X787 Freezing Trays 

2 58X140 Connecting Cords and Plugs 

2 A4R3 Chillers 

2 A5R7 Freezing Trays with Flexo Grids 

2 A20R2 Tray Lifters 

2 A2IR2 Sets of Space Saving Dishes 

2 HI8A44 Fruit Baskets 


AIR33 ACCESSORIES FOR F-3A 

I 11X787 Freezing Tray 

I A4AI Chiller 

I A5R7 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR35 ACCESSORIES FOR D-40E 

4 11X14 Gliders 

1 11X503 Connecting Cord and Plug 

2 A4AI Chillers 

4 A5A2 Freezing T'ays with Covers 

2 A5R3 Freezing Trays with Flexo Grids 

AIR36 ACCESSORIES FOR X-5D 

4 11X14 G1iders 

I 11X781 Vegetable Pan 

I 11X787 Freezing Tray 

I 58X140 Connecting Cord and Plug 

I A4R3 Chiller 

I A5R7 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR37 ACCESSORIES FOR X-5E 

4 11X14 Gliders 

I I 1X787 Freezing Tray 

I 58X26 Connecting Cord and Plug 

I A4R3 Chiller 

I A5R7 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 

Always Give 


Quan. Cat. No. Name of Part 

AIR38 ACCESSORIES FOR X-5G, T-5C 

4 11X14 Gliders 

I 11X781 Vegetable Pan 

I A4AI Chiller 

I A5RI0 Freezing Tray 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR39 ACCESSORIES FOR X-5C, X-5F 

4 11X14 Gliders 

I A4AI Chiller 

I A5RI0 Freezing Tray 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR40 ACCESSORIES FOR K-4A, KF-4A 

I A4AI Chiller 

I A5R8 Freezing Tray 

I A5R9 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR4I ACCESSORIES FOR K-7A, KF-7A, KT-7A 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

I A4R3 Chiller 

1 A5R8 Freezing Tray 

2 A5R10 Freezing Trays 

I A20R2 Tray Lifter 


AIR42 ACCESSORIES FOR T-7C 

4 11X14 Gliders 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

I A4R3 Chiller 

1 A5R8 Freezing Tray 

2 A5RI0 Freezing Trays 

I A20R2 Tray Lifter 

I A2IR2 Set of Space Saving Dishes 


AIR43 ACCESSORIES FOR T-9C (Cabinet Only) 

4 11X14 Gliders 

I A2IR2 Set of Space Saving Dishes 


A1R44 ACCESSORIES FOR K-5A, KF-5A, KT-5A 

I A4AI Chiller 

I A5RI0 Freezing Tray 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR45 ACCESSORIES FOR X-6A, XT-6A 

4 11X14 Gliders 

I 11X198 Vegetable Pan 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

I A4R3 Chiller 

3 A5R8 Freezing Trays 

I A20R2 Tray Lifter 


AIR46 ACCESSORIES FOR T-9D 

4 11X14 Gliders 

I (1X685 Du-Flex Rub-Bar Freezing Tray 

I A4R3 Chiller 

3 A5RI0 Freezing Trays 

I A20R2 Tray Lifter 

I A2IR2 Set of Space Saving Dishes 

Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quan. Cat. Mo. Marne of Part 

AIRU7 ACCESSORIES FOR X-7C 

4 11X14 Gliders 

I 11X198 Vegetable Pan 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

I A4R3 Chiller 

1 A5R8 Freezing Tray 

2 A5RI0 Freezing Trays 

I A20R2 Tray Lifter 


AIR48 ACCESSORIES FOR X-3A, X-4A, X-4B 

4 A2RI Gliders 

1 A4HI Chiller 

2 A5R8 Freezing Trays 


AIR49 ACCESSORIES FOR KF-I2A, KF-I2B, K-I2A 

2 11X685 Du-Flex Rub-Bar Freezing Trays 

1 A4R2 Chiller 

2 A5R8 Freezing Trlys 

2 A5RII Freezing Trays with Flexo Grids 

I A5RI5 Large Freezing Tray 

I A20R2 Tray Lifter 

I A2IR2 Set of Space Saving Dishes 


AIR50 ACCESSORIES FOR K-5B, KT-5B 

I 11X781 Vegetable Pan 

I A4AI Chiller 

I A5RI0 Freez ing Tray 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AI RBI ACCESSORIES FOR K-7B, KT-7B 

I 11X198 Vegetable Pan 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

I A4R3 Chiller 

1 A5R8 Freezing Tray 

2 A5RI0 Freezing Trays 

I A20R2 Tray Lifter 


AIR52 ACCESSORIES FOR KF-I5A, KF-IBB, K-IBA 

2 11X685 Du-Flex Rub-Bar Freezing Trays 

1 A4R2 Chiller 

2 A5RI0 Freezing Trays 

2 A5RII Freezing Trays with Flexo Grids 

I A5RI5 Large Freezing Tray 

I A20R2 Tray Lifter 

I A2IR2 Set of Space Saving Dishes 


AIRB3 ACCESSORIES FOR V-7A, V-7C, VP-7A, VP-7C 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

1 A4R3 Chiller 

2 A5RI0 Freezing Trays 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 

I A2IR2 Set of Space Saving Dishes 

I A2IR88 Water Bottle 


Quan. Cat. Mo. Name of Part 

AIRBB ACCESSORIES FOR M-SA, M-BC 

4 11X14 Gliders 

I 11X781 Vegetable Pan 

I A4R4 Chiller 

I A5RI0 Freezing Tray 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIRS6 ACCESSORIES FOR M-6A, M-6B, H-6C, HP-6C 

4 11X14 Gliders 

I 11X198 Vegetable Pan 

I 11X685 Du-FJex Rub-Bar Freezing Tray 

1 A4R3 Chiller 

2 A5R8 Freezing Trays 

I A5R9 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 

I A2IR88 Water Bottle 


AIRB7 ACCESSORIES FOR H-7A, M-7C 

4 11X14 Gliders 

I 11X198 Vegetable Pan 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

1 A4R3 Chiller 

2 A5RI0 Freezing Trays 

I A5RI1 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 

I A2IR88 Water Bottle 


AIR58 ACCESSORIES FOR TM-9A 

4 11X14 Gliders 

I 11X685 Du-Flex Rub-Bar Freezing Tray 

1 A4R3 Chiller 

2 A5RI0 Freezing Trays 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 

1 A2IR2 Set of Space Saving Dishes 

2 A2IR88 Water Bottles 


AIR59 ACCESSORIES FOR V-4A, VP-4A 

I 11X781 Vegetable Pan 

I A4R4 Chiller 

I A5R8 Freezing Tray 

I A5R9 Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


AIR60 ACCESSORIES FOR KF-3A 

I A4AI Chiller 

I A5R8 Freezing Tray 

I A5R9 Freezing Tray with Flexo Grid 

AIR0I ACCESSORIES FOR M-4A, M-4C 

4 A2RI Gliders 

I A4R4 Chiller 

I A5R8 Freezing Tray 

I A5R9 Freezing Tray with Flexo Grid 



AIR54 ACCESSORIES FOR V-5A, V-5C, VP-BA, VP-BC 


11X781 

Vegetable Pan 

A4R4 

Chiller 

A5RI0 

Freezing Tray 

A5RI1 

Freezing Tray witn Flexo Grid 

A20R2 

Tray Litter 

A2IRS8 

Water Bottle 


AIR62 ACCESSORIES FOR SM-66A (CK-IBA Unit) 

I A4R4 Chiller 

I A5RI0 Freezing Tray 

I A5RII Freezing Tray with Flexo Grid 

I A20R2 Tray Lifter 


Always Give Catalog Number 


Revised March 1940 


Accessories - Page 7 



6 E NERAL 


ELECTRIC 


COMPANY 


APPLIANCE AND MERC HANDI8E DEPARTMENT 


ACCESSORIES 


Quan. 

‘Cat. Ho. 

Hame of Part 


AIR63 

ACCESSORIES FOR MP-5A. MP-5C 

4 

11X14 

G1 iders 

1 

11X781 

Vegetable Pan 

1 

A4R4 

Ch i 1 ler 

i 

A5R10 

Freezing Tray 

1 

A5RII 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

1 

A2IR88 

Water Bottle 


AIR87 

ACCESSORIES FOR V-4C, VP-4C 

1 

A4R4 

Chiller 

1 

A5R8 

Freezing Tray 

1 

A5R9 

Freezing Tray with Flexo Grid 

1 

A2IR4 

Vegetable Pan 

AIR68 ACCESSORIES FOR SM-66A (CK-2C Uni 

1 

1 1X685 

Du-Flex Rub-Bar Freezing Tray 

1 

A4R3 

Chiller 

2 

A5R8 

Freezing Trays 

1 

A5R9 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

AIR69 

ACCESSORIES FOR SM-66B, SM-66C (CK-I5A 

9 

A2RI 

G1 iders 

1 

A4R4 

Chiller 

1 

A5RI0 

Freezing Tray 

1 

A5RII 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

AIR70 

ACCESSORIES FOR SH-66B, SM-66C (CK-2C Un 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

9 

A2RI 

G1 iders 

1 

A4R3 

Chi1ler 

2 

A5R8 

Freezing Trays 

1 

A5R9 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

AIR7I 

ACCESSORIES FOR SMP-66A, SMP-66C (CK-I5A 

4 

11X14 

G1 iders 

1 

A4R4 

Chiller 

1 

A5RI0 

Freezing Tray 

1 

A5RII 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 

AIR72 

ACCESSORIES FOR SMP-66A, SMP-66C (CK-2C 

4 

11X14 

G! iders 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

1 

A4R3 

Chi1ler 

2 

A5R8 

Freezing Trays 

1 

A5R9 

Freezing Tray with Flexo Grid 

1 

A20R2 

Tray Lifter 



A 

11X685 

R73 ACCESSORIES FOR M-8-37A 

Du-Flex Rub-Bar Freezing Tray 


11X781 

Vegetable Pan 


A4R3 

Chiller 

2 

A5R8 

Freezing Trays 


A5R9 

Freezing Tray with Flexo Grid 


A20R2 

Tray Lifter 


A2IR88 

Water Bottle 


A2IRI4 

Thermometer 


C20H29 

Evaporator Door 


NP67685B 

Evaporator Ejcutcheon Plate 


Quan. Cat , ^o. 


/fame of Part 


AIR74 ACCESSORIES FOR M-8-37A 


I 11X685 

I A4R3 

1 A5RIO 

2 A5RII 

I A20R2 

I A2IR88 

I A2IR7 

1 A2IR8 

2 A2IR9 

1 A2IRI0 

2 421RI I 

I A2IRI4 

I C20H29 

I NP67685B 


Du-Flex Rub-Bhr Freezing Tray 

Chiller 

Freezing Tray 

Freezing Trays with Flexo Grids 

Ice Tray Lifter 

Water Bottle 

Egg Basket 

Fruit Basket 

Utility Dishes with Covers 
Butter Dish with Cover 
Vegetable Pans with Covers 
Thermometer 
Evaporator Door 
Evaporator Escutcheon Plate 


The Catalog Number A2IRII Vegetable Pan with hinged 
cover is furnished as an assembly, however, the pan only, 
Catalog Number A2IRI8, or the Hinged Cover, Catalog Num¬ 
ber A2IRI9 can also be purchased. 


2 

I 

I 

I 


AIR75 ACCESSORIES FOR B-4-37A 

I 1X787 Freezing Trays 

A4R5 Chiller 

A20R2 Ice Tray Lifter 

A2IR4 Vegetable Pan 


1 

2 


AIR76 ACCESSORIES FOR B-5-37A 


A4R4 

Chiller 

A5R8 

Freezing Trays 

A5R9 

Freezing Tray with Flexo Grid 

A20R2 

Ice Tray Lifter 

A2IR88 

Water Bottle 

A2IR4 

Vegetable Pan 

A2IRI4 

Thermometer 


AIR77 ACCESSORIES FOR B-7-37A 


1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

1 

A4R3 

Chiller 

1 

A5RI0 

Freezing Tray 

2 

A5RII 

Freezing Trays with Flexo Grids 

1 

A20R2 

Ice Tray Lifter 

1 

A2IRS8 

Water Bottle 

1 

A2IRII 

Vegetable Pan with Cover 

1 

A2IRI4 

Thermometer 


AIR79 

ACCESSORIES FOR B-6-37A 

1 

11X685 

Du-Flex Rub-Bar Freezing Tray 

1 

11X781 

Vegetable Pan 

1 

A4R3 

Ch i 1ler 

2 

A5R8 

Freezing Trays 

i 

A5R9 

Freezing Tray with Flexo Grid 

1 

A20R2 

Ice Lifter 

1 

A2IR88 

Water Bottle 

1 

A2IRI4 

Thermometer 


Always Give Catalog Number 
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GENERAL ELECTRIC COHPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 





ACCESSORIES 


Quan . 

Cat. No. 

Name of Part 

Quan. Cat. No. 

Name of Part 


AIR80 

ACCESSORIES FOR B-8-37A, PB-8-37A 


A1R94 

ACCESSORIES FOR PB4-37A 

i 

11X685 


Du-Flex Rub-Bar Freezing Tray 

2 

11X787 

Freezing Trays 

i 

A4R3 


Chiller 

1 

A4R5 

Chiller 

i 

A5RI0 


Freezing Tray 

1 

A20R2 

Ice Tray Lifter 

2 

A5RI 1 


Freezing Trays with Flexo Grids 

1 

A2IR4 

Vegetable Pan 

1 

A20R2 


Ice Tray Lifter 

1 

A2IRI4 

Thermometer 

1 

A2IR88 


Water Bottle 




1 

1 

A2IR7 

A2IR8 


Egg Basket 

Fruit Basket 


AIR95 

ACCESSORIES FOR B3-37A 

2 

A2IR9 


Utility Dishes with Covers 

2 

11X787 

Freezing Trays 

1 

A2IRI0 


Butter Dish with Cover 

1 

A4R5 

Chi1ler 

2 

A2IRII 


Vegetable Pans with Covers 


1 

A2IRI4 


Thermometer 





The Catalog 

Number A2IRII Vegetable Pan with hinged 


AIR96 ACCESSORIES FOR KI2B 

cover is a complete assembly, however, the pan only, cat- 

2 

11X685 

Du-Flex Rub-Bar Freezing Trays 

alog 

Number 

A2IRI8 or the Hinged Cover, Catalog Number 

1 

A4R2 


A2IRI9, can 

also 

be purchased. 

2 

A5R8 

Freezing Trays 





2 

A5RI 1 

Freezing Trays with Flexo Grids 


AIR8I 

ACCESSORIES FOR JB-5-37A 

1 

A5RI5 

Dessert Tray 




1 

A20R2 

Ice Tray Lifter 

1 

A4R4 


Chi1ler 

1 

A2IR88 

Water Bottle 

2 

A5RI0 


Freezing Trays 

3 

A2IR9 

Utility Dishes with Covers 

1 

A20R2 


Ice Tray Lifter 

1 

A2IRI0 

Butter Dish with Cover 

1 

A2IR4 


Vegetable Pan 

1 

A2IR2I 

Thermometer 

1 

A2IRI4 


Thermometer 









AIR97 ACCESSORIES FOR KI5B 


A1R82 

ACCESSORIES FOR JB-6-37A, RC-6-37A , 








2 

11X685 

Du-Flex Rub-Bar Freezing Trays 

1 

A4R3 


Chiller 

1 

A4R2 

Chil ler 

9 

A5R8 


Freezing Trays 

2 

A5RI0 

Freezing Trays 

1 

A20R2 


Ice Tray Lifter 

2 

A5RI1 

Freezing Trays with Glexo Grids 

1 

A2IR4 


Vegetable Pan 

1 

A5RI5 

Dessert Tray 

1 

A2IRI4 


Thermometer 

1 

A20R2 

Ice Tray Lifter 





1 

A2IR88 

Water Bottle 


A1R83 

ACCESSORIES FOR JB-7-37A 

3 

1 

A2IR9 

A2IRI0 

Utility Dishes with Covers 

Butter Dish with Cover 

1 

11X781 


Vegetable Pan 

1 

A2IR2I 

Thermometer 

1 

A4R3 


Chiller 




2 

A5R8 


Freezing Trays 


AIR98 DELUXE REFRIGERATOR ACCESSORIES 

2 

A5RI0 


Freezing Trays 




1 

A20R2 


Ice Tray Lifter 

1 

A2IR22 

Set of Ovenware Dishes 

1 

A2IRI4 


Thermometer 

1 

A20X28 

Set of 3 Protdctons 





1 

A20X23 

Seal Sac Hydrator (12" x 12") 


AIR90 

ACCESSORIES FOR PB-5-37A 

1 

1 

A2IR8 

A2IR23 

Fruit Basket 

Egg Basket 

1 

A4R4 


Ch i'J ler 




2 

A5R8 


Freezing Trays 


AIR99 ACCESSORIES FOR RC5-37A 

1 

A5R9 


Freezing Tray with Flexo Grid 




1 

A20R2 


Ice Tray Lifter 

2 

1 1X787 

Freezing Trays 

1 

A2IR88 


Water Bottle 

1 

A4R4 

Ch i 1ler 

1 

A2IR4 


Vegetable Pan 

1 

A20R2 

Ice Tray Lifter 

1 

A2IR8 


Fruit Basket 

1 

A2IR4 

Vegetable Pan 

1 

A2IRI4 


Thermometer 

1 

A2IRI4 

Thermometer 


A 1 

R92 

ACCESSORIES FOR PB6-37A 


AIRI00 

ACCESSORIES FOR B3-38A 

1 

11X685 


Du-Flex Rub-Bar Freezing Tray 

2 

11X787 

Freezing Trays 

1 

11X781 


Vegetable Pan 

i 

A4R6 

Chiller 

1 

A4R3 


Chiller 

i 

A20R2 

Ice Tray Lifter 

2 

1 

A5R8 

A5R9 


Freezing Trays 

Freezing Tray with Flexo Grid 


AIR 101 ACCESSORIES FOR B4A, B4-378, 64-38A, 

1 

A20R2 


Ice Tray Lifter 



64-38C, PB4-38A 

1 

A2IR88 


Water Bottle 

2 

11X787 

Freezing Trays 

1 

A2IR7 


Egg Basket 

1 

A4R6 

Chil ler 

1 

A2IR8 


Fruit Basket 

1 

A20R2 

Ice Tray Lifter 

1 

A21R14 


Thermometer 

1 

A2IR4 

Vegetable Pan 





1 

A2IRI4 

Thermometer 




Always Give 

Catalog 

Number 
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6 E N E jj A L ELE CTRIC COMPANY 


A P P L I ARCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quart. Cat. No. Name of Part 


AIR 102 ACCESSORIES FOR JB6-38A 


1 

11X781 

Vegetable Pan 

1 

A4R3 

Chiller 

4 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IRI4 

Thermometer 


AIRI04 ACCESSORIES FOR B6-38A 


1 

A4R3 

Chiller 

4 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR88 

Water Bottle 

1 

A2IR52 

Thermometer 


AIR 105 ACCESSORIES FOR PB6-38A 


1 

A4R3 

Chi1ler 

4 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR52 

Thermometer 

1 

A2IR73 

Set of Ovenware Dishes 


AIR 106 ACCESSORIES FOR B5-38A 


1 

A4R4 

Chiller 

3 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR88 

Water Bottle 

1 

A2IR52 

Thermometer 


AIR 107 ACCESSORIES FOR JB5-38A 


1 

11X781 

Vegetable Pan 

1 

A4R4 

Chiller 

3 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IRI4 

Thermometer 



AIR 108 ACCESSORIES FOR PB5-38A 

1 

A4R4 

Chi1ler 

3 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR52 

Thermometer 

1 

A2IR73 

Set of Ovenware Dishes 


AIRI 

10 ACCESSORIES FOR B7-38A, B7-38B 



B8-38A, B8-38B 

1 

A4R3 

Chi1ler 

6 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR88 

Water Bottle 

1 

A21R52 

Thermometer 

1 

C20H67 

Evaporator Shelf 


AIRI 1 

I ACCESSORIES FOR JB7-38A, JB7-38B 

1 

11X781 

Vegetable Pan 

1 

A4R3 

Chi1ler 

4 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IRI4 

Thermometer 


Quart. Cat. No. Name of Part 


AIRII3 ACCESSORIES FOR PB8-38A, PB8-38B 


1 

A4R3 

Chiller 

6 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR22 

Set of Ovenware Dishes 

1 

A2IR52 

Thermometer 

1 

C20H67 

Evaporator Shelf 


AIRI16 ACCESSORIES FOR PBI2-38A. PBI6-38A 

2 

A4R3 

Ch i 1lers 

6 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Separator Release 

1 

A2IR22 

Set of Ovenware Dishes 

1 

A2IR52 

Thermometer 

1 

A2IR7I 

Dessert Tray 

1 

A2IR72 

Cover for A2IR7I Dessert Tray 


AIR 124 ACCESSORIES FOR M6-38A 

1 

A4R3 

Chi1ler 

4 

A5RI7 

Freezing trays with Flexible Dividers 

1 

A20R7 

ice Tray Separator Release 

1 

A2IR52 

Thermometer 

1 

A21R88 

Water Bottle and Cap 

1 

A2IR127 

Cap for Water Bottle 

1 

NP7I676 

Escutcheon Plate 


A1R125 ACCESSORIES FOR M8-38A 

1 

A4R3 

Chiller 

6 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Ice Tray Separator Release 

1 

A2IR52 

Thermometer 

1 

A2IR88 

Water Bottle and Cap 

1 

A2IRI27 

Cap for Water Bottle 

1 

NP7I676 

Escutcheon Plate 

1 

C20H67 

Evaporator Shelf 


AIR 126 

ACCESSORIES FOR PB7-38A 

1 

A4R3 

Chiller 

6 

A5RI7 

Freezing Trays with Flexible Dividers 

1 

A20R7 

Ice Tray Separator Release 

1 

A2IR52 

Thermometer 

1 

A2IR73 

Set of Ovenware Dishes 

1 

C20H67 

Evaporator Shelf 


AIR 127 ACCESSORIES FOR JB3-38A, BY4-38A 

1 

A4R6 

Chiller 

1 

11X787 

Freezing Tray 

1 

A5R16 

Freezing Tray 

1 

A20R2 

Ice Tray Lifter 


AIR 128 

ACCESSORIES FOR RC4-38A 

1 

A4R4 

Chiller 

2 

11X787 

Freezing Trays 

1 

A20R2 

Ice Tray Lifter 

1 

A2IR4 

Vegetable Pan and Cover 

1 

A2IRI4 

Thermometer 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quart. Cat. No. Name of Part 

AIRI29 ACCESSORIES FOR JB6-37B, JB6-37C 

I A4R3 Chiller 

4 A5R9 Freezing Tray with Flexo Grid 

I A20R2 ' Ice Tray Lifter 

I A2IR4 Vegetable Pan and Cover 

I A2IRI4 Thermometer 


AIR 130 ACCESSORIES FOR RC5-38A 

1 A4R4 Chiller 

2 |1X787 Freezing Trays 

I A20R2 Ice Tray Lifter 

I A2IR4 Vegetable Pan and Cover 

I A2IRI4 Thermometer 


AIR 131 ACCESSORIES FOR RC8-38A 

I A4R3 Chiller 

4 A5R9 Freezing Trays with Flexo Grid 

I A20R2 Ice Tray Lifter 

I A2IR4 Vegetable Pan and Cover 

I A2IRI4 Thermometer 


AIR 132 ACCESSORIES FOR E5 

1 A4R3 Chiller 

2 11X349 Freezing Trays with Covers 

4 A2RI G1iders 


AIR 133 ACCESSORIES FOR JB6-39A, JB6-39B 

I A4R3 Chiller 

4 A5R17 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator .Release 

I 11X781 Vegetable Pan and Cover 

I A2IRI4 Thermometer 


AIRI34 ACCESSORIES FOR B8-39A, Be-39A 

I A2IR85 Cold Storage Tray 

I HI8AI.54 Trim for A2IR85 

I A2IR8S Cover for A2IR85 

I A20R9 Rack for A2IR85 

4 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I A2IR80 Dessert Pan and Cover 

I A2IR88 Water Bottle and Cap 

I A2IRI27 Cap for Water Eottle 

I A2IR87 Thermometer 


AIRI 35 ACCESSORIES FOR PB6-39A, PB8-39A 

I A2IR85 Cold Storage Tray 

I HI8AI54 Trim for A2IR85 

I A2IR86 Cover for A2IR85 

I A20R9 Rack for A2IR85 

4 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I A2IR80 Dessert Pan and Cover 

I A2IR8S Set of Ovenware Dishes 

I A2IR87 Thermometer 


Quan. Cat. No. Name of Part 

AIR 139 ACCESSORIES FOR B5-39A 

I A2IRII7 Cold Storage Tray 

I HI8AI55 Trim for A2IRI17 

I A2IRI18 Cover for A2IRI17 

I A20RI0 Rack for A2IRII7 

3 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I A2IR88 Water Bottle and Cap 

I A2IRI27 Cap for Water Bottle 

I A2IR87 Thermometer 


AIR140 ACCESSORIES FOR PB5-39A 

I A2IRII7 Cold Storage Tray 

I HI8AIS5 Trim for A2IRII7 

I A2IRI18 Cover for A2IRI17 

I A20RI0 Rack for A2IRII7 

3 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I A2IR89 Set of Ovenware Dishes 

I A2IR87 Thermometer' 

AIR 141 ACCESSORIES FOR LB6-39A, LB6-39C 

I A4R3 Chiller 

3 A5RI6 Freezing Trays with rigid Dividers 

I A20R4 Ice Tray Lifter 

AIR 142 ACCESSORIES FOR JB5-39A, JB5-39B 

I A4R4 Chiller 

3 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I 11X781 Vegetable Pan and Cover 

I A2IRI4 Thermometer 


AIR 148 ACCESSORIES FOR JB4-39A 

1 A4R7 Chiller Tray 

2 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I A2/RI4 Thermometer 


AIR 150 ACCESSORIES FOR BY4-39A, JB3-39A, B3-39A 

1 A4R7 Chiller 

2 A5R17 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

AIRI 52 ACCESSORIES FOR PBI2-39A, PBI2-39B 
PBI6-39B 

I A2IR85 Cold Storage Tray 

I HI8AI54 Trim for A2IR85 

I A2IR86 Cover for A2IR85 

I A20R9 Rack for A2IR85 

I A4R3 Chiller 

6 A5RI7 Freezing Trays with Flexible Dividers 

I A20R7 Ice Tray Separator Release 

I A2IR7I Dessert Tray 

I A2IR72 Cover for Dessert Tray 

I A2IR89 Set of Ovenware Dishes 

I A2IR87 Thermometer 


Always Give Catalog humber 


Revised April 1941 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 


Quan. Cat. No. Name of Part 

AIXI SET NEW STYLE HARDWARE FOR PS-95 OR P-IIO 

I 11X716 Latch 

I 11X717 Latch 

4 11X721 Hinges 

I H14X53 Strike 


AIX2 SET NEW STYLE HARDWARE FOR PS-13 OR P-134 

I 11X716 Latch 

I 11X717 Latch 

4 11X727 Hinges 

I H14X53 Strike 


A1X3 ACCESSORIES FOR HE-3 AND HE-3K 

2 11X349 Freezing Trays with Covers 

I A4AI Chiller 


A2IR22 SET OF OVENWARE DISHES 

A2IR24 Storage Bowl 

A2IR25 Storage Bowl Cover 

A2IR26 Storage Bowl 

A2IR27 Storage Bowl Cover 

A2IR28 Storage Bowl 

A2IR29 Storage Bowl Cover 

A2IR30 Mixing Bowl 

A2IR3I Mixing Bowl Cover 

A2IR32 Mixing Bowl 

A2IR33 Mixing Bowl Cover 

A2IR34 Mixing Bowl 

A2IR35 Mixing Bowl Cover 

A2IR36 Butter Dish 

A2IR37 Butter Dish Cover 

A2IR38 Water Jug 

A2IR39 Water Jug Stopper 

A2IR40 Water Jug Stopper Cork 


A2IR73 SET OF OVENWARE DISHES 

I A2IR24 Storage Bowl 

I A2IR25 Storage Bowl Cover 

I A2IR26 Storage Bowl 

I A21R27 Storage Bowl Cover 

I A2IR28 Storage Bowl 

I A2IR29 Storage Bowl Cover 

I A2IR30 Mixing Bowl 

I A2IR3I Mixing Bowl Cover 

I A2IR32 Mixing Bowl 

I A2IR33 Mixing Bowl Cover 

I A2IR36 Butter Dish 


NOTE: ACCESSORIES FOR 1940 AND LATER MODEL CABINETS 


Quart. Cat. No. Name of Part 

A2IR73 SET OF OVENWARE DISHES (CONTINUED) 

I A2IR37 Butter Dish Cover 

I A2IR38 Water Jug 

I A2IR39 Water Jug Stopper 

I A2IR40 Water Jug Stopper Cork 


A2IR89 SET OF OVENWARE DISHES 

1 A2IR24 Storage Bowl 

I A2IR25 Storage Bowl Cover 

1 A2IR26 Storage Bowl 

I A2IR27 Storage 8owl Cover 

I A2IR28 Storage Bowl. 

I A2IR29 Storage Bowl Cover 

I A2IR30 Mixing Bowl 

I A2IR3I Mixing Bowl Cover 

I A2IR32 Mixing Bowl 

I A2IR33 Mixing Bow! Cover 

I A2IR36 Butter Dish 

I A21R37 Butter Dish Cover 

1 A2IRI3I Water Jug with Stopper and Cork 
I A2IR90 Water Jug Only 

1 A2IR9I Water Jug Stopper 

I A2IR92 Water Jug Stopper Cork 

ACCESSORIES FOR LBC6-39A 

I A4R3 Chiller Tray 

1 A5RI0 Freezing Tray (large) with rigid dividers 

2 A5RI6 Freezing Tray (small) with rigid dividers 

1 A5XI0 Snapout Freezing tray 

I A20R4 Freezing tray lifter 

I 11X781 Vegetable pan and cover 

I A2IR8 Fruit Basket 

I A2IRI50 Set of Dishes 

I A2IRI52 Water Jug 

I A2IRI53 Butter Dish 

I A2IRI54 Cover for A2IRI53 

I A2IRI55 Green Dish (9" X 5") 

1 A2IRI56 Clear Cover for A2IRI55 

2 A2IRI57 Green Dish (5" X 4 3/8") 

2 A2IRI58 Clear Cover for A2IRI57 

I A2IRI59 Red Bowl (7” dia.) 

I A2IRI60 Clear Cover for A2IRI59 

3 A2IR16I Red Bowl (5i n dia.) 

3 A2IRI62 Clear Cover for A2IRI6I 

ACCESSORIES FOR LB6B, LB6-39B 

I A4R3 Chiller Tray 

4 A5RI6 Freezing trays with rigid dividers 

I A20R4 Freezing tray lifter 


ARE SHOWN WITH THE CABINET IN THE CABINET SECTION. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Accessories as Furnished with Various Units 


CHILLERS 


Cat, 



Cat. 


Ho. 

Approx. Size 

Units Furnished With . 

Ho. 

Approx. Size Units Furnished With 

11X4 

2ix9?xl4? 

0R-2E, DRB-3, DR-3, DRA-4 

A4R3 

25x113x145 CA-IA, CA-IB, CA-2A, CA-28, CD-3, 

1IX110 

2x9Jx12? 

DRA-2 


CB-3D,CF-2B,CK-2B,CK-30B,CK-30C, 

11X120 

2x85x10? 

DR- IA 


CK-35C,CM-33,CK-26A,CK-28A,CF-2D, 

11X353 

2x1Ixl2i 

DR-IB, DRA-2A, D-15 


CF-2C,CK-2C,CK-30D,CK-35D,CF-2E, 

11X366 

2x103x11? 

SD-40 


CF-28A,CE-34A,CK-26B,CK-28B,CF-2G, 

1 1X634 

25xI0?x15? 

D-35A, DR-35A, D-40, DRE-3, DRE-4 


CF-2H,CF-28D,CJ-2A,CJ-2C,CJ-2E 
2x6-7/8x14? CF-IC,CG-IB,CK-IC,CK-I5A,CF-ID,CF-1E, 

11X635 

2x9-3/8x15? 

D-30A 

A4R4 

A4AI 

2x8x14? 

D-35B, DR-35B, D-40E, CB-I, CB-2, 


CD-IF,CD-2F,CF-IG 



CD-I, CD-2, CD-11, CF-IB, CK-IB, 

A4R5 

15x10-3/8x145 CJ-1 A,CH- 1A 



CK-35B, CK-35C, CM-I, CM-32, 

A4R6 

15x 10-3/8x13? CH- IB,CJ-IB,CE-I40A 



CM-35, CM-3II, CK-35D 

A4R7 

15x113x13-3/8 CH-ID,CH-IE,CJ-IC,CJ-ID,CJ-IE, 

CE-140B,CE— 140C,CE— 1400(Use H3IA62) 

A4A2 

2x9x14? 

DRB-3IB, CB-3 


A4HI 

2x6-3/8x13? 

CG-IA 

A4R8 

2x6-7/8x145 CF-IH 

A4H2 

2x6jx125 

DK-IA 

A4R9 

2x7x135 FBA-IA 

A4R2 

25x9-5/8x17-1/8 

CM-34, CE-34M 

A4RII 

2-1/8x11-3/8x13? CJ-2B,CJ-2D 

A4R3 

25x113x145 

DR-2F, D-2, DRB-3IA, D-3IA, D-30E 

A4X3 

2x75x135 CK-IB,CK-IC,DR-1E,DR-1F in G-35 or 



D-30F, CM-2 


G-40 Cabinet 


FREEZING TRAYS 


Approx. Size 


Cat. Mo. Description 

11X104 Deep Tray with Cover(Use 11X107)... 
11X105 Deep Tray with Cover (Use 11X107).. 
11X106 Shallow Tray without Cover (Use MX 

11X107 Shallow Tray without Cover. 

11X349 Shallow Tray with Cover (Use 11X787 

11X354 Shallow Tray without Cover (Use A5H 
*11X632 Deep Tray (Double Dividers, Partiti 

11X684 Du-Flex Rub-Bar. 

11X685 Du-Flex Rub-Bar. 


11X686 
11X748 

11X787 


A5AI Shallow Tray without Cover... 

A5A2 Shallow Tray with Cover (Use 11X787)... 

A5HI Shallow Tray without Cover.....■». 

A5R3 Shallow Tray with Cover and Flexo Grid (Use 11X787 

A5R4 Shallow Tray with Cover (Use A5R23). 

A5R5 Shallow Tray with Cover and Flexo Grid. 

A5R7 Shallow Tray with Flexo Grid without Cover(Use 11X787)2-1/8x4x11-5/8 


Units Furnished With 


3x5?x10 

DR-2E, DR-3, DRB-3, DRA-4 

3x5?x9 

DRA-2 

I?x5?xl0 

DR-2E, DR-3, DRB-3, DRA-4 

I?x5?x9 

DRA-2, DR- IA 

2-1/8x4x11-5/8 

DR-2F, D-2, DRB-3IA, D-3IA, CB-I, CM-I, 
CM-2, D-30E, D-30F, CA-2A 

2x3?x9? 

DR-IB, SD-40, DRA-2A, D-15 

3x5-1/8x12 

D-30A, D-35A, D-40, DR-35A 

2x3?x8 

0RA-2A, DR-IB, D-15 

2x4-1/8x10 

DR-2F, D-2, DRB-3IA, D-3IA, CA-2A, CA-2B 
CE-34M, CK-26A, CK-28A, CF-2D, CK-30B, 
CK-30C, CK-300, CF-2B, CF-2C, CK-28, 
CK-2C, CK-35C, CM-33, CM-34, CK-35D, 

2x5-l/8xi0 

D-30A, DR-35A, D-35A, D-40 

13x5-1/8x12 

D-30A, DRE-3, DRE-4, D-35A, DR-35A, D-40 
DRF-4, D-46 

2-1/8x4x11-5/8 

DR-2F, D-2, DRB-3IA, D-3IA, CA-IA, CA-IB 
CA-2A, CA-2B, CK-30B, CD-I, CD-2, CD-3 
CD-11, CJ-IA, CH-IB, CJ-IB, CE-I40A 

1 ?x4x 11-5/8 

CB-2, CK-35B, CM-35 

13x4x11-5/8 

D-35B, DR-35B, D-40E 

2x35x7-1/8 

LK-IA, LK-IB, LK-2A 

2-1/8x4x11-5/8 

CB-I, CB-2, DR-35B, D-40E, CM-35, D-35B 

I?x5-l/8xl2 

CB-3, DRB-3IB 

I?x5-l/8xl2 

CB-3, DRB-3IB 


A5R8 Shallow Tray without Cover (2 lb.) (Use A5R23).... 


I±x4±xll3 


A5R9 Shallow Tray with Flexo Grid without Cover (2 ib.) 15x45x11? 
(Use A5R23). 

A5RI0 Deep Tray without Cover (3 lb.) (Use A5R23). 2-3/8x45x11? 


A5RII Deep Tray with Flexo Grid without Cover (3 Ib.) 2-3/8x45x11? 

(Use A5R23). 

A5RI5 Deep Tray with Cover (Use A2IR7I). 35x95x11? 

A5RI6 Quick Tray with Rigid Grids... 15x45x11? 

*A5RI7 Quick Tray with Flexible Grids (Use A6R23).. lix4ixi I^ 

(Tray only - A5RI9, Grid only - A5RI8). 


CD-I, CD-2, CD-3, CD-11 
CB-3D, CF-IB, CF-IC, CF-2B, CG-IA, CG-IB, 
CK-2B, CK-2C, CK-35C, CM-32, CM-33, CM-34, 
CM-3II, DX-IA, CK-35D, CE-34M, CK-26A, 
CF-ID, CF-2D, 

CF-IB, CF-IC, CG-IB, CK-2C, CK-35C, CM-32, 
CM-3II, CK-35D, CK-26A, CF-ID, CF-2D, 
CF-2E, CD-3F 

CF-IB, CF-IC, CF-2B, CF-2C, CK-IB, CK-IC, 
CK-2B, CK-2C, CK-I5A, CK-30C, CK-30D, 

CF-ID, CF-2D, CK-28A, CK-35C, CM-32, 

CM-33, CM-34, CK-35D, CE-34M 

CF-IB, CF-IC, CF-2C, CK-IB, CK-IC, CK-2C, 
CF-2D, CK-I5A, CK-30D, CM-32, CM-34, 
CE-34M, CK-28A, 

CM-34, CE-34M 

CJ-IB, CE-I40A, CF-2G, CF-2H 
CF-IE, CF-2E, CF-28A, CF-IG, CF-2G, CF-28C, 
CJ-IC, CE-I40B, CH- 1C, CE-34A, CH-ID, 

CJ-ID, CE-I4DC, CF-IH, CF-2H, CF-28D, 
CF-IIA, CF-2IA, CF-22A, CE-34D, FBA-IA 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Accessories as Furnished with Various Units 


FREEZING TRAYS (CONTINUED) 


Cat. No. 

Description 

Api>rox. Size 

Units Furnished Vith 

ASR23 

Quick Tray with Flexible Grids 

(Tray only - A5R25, Grid only - A5R26). 

. ^x4ixll3 

CH-IE, CJ—IE, CE-I40D, FBA-IA, CJ-2A.B, 



C,D,E, CF-2J, CF-28E, CF-22C, CE-34E 

A5R29 

Dessert Tray with Separator and Grids 

13x83x113 

CF-2J, CF-22C, CE-34E 


(Tray only - A5R28, Grid only - A5R26) 
(Separator only - A5R30) 

. 2x4-3/8x114 


A5R3I 

Freezing Tray .. 

CJ-2A 

'A2IR7I 

Dessert Tray without Cover. 

. 34x9ixli3 

CE-34A 

A2IR80 

Dessert Tray with Cover. 


-3/8 CF-2G, CF-28C, CF-2IA, CF-22A, CE-34D 


(Tray only - A5R32) 

* Partition for 11X632 Tray between Sets of Dividers is 11X749. 

** Parts are available for the grids: A5R20 - Separator with triangular spacer; A5R2I - Separator with rectangular spacer; 
A5R22 - Connecting link. 

*** Cover for A2IR7I Tray is Cat. A2IR72. 


CONNECTING CORD AND PLUG 


Cat. Mo. 

Units Furnished Vith 

Cat. Mo. 

Units Furnished Vith 

11X253 

DR-2F, D-2, D-30A, D-30E, D-30F, D-3IA, DRB-3IA, 

A3H5 

CJ-IB, CJ-IC, CJ-1D, CJ-IE, CE-I40A, CE-I40B, 


DRB-3IB, DRE-3, D-35A, DR-35A, DR-35B, D-35B 


CE-I40C, CE-I40D 

11X355 

DR- IA, DR-IB, SD-40, D-15 

A3H6 

CF-2E, CF-2G, CF-2J, CF-28A, CF-28C, CF-28D, 

11X503 

DRA-2, DRA-2A, DR-2E, DRB-3, DR-3, DRA-4, DRE-4, 


CF-28E, CF-22A 


D-40, D-40E, DRF-4 

A3H7 

CF-IE, CF-IG, CF-1H, CF-11A (Use A3H6) 

58X26 

CA-IA, CA-IB, LK-iA 

A3H8 

CE-34A, CE-34B 

58X140 

CA-IB, CA-2A, CA-2B 

A3H9 

CE-340A, CE-340B 

62X785 

D-2 or DR-2F in HX-70A or HT-70A Cabinet 

A3HI i 

CH-IB, CH-IC, CH-ID, CH-IE 

A3H1 

CK-30B, CX-35B 

A3HI2 

CX-26B, CK-28B . 

A3H2 

CA-2 Unit with S-67 Cabinet 

A3HI3 

CF-2H, CF-2IA, CJ-2A, B, C, D, E 

A3H3 

CK-IB, CK-1C, CK-ID, CK-2B, CK-2C, CK-2D, CK-I5A, 

A3HI4 

CE-34D, CE-34E 


CK-30C, CK-30D, CK-30E, CX-35C, CK-35D, CK-35E, 

A3HI6 

FBA-IA 


CK-26A, CK-28A 

A3HI7 

CF-22C 

A3H4 

CF-IB, CF-tC, CF-2B, CF-2C, CF-ID, CF-2D, CH-IA, 
CJ-IA 

IGC2DI0 

D-30A, D-30E or D-30F Units with T-9A Cabinets 



49X383 

Plug for Light Socket 

on 58X140, 62X785, 

A3HI, A3H3 or IGC2DI0 Cords 


FLEXO GRIDS 



FREEZING TRAY SUPPORTS 

Cat. Mo. 

Trays Furnished Vith 

Can Be Used Vith 

Cat. Mo. 

Furnished Vith 

A5R2 

A5R3 and A5R7 

11X349 and 11X787 

11X3 

DR-2 and DR-3 using Square Corner Trays 

A5R6 

A5R5 

A6R4 and 11X748 

11X108 

11X104 and 1 1X106 Trays 

A5RI3 

A5R9 

A5R8 

11X109 

11X105 and 11X107 Trays 

A5RI4 

A5RII 

A5RI0 




GLIDERS 


Cat. Mo. Furnished Vith 


11X14 

Domestic Cabinets 


11X251 

SD-40 


A2RI 

E-5, HE-4A, HE-4B, HE-5A, HE-7A, X-3A, 
M-4A, SM-66B, SM-66C 

X-4A, X-4B 

A2R9 

B4-37A.B B-4-38A,B PB4-37A, PB4-38A, 

JB3-38A, 

A2RI01 
A2R11 / 

RC4-38, JB3-39A, JB4-39A, LB3A, 

, LB3-40A 

M6-37, M8-37, M6-38, M8-38 


A2RI2 

PBI2-38A, PBI6-38A, PBI2-39B, PBI6-39B 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


ACCESSORIES 

CABINET LOCK ING DEVI CES 



Illustrated above are reliable locking devices for installations requiring locked refrigerator cabinets. Three 
types of locking devices are available: the hooked arm type which fits over both latch and strike for use with 
V 1 C No. 615, No. 616, and No. 620 hardware; the hasp type which is mounted on the cabinet; and the tumbler lock 
type built into the latch escutcheon and used on B, PB, M and JB 1937, 1938, 1939 and 1940 Cabinets. It is in¬ 
stalled .by replacing the latch escutcheon with the new one incorporating the lock. A padlock is used with the 
first two types. 


HOOKED ARM TYPE 


11X166 
11X167 
11X168 

HASP TYPE 


Locking 
Lock ing 
Locking 


Device with 
Device with 
Device with 


Padlock for 
Padlock for 
Padlock for 


W S 
W 4 

K 4 


C No. 615 Hardware 
C No. 616 Hardware 
C No. 620 Hardware 


H20A45 


Locking Device with 


Padlock for 


use on all Household Cabinets 


TUMBLER LOCK TYPE 


H20A236 

Used 

with 

latch 

handle 

Cat. 

No. 

H15A46 


Cabinets; BY 

1939 and 1940 Cabinets; 

H20A238 

Used 

with 

latch 

handle 

Cat. 

No. 

HI5A50. 

H20A362 

Used 

with 

latch 

handle 

Cat. 

No. 

HI5A68. 

H2OA4I0 

Used 

w ith 

1 atch 

handle 

Cat. 

No. 

HI5A74. 

HISA 101 

Used 

with 

latch 

handle 

Cat. 

No. 

HI5A86. 


id KI5A62. (B, PB and M 1937 and 1938 Cabinets; JB 1939 

3 1940 and 1941 Cabinets) 

(JB 1937 and 1938 Cabinets; BY4-38 and LB6-39 Cabinets) 
(B and PB 1939 cabinets; JB 1940 Cabinets) 

(B and PB 1940 Cabinets) 

(JB, B and PB 1941 cabinets) 


HI 8 A 8 6 CABINET LIGHT SET 



Cat. No. HI8A86 covers an interior light set for refrigerator cabinets not equipped with interior lighting. 
Although developed especially for use with G.E. manufactured cabinets, this set can also be used on vendor 
manufactured cabinets by making slight alterations in the mounting bracket. 

H 2 0 A 4 0 4 CAB I NET LIGHT SET 


Cat. No. H20A404 covers a cabinet light set for type LB6 Refrigerator Cabinet. It consists of a lamp re¬ 
ceptacle and bracket, the top door jamb strip with door switch, and the necessary screws, washers, etc., 
for making the installation. Installation instructions are furnished with the set. 

GENERAL ELECTRIC LIQUID WAX AND POLISH 

General Electric Refrigerators should be periodically cleaned and polished with General Electric Liquid Wax. 
It protects the finish and keeps the cabinet looking like new. It is available in pint and gallon cans. 

A20RI Cleaner Wax and Polish (I pint) 

A20R3 Cleaner Wax and Polish (I gal.) 


Revised April 1941 
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GENERAL ELECTRIC COMPANY 


APPLIANCE ANO MERCHANDISE DEPARTMENT 


ACCESSORIES 

COLD STORAGE COMPARTMENT FOR OLDER MODEL CABINETS 



Modernize older model Refrigerators by installing a Cold Storage Compartment! The Models which can be modernized, 
and the parts required, are shown below: 



Parts Required 

Cabinet Models 

1939 Compartment and SheLf 

*1940 Compartment and Shelf 


Quan. 

Cat. So. 

description 

Quan. 

Cat. Mo. 

Descript ion 

B5-38A 

i 

A2IRII7 

Cold Storage Tray 

ft*. 

H3IA17 

Cold Storage Tray 

PB5-38A 

i 

A2IRI18 

Cover 


H3IA98 

Cover 


i 

A20RI0 

Rack 


H3IA49 

Rack 


i 

HI7A206 

Top Shelf 


HI7A24I 

Top Shelf (stainless steel) 

JB6-37 

■ ■ 

■ 



H20A452 

Cold Storage Compartment Accessory 

JB6-38 


■ 


■Bmp. 

HI7A3I2 

Shelf, Top 

JB6-39 




■ 

H3IA49 

Cold Storage Tray 

LB6-39 





HISA 175 

Trim for Cat. H3IA44 

LBC6-39 





H3IA45 

Cover for Cold Storage Tray 

LB6B,C,D,E,F 




■ -fil 

H3IA46 

Rack for Cold Storage Tray 

LB6-90 





HI7A90 

Shelf Supports, Headed 

PLB6-90 





HI7AI22 

Shelf Supports, Straight (8" long) 


■ 



B^| 

H20A253 

Washers for Shelf Support 

B6-37A 

i 

A2IR85 

Cold Storage Tray 

H^fti 

H3IA44 

Cold Storage Trey 

PB6-37A 

i 

A2IR86 

Cover 

■ 

H3IA45 

Cover 

M6-37A 

i 

A20R9 

Rack 


H3IA46 

Rack 

B6-38A 

PB6-38A 

M6-38A 

i. 

HI7A20I 

Top Shelf 

■ 

HI7A235 

Top Shelf (stainless steel) 

LB8-H0 





H20A453 

Cold Storage Compartment Accessory 





WBN 

HI7A3I3 

Shelf, Top 






H3IA44 

Cold Storage Tray 






HI8AI75 

Trim for Cat. H3IA44 






H3IA45 

Cover for Cold Storage Tray 






H3IA46 

Rack for Cold Storage Tray 





! |B!^B; 

HI7A90 

Shelf Supports, Headed 






HI7AI22 

Shelf Supports, straight (i n long) 





KBflt 

H20A253 

Washers for Shelf Support 

B8-37A 


A2IR85 

Cold Storage Tray 


H3IA44 

Cold Storage Tray 

PB8-37A 


A2IR86 

Cover 


H3IA45 

Cover 

M8-37A 


A20R9 

Rack 


H3IA46 

Rack 

88-38A and B 
PB8-38A and B 
M8-38A 

■ 


Top Shelf 

■ 

HI7A249 

Top Shelf (stainless steel) 

PBI2-38A 

mm 

A2IR85 

Cold Storage Tray 


H3IA44 

Cold Storage Tray 


ft# 

A2IR86 

Cover 


H3IA45 

Cover 


■ft 

A20R9 

Rack 


H3IA46 

Rack 


■s 

HI7A2I8 

Top Shelf (Left Side) 


HI7A262 

Top Shelf (Left Side)(Stainless steel) 


■ft 

HI7A230 

Top Shelf (Right Side) 


HI7A26 1 

Top Shelf (Right Side)(Stainless steel) 

PBI6-38A 


A2IR85 

Cold Storage Tray 

i 

H3IA44 

Cold Storage Tray 



A2IR86 

Cover 

1 

H3IA45 

Cover 


if 

A20R9 

Rack 

1 

H3IA46 

Rack 


ft X 

HI7A22I 

Top Shelf (Left Side) 

1 

HI7A276 

Top Shelf (Left Side)(Stalnless steel) 


u 

HI7A23I 

Top Shelf (Right Side) 

1 

HI7A275 

Top Shelf (Right Side)(Stainless steel) 


* Since the 1910 top shelves for B and PB models are stainless steel they will not match the other shelves in older model 
refrigerators as well as the 1939 type shelves. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


Model LK-1A and LK-1B—Cabinet Parts 



AlH3j Accessories 

HlHl Leg 

H4H1 Top Cover 

H13H1 Top Cover Gasket Complete with Clips 
H15H1 Handle 

H16H1 Hinge (Right) 

H16H2 Hinge (Left) 

H17H1 Shelf (Bottom) 

H17H2 Shelf (Top) 

H20H1 Hardware Screw 

H20H2 Rubber Foot for H17H1 Shelf 

H20H3 Cap Screw for Leg 

H20H4 Screw for holding Outer Case to Hard 
Rubber Adapter 

H20H5 Compressor Supporting Strip 

H20H11 Screw for Nameplate Clip 

H20H12 Clip for Cover Gasket 

H20H13 Shelf Support for Inner Liner 

154194 Lockwasher for H20H3 

NP59179B Nameplate Clip 

t See Accessories Section for parts included. 


Model LK-2A—Cabinet Parts 


AlA4j 

Accessories 

HlHl 

Leg 

H4H2 

Top Cover (Porcelain) 

H4H3 

Top Panel for Cover 

H4H4 

Bottom Panel for Cover 

H4H5 

Cover Frame (Front Strip) 

H4H6 

Cover Frame (Back Strip) 

H4H7 

Cover Frame (Right Strip) 

H4H8 

Cover Frame (Left Strip) 

H4H9 

Top Panel for Cover, Complete with 
Wood Frame 

H5H1 

Insulation for Cover 

HllHl 

Hinge Tapping Strip (Under Wood Strip) 

H11H2 

Cover Check Tapping Plate (Under Wood 
Strip) 

H13H2 

Top Cover Gasket Complete 

H16H3 

Hinge 

H17H1 

Shelf (Bottom) 

H17H2 

Shelf (Top) 

H20H2 

Rubber Foot for H17H1 Shelf 

H20H3 

Cap Screw for Leg 

H20H4 

Screw for holding Outer Case to Hard 
Rubber Adapter 


H20H5 Compressor Supporting Strip 

H20H6 Eyelet for 58X257 Screw 

H20H7 Check Assembly for Cover 

H20H8 Spring for H20H7 Check Assembly 

H20H9 Eye Bolt for H20H8 Spring 

H20H10 Tension Adjusting Nut for H20H7 Check 
Assembly 

H20H11 Screw for Nameplate Clip 

H20H13 Shelf Support for Inner Liner 

1X452 Lock Nut for H20H10 Nut 

58X257 Screw for Attaching Bottom Plate to 
Cover 

105113 Screw for Attaching Hinge to Cabinet or 
Cover Check Housing to Back of 
Cabinet 

128619 Screw for Attaching Check Bracket to 
Cover, Hinge to Cover, Check Hous¬ 
ing to Top of Cabinet 

150175 Screw for Attaching Cover Check Bracket 

to Cover 

154194 Lockwasher for H20H3 

NP59179B Nameplate Clip 


t Refer to Accessories Section for parts included. 

Special Accessories—Cat. HIH2 Gliding Device Assembly—Used with LK Refrigerators when installed under sink or 
drainboard. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


DK-1A—Cabinet Parts 



AlH6f Accessories 

H3X86 Inner Liner 

H4X23 Aluminum Top Cover 

H5X1 Cabinet Insulation (Set) 

H6X54 Door Complete 

H7X24 Outer Door Panel 

H7X25 Inner Door Panel 

H10X80 Door Jamb Strip (Top) 

H10X81 Door Jamb Strip (Vertical) 

H10X82 Door Jamb Strip (Bottom) 

H13X24 Rubber Door Gasket 

f Refer to Accessories Section for parts included. 


H14X71 Strike 
H15X46 Latch 
H16X34 Hinge 
H17X99 Shelf (Top) 

H17X100 Shelf (Center or Lower) 

H17X101 Shelf Support 

H20X1 Screw for Nameplate Clip 

H20X2 Screw for Door Jamb Strip 

H20X3 Screw for Hardware (%" long) 

NP59179B Nameplate Clip 

H20X4 Screw for Hardware (1^" long) 

H20X5 Washer for Door Jamb Strip Screw 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 

SD-40—Cabinet Parts 



SD40-11 Front Panel 
SD40-12 Side Panel (Open Side) 

SD40-45 Side Panel (Unit Side) 

SD40-13 Top Cover for Cabinet 
SD40-16 Outer Door Panel 
SD40-17 Inner Door Panel 
SD40-21 Metal Stile (Open Side) 

SD40-40 Metal Stile (Unit Side) 

SD40-24 Complete Door 
SD40-39 Shelf Hook 
SD40-46 Door Corner 
11X361 f Accessories 

t Refer to Accessories Section for parts included. 


11X506 Door Jamb Corner 
11X731 Door Jamb Strip (Vertical) 
11X732 Door Jamb Strip (Horizontal) 
11X733 Door Strip (Horizontal) 
11X734 Door Strip (Vertical) 

11X735 Door Gasket 

11X790 Hinge 

11X792 Latch (Right or Left) 

H14X46 Strike (Right Hand) 

H14X47 Strike (Left Hand) 

H17X140 Shelf 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY :: APPLIA NCE AND MERCHANDISE DEPARTMENT 


Model HE-3A and HE-3K—Cabinet Parts 



H4X6 


) NP57712 
) NP57755 


H16X5 
HI 0X33 


HI 0X34 
H8X86 

HI 5X8 

HI 3X9 

H 6 X 16 


Name of Part 

HE-3A 

HE-3K 

tVentilating Accessories. 


A1A25 

t Accessories. 

A1X3 

A1X3 

Inner Liner. 

H3X23 

H3X23 

Aluminum Cover. 

H4X6 

Door Complete. 

H6X16 

H6X16 

Inner Door Panel. 

H7X10 

H7X10 

Outer Door Panel. 

H8X86 

H8X86 

Door Strip (Horizontal). 

H10X33 

H10X33 

Door Strip (Vertical). 

H10X34 

H10X34 

Door Jamb Strip (Horizontal).. . 

H10X35 

H10X35 

Door Jamb Strip (Vertical). 

H10X36 

H10X36 

Rubber Door Gasket. 

H13X9 

H13X9 


t Refer to Accessories Section for parts included. 


Name of Part 

IIE-3A 

HE-3K 


H14X8 

H14X8 


H15X8 

H15X8 

Hinge.<. 

H16X5 

H17X30 

H16X5 

H17X30 


H17X31 

H17X31 


H17X32 

H17X32 

Shelf Support (Lower Left Front). 

HI 7X33 
H12X16 

H17X33 

C13A38 


C13A39 



K3X3 


NP57712 

NP57712 

Escutcheon Plate (Defrost). 

NP57755 

NP57755 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


F-3A—Cabinet Parts 


65X632 
H14A15 
H17A36 
H10A47 
H15A11 



H9A17 

H8A53 

H8A50 


H7A34 


H8A48 


H28A7 


AlR33f 

C20A82 

C20A83 

C20A86 

C20A109 

H3A22 

H3A27 

H4A22 

H5A49 

H5A50 

H5A51 

H6A26 

H6A27 

H7A31 

H7A73 

H7A32 

H7A33 

H7A34 

H8A48 

H8A49 

H8A50 

H8A51 

H8A52 

H8A53 

H9A17 

H10A46 

H10A47 

H11A43 

H11A44 

H11A45 

H12A2 

H12A12 

H13A76 

H13A77 

H13A78 


Accessories 

Rubber Gasket fietween Inner Liner Cover and 
Washer 

Washer for C20A109 Screw 

Spacer between Evaporator and Inner Liner Cover 

Screw fastening Evaporator to Inner Liner Cover 

Inner Liner Cover 

Inner Liner with Shelf Supports 

Top Cover for Cabinet 

Cabinet Insulation (Set) 

Insulation for Refrigerating Machine Compartment 
Door 

Insulation for Refrigerating Machine Compartment 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel (Right-Hand Cabinet) 

Inner Door Panel (Left-Hand Cabinet) 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Panel with Catches for Refrigerating Machine 
Compartment 

Outer Panel (Hinge Side—Right-Hand Cabinet) 
Outer Panel (Hinge Side—Left-Hand Cabinet) 

Outer Panel (Latch Side—Right-Hand Cabinet) 
Outer Panel (Latch Side—Left-Hand Cabinet) 

Front Panel (Top) 

Front Panel (Bottom) 

Door Jamb Comer 

Door Jamb Strip (except Strike Side) 

Door Jamb Strip (Strike Side) 

Hinge Tapping Strip for Door 
Latch Tapping Plate 
Hinge Tapping Strip for Cabinet 
Screw for Shelf Support 
Screw for Cover Clip or Ch ann el 
Gasket between Escutcheon Plate for Latch Handle 
and Outer Door Panel 
Rubber Door Gasket for Cabinet Door 
Rubber Door Gasket for Refrigerating Machine 
Compartment Panel 


t Refer to Accessories Section for parts included. 


H13A79 Soft Rubber Gasket for Cover 
H14A15 Strike 

H15A10 Escutcheon Plate for Latch Handle 
H15A11 Escutcheon Plate for Latch Bolt 
H15A14 Latch Handle 

H15A26 Latch Case with Bolt and Spring, Gasket and Nut 
H15A44 Spring for Latch Case 
H16A14 Hinge 

H17A1 Shelf Support (Straight) 

H17A3 Shelf Support (Headed) 

H17A35 Top Shelf 

H17A36 Bottom Shelf 

H18A3 Fiber Washer (W O.D.) for H12A2 or 

H20A16 Screw 

H18A22 Washer for H20A22 or H20A15 Cap Screw 
H20A6 Screw for Nameplate Clip 
H20A14 Clip for Cover (Front) 

H20A15 Cap Screw fastening Refrigerating Machine Base to 
Cabinet Base 

H20A16 Screw fastening Inner Liner Cover to Inner Liner 
H20A18 Clip for Cover (Back) 

H20A22 Cap Screw fastening Cabinet to Base 
H20A42 Guard for Refrigerating Machine Compartment Door 
H20A61 Clip for Refrigerating Machine Compartment Panel 
H27A4 Base for Cabinet and Refrigerating Machine 

H28A7 Skirt for Base 

H29A3 Channel for Refrigerating Machine and Evaporator 
Connection Tubing 
13919 Nut for C20A109 Screw 

153179 Fiber Washer (%" O.D.) for H20A16 Screw 
465012 Washer for H20A16 Screw 

1X452 Nut for H20A16 Screw 

6X814 Lockwasher for 13919 Nut 

11X339 Screw for Skirt or Escutcheon Plate for Latch Bolt 
65X629 Screw for Hinge 

65X630 Screw for Door Jamb Strip or Inner Door Panel 

65X631 Washer for 65X630 Screw 

65X632 Screw for Strike 


NP59179B Clip for Nameplate 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 




KF-3A—Cabinet Parts 


H9A24 

H3A47 

H14A18 

H20A67 
HI 2X2 
H17A82 

H10A80 

H10A8I 

H9A10 

H13A108 


H4A29 


NP59179B 



AlR60f 

Accessories 

H17A3 

Shelf Support (Headed) 

C20A81 

Screw fastening Evaporator to Inner Liner Cover 

H17A82 

Shelf (Large) 

C20A82 

Rubber Washer between Inner Liner Cover and Washer 

H17A83 

Shelf (Small) 

C20A83 

Washer for C20A81 Screw 

H18A3 

Washer for H12A2 Screw 

H3A28 

Inner Liner Cover 

H18A18 

Washer (%" O.D.) for H12A9 or H20A15 Screws 

H3A47 

Inner Liner with Shelf Supports 

H18A22 

Washer (%" O.D.) for H12A9 Screw 

H4A29 

Top Cover 

H18A92 

Rivet for H11A20, H11A60, H11A47 or H11A65 Tapping Strips 

H5A106 

Cabinet Insulation (Set) 

H20A4 

Rivet for H11A66, H11A67, or H11A68 Tapping Strips 

H5A107 

Insulation for H0A72 Door 

H20A6 

Screw for Nameplate Clip 

H6A70 

Door Complete (Right-Hand Cabinet) 

H20A15 

Cap Screw for Refrigerating Machine 

H6A71 

Door Complete (Left-Hand Cabinet) 

H20A18 

Clip for Cover (Back) 

H7A89 

Outer Door Panel (Right-Hand Cabinet) 

H20A20 

Rubber Spacer for Channel 

H7A90 

Outer Door Panel (Left-Hand Cabinet) 

H20A46 

Clamp for Tubing 

H7A91 

Inner Door Panel 

H20A47 

Screw for Hinge 

H7A92 

Door Panel with Catches for Refrigerating Machine Compartment 

H20A59 

Spacer between Evaporator and Inner Liner Cover 

H9A10 

Door Corner 

H20A60 

Screw for H20A18. H20A120, H29A4, H20A46 or H20A61 

H9A24 

Door Jamb Corner 

H20A61 

Spring Clip for Refrigerating Machine Compartment Panel 

H10A80 

Door Jamb Strip 

H20A62 

Screw for H20A20 Spacer 

H10A81 

Door Strip 

H20A67 

Screw for Latch or Strike 

H11A20 

Tapping Strip for Hinge and Outer Case 

H20A74 

Fiber Washer for Inner Liner Cover Screw 

H11A47 

Tapping Strip for Door and Hinge 

H20A75 

Rubber Washer for Inner Liner Cover Screw 

H11A49 

Tapping Strip for Inner Liner Cover 

H20A119 

Shim for Strike 

H11A60 

Tapping Strip for Strike and Outer Case 

H20A120 

Clip for Cover (Front) 

H11A65 

Tapping Strip for Door and Latch 

H20A121 

Guard back of Refrigerating Machine Compartment Door 

H11A66 

Tapping Strip for Outer Case 

H20A137* 

Catch for Refrigerating Machine Compartment Panel 

H11A67 

Tapping Strip for Inner Liner 

H20A138* 

Washer for 11X339 Screw 

H11A68 

Tapping Strip for Outer Door Panel 

H22A21 

Insulation for Refrigerating Machine Compartment (Side) 

H11A69 

Tapping Strip for Inner Door Panel 

H22A22 

Insulation for Refrigerating Machine Compartment (Base) 

H12A2 

Screw for Shelf Support 

H27A23 

Base for Cabinet and Refrigerating Machine 

H12A9 

Cap Screw for Base and Cabinet 

H28A15 

Skirt for Base 

H12X2 

Screw for Door Jamb Strip, Door Strip or Inner Liner Cover 

H29A4 

Channel for Refrigerating Machine and Evaporator Connection 

H13A107 

Sealing Cover with Gasket 


Tubing 

H13A108 

Rubber Door Gasket 

13919 

Nut for C20A81 Screw 

H13A115 

Gasket for Sealing Cover 

153998 

Screw for Tube Seal 

H14A18 

Strike 

177811 

Nut for H12AirScrew 

H15A33 

Latch (Right-Hand Cabinet) 

179789 

Washer for 11X339 Screw 

H15A34 

Latch (Left-Hand Cabinet) 

6X814 

Lockwasher for 13919 Nut 

H15A35 

Escutcheon Plate for Latch 

11X339* 

Screw for Skirt, Guard or H20A137 Catch 

H16A15 

Hinge for use with Cover 3long 

29X705 

Nut for 153998 Screw 

H16A16 

H16A26 

Cover for H16A15 Hinge 

Hinge for use with Cover 3 tV" long 

58X310* 

Lockwasher for 11X339 Screw 

H16A29 

Cover for H16A26 Hinge 

71X263 

Screw for Sealing Cover 

H17A1 

Shelf Support (Straight) 

NP59179B 

Clip for Nameplate 


* On first production the Catch for Refrigerating Machine Compartment Door was welded in position but later fastened to the door with screws, 
t Refer to Accessories Section for parts included. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B3-37A, B3-38A and B3-39A— Cabinet Parts 



REF. 

NO. 

CATALOG NO. 

nrr 

CATALOG NO. 


B3-37A 


NAME OF PART ’ 

B3-37A 


NAME OF PART 

1. 

H4A43 

H4A43 

TOP COVER FOR CABINET 

H7AI6I 

H7A16I 

Outer Door Panel (Left-Hand Cabinet) 

2. 

HI3AI7I 

HI3AI7I 

Gasket for Cat. H4A43 8. 

HI3AI70 

HI3AI70 

Door Gasket 


H20A234 

H20A234 

Clip for Top Cover, Front 

HI0AI05 

HI0AI05 

Door Strip, Top or Bottom 


H20AI62 

H20AI62 

Clip for Top Cover, Back 9. 

H10A106 

hioaic: 

Door Strip, Side 


H20A86 j 

H20A86 

Screw for Cat. H20A234 (10-30) 10. 

H12X2 

HI 2X2 

Screw for Door Strip (10-30) 


H20A60 i 

H20A60 

Screw for Cat. H20AI62 or Refrigerant Line Sealing 11. 

H9A30 

H9A30 

Door Corner 




Plate (No. 8) 

H7AI59 

H7AI59 

Inner Door Panel 


69X893 ' 

69X893 

Screw Fastening Condenser to Outer Case 12. 

HI5A57 

HI5A57 

Latch with Handle for Right-Hand Cabinet 




(No. 10) 

HI5A58 

HI5A58 

Latch with Handle for Left-Hand Cabinet 


- 

H20A243 

Rubber Spacer for Back of Condenser 13. 

HI4A2I 

HI4A2I 

Strike for Latch Bolt 


- 

H20A49 

Screw for Cat. H20A243 (No. 8) 

HI3AI72 

HI3AI72 

Shim for Str ike 


- 

80X132 

Washer for Cat. H20A49 14. 

HI6A37 , 

HI6A37 

Hinge with End Covers 

3. 

H27A3S 

H27A39 

BASE WITH SCREWS FOR CONDENSER 15. 

HI6A38 

16A38 

Middle Cover for Hinge 


279364 

279364 

Cap Screw Fastening Condenser to Base (5/16 in, 16. 

H20A47 

H20A47 

Screw for Latch, Strike or Hinge (12-28) 




-18) 

NP67857B 

NP67857B 

Nameplate Clip 


177811 

177811 

Nut for Cat. 279364 

H20A6 

H20A6 

Screw for Nameplate Clip (4-48) 


H18A18 

H1 8A18 

Washer for Cat. 279364 (5/8 in. O.D.) 17. 

H10A107 

HI0AI07 

Door Jamb Strip, Top or Bottom 


279364 

279364 

Cap Screw Fastening Outer Case to Base (5/16 in. 18. 

H10A108 

HI0AI08 

Door Jamb Str ip, Side 




-18) 19. 

H12X2 

H12X2 

Screw for Door Jamb Strip (10-30) 


177811 

17781l 

Hut for Cat. 279364 20. 

H1 0A109 

HI0AI09 

Door Jamb Corner 


HI8A22 

HI8A22 

Naaher for Cat. 279364 (7/8 in. 0.0.) 21. 

H3A84 

H3A93 

INNER LINER WITH SHELF SUPPORTS 


H20AI5 

261646 

Cap Screw Fastening Refrigerating Machine to Base 

H20AI92 

H20AI&2 

Top Plate 




(5/16 in.-18) 

H12X2 

HI2X2 

Screw for Cat. H20AI92 (10-30) 


106775 

- 

Cap Screw Fastening Refrigerating Machine to Angle 

H20A74 

H20A74 

Washer (Fiber) for Cat. Hi2X2 




Support 

H20A75 

H20A75 

Washer (Rubber) for Cat. HI2X2 


177811 

17781i 

Nut for Cat. 106775 and 261646 22. 

HI7AI22 

HI7AI22 

Shelf Support, Straight 


H18AI8 

- 

Washer for Cat. H20AI5 (5/8 in. O.D.) 

H17*90 

HI7A90 

Shelf Support, Headed 


HI6A22 

HI8A22 

Washer for H20AI5, 261646 and 106775 (7/8‘O.D.) 

HI 2A2 

HI2A2 

Screw for Cat. HI7A122 or HI7A90 (1/4 in.-20) 

4. 

H28A28 

H28A28 

Skirt for Base 

H20AII0 

H20AI10 

Rubber Plug for Inner Liner Cover 

5. 

11X339 

11X339 

Screw for Cat. H28*28 (10-30) 

H12X2 

•H12X2 

Screw Fastening Inner Liner Cover to Inner Liner 


179789 

179789 

Washer for Cat. IIX339 



(10-30) 

6. 

H6AI57 

H6AI57 

LOWER DOOR PANEL 

H20A74 

eH20A74 

Washer (Fiber) for Cat. HI2X2 


H20AI65 

- 

Spring Catch for Cat. K6AI57 (Left-Hand Side) 

H20A75 

®H20A75 

Washer (Rubber) for Cat. HJ2X2 


H2 0A / 66 

- 

Spring Catch for Cat. H6AI57 (Right-Hand Side) 

- 

H20A98 

Ice Tray Lifter Hook (B3-38A) 


- 

H20A24I 

1 Spring Clip for Cat. H6AI57 

- 

H20A282 

Bracket for Ice Tray Separator Release (B3-39A) 


- 

IH20AI74 

Screw for Cat. H20A24I (10-30) 

- 

H20A60 

Screw for Cat. H20A282 (No. 8) 


- 

165736 

Washer for Cat. H20AI74 23. 

- 

HI7AI23 

Shelf, Offset, Upper (B3-3BA) 


- 

K20A242 

Rubber Button Spacer for Cat. H6AI57 23. 

HI7AI 19 

HI7A2I6 

Shelf, Offset, Upper (B3-37A and B3-39A ) 


H20AI8I 

H20AI8I 

Support for Cat. K6AI57 24. 

- 

HI7AI24 

Shelf, Lower (B3-38A) 


58X337 

H20A49 

Screw for Cat. H20A18I (No. 8) 24. 

- 

HI7A2I7 

Shelf, Lower (B3-39A) 


- 

H20A240 

Washer for Cat. K20A49 25. 

- 

HI7AI25 

Rubber Bumper for Cat. HI7AI24 and KI7A2I7 


H20AI82 

- 

Rubber Spacer for Cat. H20AI8I Support 

H5AI70 

H5A170 

Cabinet Insulation (Set) 


- 

H20A239 

Catch for Spring Clip Cat. H20A24I 

H22A3I 

H22A3I 

Insulation for Lower Door Panel 


- 

K20A60 

Screw for Cat. H20A239 (No. 8) 

H5AI7I 

H5AI7I 

Insulation Between Inner Liner Cover and Top 

7. 

H6AI55 

H6AI55 

DOOR FOR RIGHT-HAND CABINET 



Cover 


H6AI56 

K6AI56 

DOOR FOR LEFT - HAND CABINET 

AIR95 

AIRI00 

’Accessories (83-37A and B3-38A) 

7. 

H7AI60 

H7AI60 

Outer Door Panel (Right-Hand Cabinet) i 

- 

A1RI50 

’Accessories (B3-39A) 


’Refer to Accessories Section for Parts Included. 


fLater Production B3-39A Cabinets used Cat. 105113 Screw {10-32) with Cat. 200384 Hut 

eLater Production B3-39A Cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Hut and Cat. H20A380 Washer 


Always Give Catalog Nunbar 


Revised March 1940 


Household Cabinet Parts - Page 7 



















GENERAL 



H20AI60 
H6A209 
H20A245 
H20AI74 
165736 
H20A242 
K20AI8I 
H20A49 
H20A240 
H20A239 
K20A60 ; 
8 H6A206 
H6A207 
H7AI9I 


HI3A194 
HI0AI40 
HI0A33 

10 HI0AI4I | 

11 HI5A4I 


TOP COVER FOR CABINET 

Gasket for Top Cover 

Clip for Top Cover, Front 

Clip for Top Cover, Back 

Screw for H20AI6I and H20A336 (10-30) 

Screw for H20AI62, or Refrigerant Line Sealing Plate 
(No. 8) 

Screw Fastening Condenser to Outer Case, Upper (No. 10) 
Washer for 69X893 (5/8 in. O.D.) 

Screw Fastening Condenser to Outer Case, Lower 
(5/16 in.-18) 

Washer for 271318 (7/8 in. 0.0.) 

Nut for 271318 

Rubber Spacer for Back of Condenser 
Screw Fastening Spacer to Condenser (No. 8) 

Washer for H20A62 (1/2 in. O.D.) 

Scrrfw Fastening Refrigerating Mach ine to Angle Support 
(5/16 in.-18) 

Washer for 261646 (7/8 in. O.D.) 

Nut for 261646 
Glider for Outer Case 

Cap Screw for Glider, Flat Head (1/4 in.-20 x 3/4 
in.) (Early Production Cabinets) 

Cap Screw for Glider, Round Head (i/4 in.-20 x 7/8 
in.) (Late Production Cabinets) 

Speed Nut for 46X794 
LOWER OOOR PANEL 
Spring Cl ip for H6A209 
Screw for H20A245 (10-30) 

Washer for H20AI74 (5/8 in. O.D.) 

Rubber Button Spacer for H6A209 

Support for H6A209 

Screw for H20AI8I (No. 8) 

Washer for H20A49 (7/8 in. D.0.) 

Catch for Spring Clip, Cat. H20A245 

Screw for H20A239 (No. 8) 

DOOR FOR RIGHT-HAND CABINET (Except J83-39B) 

DOOR FOR LEFT-HAND CABINET (Except JB3-39B) 

Outer Door Panel for Right-Hand Cabinet (Except 
JB3-39B) “ 

Outer Door Panel for Left-Hand Cabinet (Except 
JB3-39B) 

Outer Door Panel for Right-Hand Cabinet (JB3-39B) 
Duter Door Panel for Left-Hand Cabinet (J83-39B) 

Door Gasket 

Door Strip, Hinge Side 
Door Strip, Top or Bottom 

Door Strip, Latch Side,with Escutcheon for Latch Bolt 
Escutcheon for Door Strip and Latch Bolt 


13 K9AI0 
H7AI93 

14 HI5A6I 

15 HI5A44 

16 HI5A45 

17 HI3AI48 

18 H20AII7 

19 11X339 


20 HI5A50 

21 HI5A3I 

22 HI3AI04 

23 HI6A37 

24 HI6A38 
H20A47 
NP67860B 
H20A6 

25 HI4AI9 

26 HI4A20 
11X339 
58X310 

27 HI0A34 
HI0AI38 

28 HI0AI39 

29 H12X2 

30 H9A27 

31 H3AII0 

32 H17A89 
HI2A2 
H20AI10 
HI 2X2 

H20A74 

33 HI7AI26 

34 HI7AI27 

35 HI7AI28 
H20AI67 


HI5A62 

HI5A47 

HI3AI49 

HI6A49 

HI6A50 

H20A47 

NP67860B 

H20A6 

HI4AI9 

HI4A20 

11X339 

58X310 

HI0A34 

HI0AI38 

HIOA139 

HI 2X2 

H9A27 

H3AI10 

HI7A89 

HI2A2 

H20AI10 

HI 2X2 


Screw for Door Strip (10-30) (Except JB3-396) 

Screw for Door Strip, Stainless Steel (No. 8) 

(JB3-39B) 

Door Corner 

Inner Door Panel (Except JB3-39B) 

Inner Door Panel (JB3-39B) 

Letch, with Gasket, Nut, and Lockwasher 
Spring for Latch 
Nut for Latch and Handle 
Gasket Between Latch and Outer Door Panel 
Lockwasher for HI5A45 

Screw Fastening Latch to Ooor Strip (IO-30)(Except 
JB3-39B) 

Screw Fastening Latch to Door Strip, Stainless 
Steel (No. 8) (JB3-39B) 

Latch Handle without Escutcheon 

Escutcheon for Latch Handle 

Gasket Between Latch Handle and Ooor Panel 

Hinge with End Covers 

Center Cover for Hinge 

Screw for Hinge (12-28) 

Nameplate Clip 

Screw for Nameplate Clip (4-48) 

Strike for Latch Bolt 
Strike Case 

Screw for HI4AI9 (10-30) 

Lockwasher for 11X339 
Door Jamb Strip, Top or Bottom 
Door Jamb Strip, Hinge Side 
Door Jamb Strip, Latch Side 
Screw for Door Jamb Strip (10-30) 

Door Jamb Corner 
INNER LINER WITH SHELF SUPPORTS 
Shelf Support, Straight 
Screw for Shelf Support (1/4 in.-20) 

Rubber Plug for Inner Liner Cover 
Screw Fastening Inner Liner Cover to inner Liner 
(10-30) 

Fiber Washer for HI2X2 (5/8 in. O.D.) 

Shelf, Top 

Shelf, Top, Removable 

Shelf, 8ottom 

Hook for Ice Tray Lifter 

Bracket for Ice Tray Separator Release 

Cabinet Insulation (set) 

insulation Between Inner Liner Cover and Top Cover 
Insulation for Lower Door Panel , 

Cabinet Insulation (Kimsul, 18' roll) 

‘Accessories 


•’Refer to Accessories Section for Parts Included. 

’Later production cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Nut and Cat. H20A380 Washer. 
fLater production cabinets used Cat. 105113 Screw (10-32) with Cat. 200384 Nut. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HE-4A*—Cabinet Parts 


AlR12f Accessories 
H1X1 Leg 
H3A10 Inner Liner 
H4A9 Top Cover 
H5A15 Cabinet Insulation (Set) 

H6X9 Door Complete 

H7X4 Outer Door Panel 

H7X5 Inner Door Panel 

H9X7 Door and Door Jamb Corner 

H10X15 Door Strip (Horizontal) 

H10X16 Door Strip (Vertical) 

H10X17 Door Jamb Strip (Horizontal) 

H10X18 Door Jamb Strip (Vertical) 

H12A2 Screw for Shelf Support 
H12A12 Screw for Ventilating Duct 
H12X2 Screw for Door and Door Jamb Strip 
H13A1 Rubber Door Gasket (Vertical) 

H13A23 Gasket between Top Cover and Cabinet 
H13A24 Gasket for Unit Support 
H13A25 Gasket for Inner Liner 
H13X4 Spacer between Top Cover and Cabinet 
H14X5 Strike (Right Hand) 

H14X6 Strike (Left Hand) 

H15X5 Latch (Right Hand) 

H15X6 Latch (Left Hand) 

H16X3 Hinge 

H17A1 Shelf Support (Straight) 

H17A2 Shelf 

* Also referred to as E-4 and HE-4 Cabinets. 

f Refer to Accessories Section for parts included, 



H18A18 Washer for H20A15 Cap Screw 
H18A19 Washer for H12A12 Screw 
H18A31 Ventilating Duct 
H18A32 Support for Unit 
H18A48 Nut for 11X909 Screw 
H18A49 Washer for H18A48 Nut 
H18A62 Spring Clip for Cover 
H18X10 Shim for Hinge (Cabinet) 

H18X11 Shim for Hinge (Door) 

H18X12 Shim for Latch 
HI8X13 Shim for Strike 

H19X1 Escutcheon Plate (Non-Defrost, off position 
on right) 

H20A15 Cap Screw for Leg 
H22A1 Acoustic Insulation for Vent. Duct 
H22A2 Acoustic Insulation for Top Cover 
H22A3 Acoustic Insulation for Front of Unit Case 
H22A4 Acoustic Insulation for Side of Unit Case 
11X264 Rubber Door Gasket (4 Pieces) 

11X340 Screw for H18A62 Clip 

11X789 Hardware Screw 

11X799 Rubber Door Gasket (Horizontal) 

11X909 Screw for Escutcheon Plate 
NP63468 Escutcheon Plate (Non-Defrost, off position 
on left) 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


HE-4B—Cabinet Parts 



H4A11 

[NP57712 

INP57755 

INP62638 

H10A10 

H9X7 

H10A11 

H7A7 

H14A2 

H16A2 

H13A40 

H6A7 


AlRlOf Accessories 
HlXl Leg 

H3A14 Inner Liner with Shelf Supports 
H4A11 Cover for Cabinet 
H5A16 Cabinet Insulation (Set)J 
H5A28 Insulation for Top Cover 
H6A7 Door Complete 

H7A7 Outer Door Panel 

H7A8 Inner Door Panel 

H9X7 Door Corner or Door Jamb Corner 

H10A10* Door Strip (Horizontal) 

HlOAll* Door Strip (Vertical) 

H10A12 Door Jamb Strip (Vertical) 

H10X17 Door Jamb Strip (Horizontal) 

H12A2 Screw for Shelf Support 

H12A10 Hardware Screw 

H12A12 Screw for Ventilating Duct 

H12X2 Screw for Door Strip or Door Jamb Strip 

H13A27 Gasket for Leg 

H13A29 Gasket for Unit Support 

H13A38 Gasket for Strike Cover and Door 

H13A39 Side Gasket for Cover 

H13A40 Rubber Door Gasket 

H13A41 Gasket for Inner Liner 

H13A43 Top Gasket for Cover 

H14A2 Strike 

H15A2 Latch 

H16A2 Hinge 

* Always specify number of Screw Holes when ordering. f 

t No longer available—use Kimsul Insulation. 


H17A1 Shelf Support (Straight) 

H17A3 Shelf Support (Headed) 

H17A10 Shelf (Top) 

H17X6 Shelf (Center or Lower) 

H18A2 Washer for Escutcheon Plate 
H18A3 Washer for H12A2 Screw 
H18A18 Washer for H20A15 Cap Screw 
H18A19 Washer for H12A12 Screw 
H18A34 Nut for Latch Screw 
H18A48 Nut for 11X909 Screw 
H18A49 Washer for 11X909 Screw 
H18A55 Support for Unit 
H18A62 Spring Clip for Cover 
H18A79 Ventilating Duct 
H20A15 Cap Screw for Leg 

H22A5 Acoustic Insulation (Small) for Vent. Duct 
H22A6 Acoustic Insulation (Large) for Vent. Duct 
H22A7 Acoustic Insulation for Front of Unit Case 

H22A8 Acoustic Insulation for Side (Right or Left) 

of Unit Case 

11X340 Screw for H18A62 Clip 
11X909 Screw for Escutcheon Plate 
NP57712 Escutcheon Plate (Non-Defrost, off posi¬ 
tion at top) 

NP57755 Escutcheon Plate (Defrost) 

NP62638 Escutcheon Plate (Non-Defrost, off posi¬ 
tion at bottom) 

Refer to Accessories Section for parts included. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HE-4C—Cabinet Parts 


H4AI7 

H9X7 

H17A10 

H3A14 

H14A4 

H17X6 

H10A12 

H13A40 

H10X17 

H1A2 



[H19X1 

NP61219 

[NP63468 

H10A10 

H9A9 

H7A14 

/H15A5 

\H15A6 

IH16A6 
\H 16A7 

H10A11 

H6A12 


AIR 191 Accessories 

H1A2 Leg 

H3A14 Inner Liner 

H4A17 Top Cover 

H5A29 Cabinet Insulation (Set) 

H5A30 Insulation for Top Cover 

H6A12 Door Complete 

H7A8 Inner Door Panel 
H7A14 Outer Door Panel 
H9A9 Door Corner 

H9X7 Door Jamb Corner 

H10A10* Door Strip (Horizontal) 

H10A11* Door Strip (Vertical) 

H10A12 Door Jamb Strip (Vertical) 

H10X17 Door Jamb Strip (Horizontal) 

H12A2 Screw for Shelf Support 

H12A12 Screw for Ventilating Duct 

H12X2 Screw for Door and Door Jamb Strip 

H13A27 Gasket for Leg 

H13A29 Gasket for Unit Support 

H13A40 Rubber Door Gasket 

H13A41 Gasket for Inner Liner 

H13A51 Side Gasket for Cover 

H13A58 Top Gasket for Cover 

H14A4 Strike 

H15A5 Latch (Right Hand) 

H15A6 Latch (Left Hand) 

H16A6 Hinge (Right Hand) 

’Always specify number of Screw Holes when ordering. 


H16A7 Hinge (Left Hand) 

H17A1 Shelf Support (Straight) 

H17A3 Shelf Support (Headed) 

H17A10 Shelf (Top) 

H17X6 Shelf (Center and Lower) 

H18A3 Washer for H12A2 Screw 
H18A18 Washer for H20A15 Cap Screw 
H18A19 Washer for H12A12 Screw 
H18A48 Nut for 11X909 Screw 
H18A49 Washer for 11X909 Screw 
H18A55 Support for Unit 
H18A59 Shim for Hinge 
H18A60 Shim’for Latch 
H18A62 Spring Clip for Cover 
H18A79 Ventilating Duct 

H19X1 Escutcheon Plate (Non-Defrost, off position 
on right) 

H20A15 Cap Screw for Leg 

H22A5 Acoustic Insulation (Small) for Vent. Duct 
H22A6 Acoustic Insulation (Large) for Vent. Duct 
H22A7 Acoustic Insulation for Front of Unit Case 
H22A8 Acoustic Insulation for Side of Unit Case 
11X340 Screw for H18A62 Clip 
11X789 Hardware Screw 
11X909 Screw for Escutcheon Plate 
NP61219 Escutcheon Plate (Defrost) 

NP63468 Escutcheon Plate (Non-Defrost, off position 
on left) 


t Refer to Accessories Section for parts included. 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


F-4A—Cabinet Parts 


NP59179B 



H9A10 

H13A66 


AlR28f Accessories 

C20A81 Screw fastening Evaporator to Inner Liner Cover 
C20A82 Rubber Gasket between Inner Liner Cover and 
Washer 

C20A83 Washer for C20A81 Screw 

C20A86 Spacer between Evaporator and Inner Liner Cover 
H3A22 Inner Liner Cover 

H3A28 Special Lin er Cover (CM-32 Unit Replacement) 

H3A33 Inner Liner 

H4A20 Top Cover for Cabinet 

H5A39 Cabinet Insulation (Set) 

H5A40 Insulation for Inner Lin er Cover 

H5A41 Insulation for Refrigerating Machine Compartment 

Door 

H5A42 Insulation for Refrigerating Machine Compartment 

H6A19 Door Complete (Right-Hand Cabinet) 

H6A20 Door Complete (Left-Hand Cabinet) 

H7A22 Inner Door Panel 

H7A23 Outer Door Panel (Right-Hand Cabinet) 

H7A24 Outer Door Panel (Left-Hand Cabinet) 

H7A25 Door Panel with Catches for Refrigerating Machine 

Compartment 
H9A10 Door Comer 

H9A13 Door Jamb Corner 

H10A28 Door Strip (Hinge Side) 

H10A29 Door Strip (Latch Side) 

H10A31 Door Jamb Strip (Latch Side) 

H10A33 Door Strip (Horizontal) 

H10A34 Door Jamb Strip (Horizontal) 

H10A35 Door Jamb Strip (Hinge Side) 

HUAU -Tapping Strip (Side) for Outer Case 
H11A13 Tapping Strip (Side) for Inner Liner 
H11A15 Tapping Strip for Door (Outer, Latch Side) 

H11A16 Tapping Strip for Door (Outer, Hinge Side) 

H11A18 Tapping Strip for Door (Inner, Side) 

H11A20 Hinge Tapping Strip for Outer Casing 
H11A24 Tapping Strip (Horizontal) for Outer Case 
H11A25 Tapping Strip (Horizontal) for Inner Liner 
H11A26 Tapping Strip for Door (Outer, Horizontal) 

H11A27 Tapping Strip for Door (Inner, Horizontal) 

H11A47 Hinge Tapping Strip for Door 

H12A2 Screw for Shelf Support 

H12A3 Screw for Hinge 

H12A12 Screw for H20A14 or H20A18 Clip or Channel for 
Tubing 

H12X2 Screw for Door Strip or Door Jamb Strip 
H13A63 Gasket between Escutcheon Plate for Latch Handle 
and Outer Door Panel 

H13A66 Rubber Door Gasket for Cabinet Door 
H13A67 Rubber Door Gasket for Refrigerating Machine 
Compartment Panel 

H13A80 Soft Rubber Gasket for Cabinet Cover 
H14A13 Strike 

H14A14 Strike Case 


H15A9 

H15A10 

H15A1I 

H15A23 

H15A26 

H15A27 

H15A44 

H16A11 

H16A12 

H17A1 

H17A3 

H17A24 

H17A25 

H17A26 

H17A72 

H18A3 

H18A18 

H18A92 

H20A4 

H20A6 

H20A13 

H20A14 

H20A15 

H20A16 

H20A18 

H20A19 

H20A20 

H20A22 

H20A23 

H20A24 

H20A46 

H20A61 

H20A66 

H20A176* 

H27A2 

H28A4 

H29A1 

H29A4 

13919 

89943 

153179 

153998 

179789 

6X814 

11X339 

29X705 

64X975 

NP59179B 


* Refer to Installation and Service Material Section for items in this set of Parts 


H28A4 


Latch Handle 

Escutcheon Plate for Latch Handle 
Escutcheon Plate for Latch Bolt (Old Style) 
Thimble for Latch Handle Grip 
Latch Case with Bolt and Spring, Gasket and Nut 
Escutcheon Plate for Latch Bolt (New Style) 

Spring for Latch Case 
Hinge 

Cover for Hinge 
Shelf Support (Straight) 

Shelf Support (Headed) 

Shelf (Top) 

Shelf (First from Top) 

Shelf (Bottom or First from Bottom) 

Special Top Shelf (CF-1 Unit) 

Fiber Washer (V£" O.D.) for H12A2 or H20A16 

Washer for H20A15 or H20A22 Cap Screw 

Rivet for Hinge Plate 

Rivet for Tapping Strips 

Screw for Nameplate Clip 

Clip for Skirt and Base 

Clip for Cover (Front) 

Cap Screw fastening Refrigerating Machine to 
Cabinet Base 

Screw fastening Inner Liner Cover to Inner Liner 
Clip for Cover (Back) 

Rubber Button for Outer Case 

Rubber Spacer for Channel 

Cap Screw fastening Cabinet to Base 

Shim for Base 

Support for H20A23 Shim 

Clamp for Refrigerating Machine and Evaporator 
Connection Tubing 

Spring Clip for Refrigerating Machine Compartment 
Panel 

Screw for Latch Handle Thimble 
Set of Parts for Installing CF-1 Unit 
Base for Cabinet and Refrigerating Machine 
Skirt for Base 

Channel for Refrigerating Machine and Evaporator 
Connection Tubing (Full Length) 

Channel for Refrigerating Machine and Evaporator 
Connection Tubing (Short) 

Nut for C20A81 Screw 

Nut for H20A16 Screw 

Fiber Washer {%" O.D.) for H20A16 Screw 

Screw for Tube Seal 

Washer for H12A12 Screw 

Lockwasher for 13919 Nut 

Screw for Escutcheon Plate or Strike 

Nut for 15998 Screw 

Screw for Spacer 

Clip for Nameplate 

f Refer to Accessories Section for parts included. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


KF-4A—Cabinet Parts 


H10A34 



H28A4 


AlR40f 

Accessories 

H15A11 

C20A81 

Screw Fastening Evaporator to Inner Liner Cover 

H15A20 

C20A82 

Rubber Gasket between Inner Liner Cover and Washer 

H15A24 

C20A83 

Washer for C20A81 Screw 

H15A26 

H3A28 

Inner Liner Cover 

H15A27 

H3A33 

Inner Liner with Shelf Supports 

H15A44 

H4A20 

Cabinet Cover 

H16A15 

H5A56 

Cabinet Insulation (Set) 

H16A16 

H5A57 

Insulation for Unit Compartment Door 

H17A1 

HSAS8 

Insulation for Refrigerating Machine Compartment 

H17A3 

H5A59* 

Insulation between Liner Cover and Cabinet Cover 

H17A24 

H6A19 

Door Complete (Right Hand) 

H17A25 

H6A20 

Door Complete (Left Hand) 

H17A26 

H7A22 

Inner Cabinet Door Panel 

H18A3 

H7A23 

Outer Cabinet Door Panel (Right Hand) 

H18A18 

H7A24 

Outer Cabinet Door Panel (Left Hand) 

H20A4 

H7A37 

Door Panel with Catches for Refrigerating Machine Compartment 

H20A6 

H9A10 

Door Corner 

H20A13 

H9A13 

Door Jamb Corner 

H20A14 

H10A28 

Door Strip (Vertical, Hinge Side) 

H20A15 

H10A29 

Door Strip (Vertical, Latch Side) 

H20A16 

H10A31 

Door Jamb Strip (Vertical, Latch Side) 

H20A18 

H10A33 

Door Strip (Horizontal) 

H20A19 

H10A34 

Door Jamb Strip (Horizontal) 

H20A20 

H10A35 

Door Jamb Strip (Vertical, Hinge Side) 

H20A46 

H11A11 

Tapping Strip for Outer Case (Vertical) 

H20A47 

H11A13 

Tapping Strip for Inner Liner (Vertical) 

H20A59 

H11A15 

Tapping Strip for Door (Outer, Latch Side) 

H20A60 

H11A16 

Tapping Strip for Door (Outer, Hinge Side) 

H20A61 

H11A18 

Tapping Strip for Door (Inner, Vertical) 

H20A62 

H11A20 

Hinge Tapping Strip for Outer Case 

H20A64 

H11A24 

Tapping Strip for Outer Case (Horizontal) 

H27A6 

H11A25 

Tapping Strip for Inner Liner (Horizontal) 

H28A4 

H11A26 

Tapping Strip for Door (Outer, Horizontal) 

H29A4 

H11A27 

Tapping Strip for Door (Inner, Horizontal) 

13919 

H11A47 

Hinge Tapping Strip for Door 

106775 

H12A2 

Screw for Shelf Support 

153179 

H12X2 

H13A63 

H13A66 

Screw for Door Strip or Door Jamb Strip 

Gasket between H15A10 Plate and Outer Door Panel 

Rubber Door Gasket 

153998 

179789 

H13A80 

Soft Rubber Gasket for H4A20 Cover 

1X452 

H14 A13 

Strike 

6X737 

H14A14 

Strike Case 

11X339 

H15A9 

Latch Handle 

29X705 

H15A10 

Escutcheon Plate for Latch Handle 

NP59179B 


f Refer to Accessories Section for parts included. 
* Use Kimsul, Cat. No. H5X20. 


Escutcheon Plate for Latch Bolt (Old Style) 

Thimble for Latch Handle Grip 
Latch Handle Grip 

Latch Case with Bolt and Spring, Gasket and Nut 
Escutcheon Plate for Latch Bolt (New Style) 

Spring for Latch Case 
Hinge 

Cover for Hinge 
Shelf Support (Straight) 

Shelf Support (Headed) 

Shelf (Top) 

Shelf (First from Top) 

Shelf (Bottom or First from Bottom) 

Fiber Washer (} 4 " O.D.) for H12A2 or H20A16 Screws 

Washer for H20A15, 106775 or 6X737 Screws 

Rivet for Tapping Strip 

Screw for Nameplate Clip 

Clip for Skirt 

Clip for Cover (Front) 

Cap Screw Fastening Cabinet to Base 

Screw fastening Inner Liner Cover to Inner Liner 

Clip for Cover (Back) 

Rubber Button for Outer Case 
Rubber Spacer for Tubing Channel 
Clamp for Tubing 
Screw for Hinge 

Spacer between Evaporator and Inner Liner Cover 
Screw for Clips 

Spring Clip for Refrigerating Machine Compartment Panel 

Screw Fastening Rubber Spacer to Cabinet 

Screw for Latch Handle Thimble 

Base for Cabinet and Refrigerating Machine 

Skirt for Base 

Channel for Tubing 

Nut for C20A81 Screw 

Cap Screw fastening Refrigerating Machine Base to Cabinet Base 

Fiber Washer (%" O.D.) for H20A16 Screw 

Screw for Tube Seal 

Washer for H20A60 Screw 

Nut for H20A16 Screw 

Cap Screw Fastening Base Back Plate to Base and for H20A13 Clip 
Screw for Escutcheon Plate or Strike 
Nut for 153998 Screw 
Clip for Nameplate 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


K-4A—Cabinet Parts 


H 10A34 



H7A37 


H15A9 
H1 5A24 
H15A20 
/H16A15 
1H16A16 


H13A66 


H28A4 


AlR40t Accessories 

H3A33 Inner Liner with Shelf Supports 

H4A20 Cabinet Coyer 

H5A55 Cabinet Insulation (Set) 

H5A57 Insulation for Unit Compartment Door 

H5A60 Insulation between Liner Cover and Cabinet Cover 

H6A19 Door Complete (Right Hand) 

H6A20 Door Complete (Left Hand) 

H7A22 Inner Cabinet Door Panel 

H7A23 Outer Cabinet Door Panel (Right Hand) 

H7A24 Outer Cabinet Door Panel (Left Hand) 

H7A37 Door Panel with Catches for Refrigerating Machine Compartment 

H9A10 Door Corner 

H9A13 Door Jamb Corner 

H10A28 Door Strip (Vertical, Hinge Side) 

H10A29 Door Strip (Vertical, Latch Side) 

H10A3I Door Jamb Strip (Vertical, Latch Side) 

H10A33 Door Strip (Horizontal) 

H10A34 Door Jamb Strip (Horizontal) 

H10A35 Door Jamb Strip (Vertical, Hinge Side) 

HllAll Tapping Strip for Outer Case (Vertical) 

H11A13 Tapping Strip for Inner Liner (Vertical) 

H11A15 Tapping Strip for Door (Outer, Latch Side) 

H11A16 Tapping Strip for Door (Outer, Hinge Side) 

H11A18 Tapping Strip for Door (Inner, Vertical) 

H11A20 Hinge Tapping Strip for Outer Case 
H11A24 Tapping Strip for Outer Case (Horizontal) 

H11A25 Tapping Strip for Inner Liner (Horizontal) 

H11A26 Tapping Strip for Door (Outer, Horizontal) 

H11A27 Tapping Strip for Door (Inner, Horizontal) 

H11A47 Hinge Tapping Strip for Door 

H11A49 Tapping Strip for Inner Liner Cover Screw 

H12A2 Screw for Shelf Support 

H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A63 Gasket between H15A10 Plate and Outer Door Panel 

H13A66 Rubber Door Gasket 

H13A80 Soft Rubber Gasket for H4A20 Cover 

H14A13 Strike 

H14A14 Strike Case 

H15A9 Latch Handle 

H15A10 Escutcheon Plate for Latch Handle 
H15A11 Escutcheon Plate for Latch Bolt (Old Style) 
t Refer to Accessories Section for parts included. 


H15A20 

H15A24 

H15A26 

H15A27 

H15A44 

H16A15 

H16A16 

H17A1 

H17A3 

H17A24 

H17A25 

H17A26 

H18A3 

H18A18 

H18A22 

H20A4 

H20A6 

H20A13 

H20A14 

H20A15 

H20A18 

H20A19 

H20A47 

H20A60 

II20A6L 

H20A62 

H20A63 

H20A64 

H20A74 

H20A75 

H20A98 

H20A110 

H27A5 

H28A4 

106775 

153608 

153998 

179789 

271318 

6X737 

11X339 

29X705 

NP59179B 


Thimble for Latch Handle Grip 
Latch Handle Grip 

Latch Case with Bolt and Spring, Gasket and Nut 
Escutcheon Plate for Latch Bolt (New Style) 

Spring for Latch Case 
Hinge 

Cover for Hinge 
Shelf Support (Straight) 

Shelf Support (Headed) 

Shelf (Top) 

Shelf (First from Top) 

Shelf (Bottom or First from Bottom) 

Fiber Washer 04 " O.D.) for H12A2 Screw 

Washer for H20A15 or 6X737 Screw 

Washer for Cap Screw 271318 

Rivet for Tapping Strip 

Screw for Nameplate Clip 

Clip for Skirt 

Clip for Cover (Front) 

Cap Screw fastening Cabinet to Base 
Clip for Cover (Back) 

Rubber Button for Outer Case 
Screw for Hinge 
Screw for Clips 

Spring Clip for Refrigerating Machine Compartment Panel 

Screw fastening Condenser to Cabinet 

Washer for H20A62 Screw 

Screw for Latch Handle Thimble 

Fiber Washer for H12X2 Liner Cover Screw 

Rubber Washer for H12X2 Liner Cover Screw 

Tray Lifter Hook 

Rubber Plug for Inner Liner Cover 

Base for Cabinet and Refrigerating Machine 

Skirt for Base 

Cap Screw fastening Refrigerating Machine Base to Cabinet Base 

Screw for H20A13 Clip 

Screw for Tube Seal 

Washer for H20A60 Screw 

Cap Screw fastening Condenser to Base 

Cap Screw fastening Base Back Plate to Base 

Screw for Escutcheon Plate or Strike 

Nut for 153998 Screw 

Clip for Nameplate 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


H4A20 


H17A25\ 

H17A79J 


H17A261 

H17A81/ 


NP62762B 



H16A16 

H16A29 


HI0A29 


H13A66 

H7A88 


H28A14 


Name of Part 

| Cat. No. 

V-4A 

V-4C 


A1R59 

AIR67 

H3A49 


H3A46 


H4A20 

H4A20 

Insulation for Refrigerating Machine Compart- 

H5A101 

H5A10I 

H5A103 


H5A103 

Insulation for RefrigeraLing Machine Compart- 

H5A104 

H5A104 

H5A140 

Insulation between Liner Cover and Cabinet 

H5A140 


H6A67 

H6A67 


H6A68 

H6A68 


H7A22 

H7A22 


H7A86 ! 

H7A86 


H7A87 

H7A87 

Door Panel with Catches for Refrigerating Ma- 

H7A88 

H7A88 

H9A10 

H9A13 

H10A28 


H9A10 


H9A13 


H10A28 


H10A29 

HI0A29 


H10A31 

H10A31 


H10A33 

H10A33 

H10A34 


H10A34 

Door Jamb Strip (Vertical, Hinge Side Right- 

H10A78 

H10A78 

Door Jamb Strip (Vertical, Hinge Side Left- 

H10A79 

H10A79 


H11A11 

H11A11 


H11A13 

H11A13 

Tapping Strip for Door (Outer, Vertical, Latch 

H11A15 

H11A15 

Tapping Strip for Door (Outer, Vertical, Hinge 
Side). 

H11A16 

H11A16 


H11A18 

H11A18 


H11A20 

H11A20 


H11A24 

H11A24 


H11A25 

H11A25 

Tapping Strip for Door (Outer, Horizontal). 

Tapping Strip for Door (Inner, Horizontal). 

Tapping Strip for Hinge and Door. 

Tapping Strip for Inner Liner Cover. 

H11A26 

H11A27 

H11A47 

H11A49 

H11A26 

H11A27 

H1IA47 

H11A49 


labinet Parts 

Name of Part 

1 Cat. No. 

V-4A 

V-4C 

Tapping Strip for Outer Case and Condenser 

H11A59 

H11A59 


H12A2 

H12A2 

Screw for Door Jamb Strip, Door Strip, or Inner 

H12X2 

H12X2 


H13A66 

H13A66 


H13A80 

H13A80 

Gasket for Latch Handle Escutcheon Plate and 

H13A104 

H13A104 


H13A142 


H13A146 

H13A146 


H14A13 

H14A13 


H14A14 

H14A14. 

Latch Case with Bolt and Spring, Gasket and Nut 

H15A26 

H15A27 

H15A26 

H15A27 


H15A29 

H15A29 


H15A30 

H15A30 


H15A31 

H15A31 


H15A32 

H15A32 


H15A44 

H15A44 


H16A15 


H16A16 



H16A26 

H16A26 


H16A29 

H16A29 


H17A1 

H17A1 


HI7A3 


H17A79 

H17A25 


H17A80 



HI7A81 | 

H17A26 


HI8A3 

H18A3 


HI8A18 

Washer (%" O.D., 0.0625" thick) for H20A15 

H18A22 

H18A22 


H18A54 

H18A54 

Rivet for fillA20 or H11A47 Tapping Strips... . 

H18A92 

H18A92 

H19A5 



H19A6 

Light Receptacle with Rubber Bushing, Leads and 


H19A7 

Light Receptacle with Rubber Bushing, Leads 


H19A8 

Light Receptacle with Retaining Ring and Short 


H19A15 

Rivet for H11A11, H11A13, H11A15, H11A16, 
H11A24, H11A25, or H11A26 Tapping Strips 

H20A4 

H20A6 

H20A4 

H20A6 


H20A8 

Clip for Skirt. 

H20A13 

H20A13 


Clip for Cover (Front). 

Cap Screw fastening Cabinet to Base. 

Clip for Cover (Back). 

Plug for Outer Case. 

Screw for Hinge. 

Screw for H20A14, H20A18, or H20A61 Clips. . . 
Spring Clip for Refrigerating Machine Compart¬ 
ment Panel. 

Fiber Washer for HX2X2 Screw. 

Rubber Washer for H12X2 Screw. 

Tray Lifter Hook. 

Rubber Plug for Inner Liner Cover. 

Washer for H20A6 Screw. 

Lock washer for H15A32 Nut. 

Rivet for HILA59 Tapping Strip... 

Catch for Refrigerating Machine Compartment 

Panel. 

Washer for 11X339 Screw..... . ... 

Base for Cabinet and Refrigerating Machine. . 

Skirt for Base. 

Cap Screw fastening Refrigerating Machine to I 


emng 

Screw for Tube Seal. 

Washer for 69X893 Screw 
Nut for 106775 Screw. . . . 

Washer for 153998 Screw. 

Washer {%" O.D., 0.125" Thick) for H20A15 

Screw for H14A13 Strike, H15A27 Escutcheonl 

Plate or H20A137 Catch. 

Nut for 153998 Screw. 

Light Receptacle with Leads. 

Retaining Ring for Light Receptacle. 

Lockwasher for Strike Screw. 

Screw fastening Condenser to Cabinet 

Connector for LeadB. 

Clip for Nameplate. 


H20A14 
H20A15 
H20A18 
H20A19 
H20A47 
H20A 60 

II20A61 

H20A74 

H20A75 

H20A98 

H20A110 

H20A116 

H20A117 

H20A118 

*H20A137 

♦H20A138 

H27A15 

H28A14 

106775 

153605 

153998 

165736 

177811 

179789 

1440922 

*11X339 

29X705 

49X789 

*58X310 

69X893 

GE3014 

NP62762B 


H20A14 

H20A15 

H2CA18 

H20A47 

H20A60 

H20A61 

H20A74 

H20A75 

H20Ali0 

H20Ali7 

H20A118 

H20A137 

H20A138 

H27A15 

H28A14 

106775 

153609 

153998 

165736 

177811 


11X339 

29X705 

49X972 

58X310 

69X893 

GE3014 

NP62762B 


* On first production the Catch for Refrigerating Machine Compartment Door was welded in position but later fastened to the door with screws, 
f Refer to Accessories Section for parts included. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


B-4-37A—Cabinet Parts 


H4A49 

H10A34 

H3A79 
H12X2 

H17A106 
H14A20 
H14A19 

H17A89 

H17A26 

H10A104 

H9A27 

H10A34 
H12X2 
H10A103 

H9A10 

H13A66 



AlR75f Accessories 

A2R9 Glider for Outer Case 

H3A79 Inner Liner with Shelf Supports 

H4A49 Cabinet Coyer 

H5A146 Insulation between Inner Liner Cover and Cabinet Cover 

H5X20 Cabinet Insulation (Kimsul, 18' roll) 

H6A89 Refrigerating Machine Compartment Door 

H6A91 Door Complete (Right-Hand Cabinet) 

H6A92 Door Complete (Left-Hand Cabinet) 

H7A22 Inner Door Panel 

H7A110 Outer Door Panel (Right-Hand Cabinet) 

H7A111 Outer Door Panel (Left-Hand Cabinet) 

H9A10 Door Corner 

H9A27 Door Jamb Corner 

H10A28 Door Strip (Vertical, Hinge Side) 

H10A33 Door Strip (Horizontal) 

H10A34 Door Jamb Strip (Horizontal) 

H10A78 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

H10A79 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

H10A103 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
H10A104 Door Jamb Strip (Vertical, Latch Side) 

H11A11 Tapping Strip for Outer Case (Vertical) 

H11A13 Tapping Strjp for Inner Liner (Vertical) 

H11A16 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A18 Tapping Strip for Inner Door Panel (Vertical) 

H11A20 Tapping Strip for Outer Case and Hinge 

H11A24 Tapping Strip for Outer Case (Bottom) 

HIIA25 Tapping Strip for Inner Liner (Horizontal) 

H11A26 Tapping Strip for Outer Door Panel (Horizontal) 

H11A27 Tapping Strip for Inner Door Panel (Horizontal) 

H11A47 Tapping Strip for Door and Hinge 

Hll A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
H11A59 Tapping Strip for Outer Case and Condenser (Top) 

H11A101 Tapping Strip with Bolt, Nut, and Washer for Outer Case and 
Condenser (Bottom) 

H11A102 Tapping Strip for Outer Case (Top) 

H11A103 Tapping Strip for Outer Door Panel (Vertical, Latch Side) 

HI2A2 Screw for Shelf Support 

H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A66 Rubber Door Gasket 

H13A142 Rubber Bushing for Light Receptacle 

H13A148 Gasket between Latch Case and Outer Door Panel 

H13A149 Seal for Latch Handle 

H13A151 Gasket for H4A33 Cabinet Cover 

H13A152 Gasket for H20A16I Clip 

H14AI9 Strike 

H14A20 Strike Case 

H15A26 Latch Case with Bolt, Spring, Gasket and Nut 
HI5A41 Escutcheon for Door Strip and Latch Bolt 
H15A42 Scuff Plate for Latch Handle 

H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

H15A46 Latch Handle, without Escutcheon Plate 

H15A47 Escutcheon Plate for Latch Handle 

H16A35 Hinge with End Covers 

H16A36 Cover for Hinge 

t Refer to Accessories Section for parts included. 

* Consists of H20AI89 Supporting Angle, H20A190 Wooden Block, 153609 


H17A1 Shelf Support (Metal) 

H17A26 Shelf (Middle or Bottom) 

H17A89 Shelf Support (Textolite) 

H17A106 Shelf (Top) 

H18A22 Washer for 177811 Nut 

H18A54 Momentary Contact Switch (Short Leads) 

H18A92 Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 

H19A5 Lamp Guard 

H19A6 Retaining Spring for Momentary Contact Switch 

H19A15 Light Receptacle with Porcelain Bushing, Short Leads 
H19A18 Lock washer for Momentary Contact Switch 

H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 
H20A4 Rivet Fastening Tapping Strip to Outer Door Panel, Outer Case 
or Inner Liner 

H20A6 Screw for Nameplate Clip 

H20A47 Screw for Hinge 

H20A60 Screw for H20A162 Clip 

H20A74 Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
H20A75 Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

H20A86 Screw for H20A161 Clip 

H20A110 Rubber Plug for Inner Liner Cover 
H20A117 Lockwasher for Latch Handle Nut 

H20A118 Rivet Fastening H11A59 or H11A101 Tapping Strips to Back of 

H20A160 Speed Nut for 46X794 Screw 
H20A161 Clip for Cabinet Cover (Front) 

H20A162 Clip for Cabinet Cover (Back) 

H20A165 Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

H20A166 Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

H20A167 Ice Tray Lifter Hook 

H20A181 Catch for Refrigerating Machine Compartment Door 
H20A182 Rubber Spacer for Refrigerating Machine Compartment Door 
H20A188* Set of Parts to eliminate Unit Vibration 
H20A230 Washer under Scuff Plate or Nameplate 
H22A30 Insulation for Refrigerating Machine Compartment Door 
11X339 Screw Fastening Latch Case to Door Strip or Screw for Strike 
46X779 Screw Fastening Glider to Cabinet (1" long) 

46X794 Screw Fastening Glider to Cabinet ($£" long) 

49X972 Porcelain Bushing for Light Receptacle 
58X310 Lockwasher for Strike Screw 11X339 

58X325 Lockwasher for 53X326 Nut 

58X326 Nut Fastening Scuff Plate to Outer Door Panel 
58X337 Screw for H20A181 Catch 

69X893 Screw Fastening Unit Condenser to Back of Outer Case 
80X132 Washer for H20A60 Screw 

153609 Cap Screw Fastening Condenser to Back of Outer Case (Bottom) 
165736 Washer for Screw or Steel Washer under Scuff Plate 
177811 Nut for H11A101 Tapping Strip, 153609 Cap Screw or 106775 
Screw 

261646 Screw Fastening Compressor Unit to Angle Support 
271318 Screw Fastening Condenser to Back of Outer Case (Bottom) 
GE3014 Connector for Leads 
NP66086B Nameplate Clip 


r , 261646 Adjusting Screw, 177811 Nut, and 1440873 Washer. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MER C H A N PISE DEPARTMENT 


B4A, B4-37B, B4-38A and B4-38C—Cabinet Parts 




i 

ATALOG NO, 



NO. 

B4-37R 

B4A 

B4-38A 

B4-38C 

NAME OF PART 

TT~ 

H4A49 

H4A49 

H4A49 

TOP COVER FOR CABINET 

2. 

HI3AI5I 

HI3AI5I 

HI3AI5I 

Gasket for Top Cover 


H20A336 

H20A336 

H20A336 

Clip for Top Cover, Front 


H20AI62 

H2QAI62 

H20AI62 

Clip for Top Cover, flack 


H20A86 

H20A86 

H20A86 

Screw for Cat. H20A336 (10-30) 


H20A60 

H20A60 

H20A60 

Screw for Cat, H20AI62, or Refrigerant Line 
Sealing Plate (No. 8) 


69X893 

69X893 

69X893 

Screw Fastening Condenser to Outer Case 
(Upper) (No. 10) 


165736 

165736 

165736 

Washer for Cat. 69X993 (S/8 in. O.D.) 


271318 

58X366 

271318 

Screw Fastening Condenser to Outer Case, 
Lower (5/16 in.-18) 


HI0A22 

HI8A22 

HI8A22 

Washer for Cat. 271318 (7/8 In. O.D.) 


177811 

177811 

177811 

Nut for Cat. 271318 


H20A243 

H20A243 

H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

H20A62 

H20A62 

Screw Fastening Spacer to Condenser (ho.8) 


80X132 

80X132 

80X132 

Washer for Cat. H20A62 (1/2 in. O.D.) 


261646 

261646 

281646 

Cap Screw Fastening Compressor Unit to 

Angle Support (5/16 in.-18) 


HI8A22 

HI8A22 

HI8A22 

Washer for Cat. 261646 (7/8 in. O.D.) 


1 77811 

177811 

177811 

Nut for Cat. 261646 

3. 

A2R9 

A2R9 

A2R9 

G1 ider for Cabinet 


46X794 

46X794 

46X794 

Cap Screw for A2R9, Flat Head (1/4 in.-20 
x 3/4 in.) 



48X242 


Cap Screw for--A2R9, Round Head (l/4"-20 x 
7/8") (Late Production B4A Cabinets 
Only) 


H20AJ60 

H20AI60 

H20AI60 

Speed Sut for Cat. 46X794 

4. 

H6A89 

H6A89 

H6A89 

LOWER DOOR PANEL 


H20A245 

H20A245 

H20A245 

Spring Clip for Cat. H6A89 


H20AI74 

‘H20AI74 

H20AI74 

Screw for Cat. H20A295 (10-30) 


165736 

165736 

165736 

Washer for H20AI74 (5/8 in. O.D.) 


H20A242 

H20A242 

H20A242 

Rubber 8utton Spacer for Cat. H6A89 


H20AI8I 

K20AI8I 

H20AI8I 

Support for Cat. H6A89 


H20A49 

H20A49 

H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

H20A240 

H20A240 

Washer for Cat. H20A49 


H20A239 

H 

H20A239 

Catch for Spring Clip, Cat. H20A245 


H20A60 

H20A60 

H20A60 

Screw for Cat. H20A239 (No. 8) 

5. 

H6A9I 

H6A9I 

H6A9I 

DOOR FOR RIGHT-HAND CABINET 


H6A92 

H6A92 

2 

DOOR FOR LEFT - HAND CABINET 

6. 

H7AII0 

H7AII0 

H7AII0 

Outer Door Panel (Right-Hand Cabinet) 


H7AII1 

H7AII1 

H7AIII 

Outer Door Panel (Left-Hand Cabinet) 

6. 

HI3A66 

HI3A66 

| HI3A66 

Door Gasket 


H10A28 

HI0A28 

HIOA28 

Door Str ip, Hinge Side 


HIOA33 

HI0A33 

HI0A33 

Door Strip, Top or Bottom 

7. 

HI 103 

HI0AI03 

HI0AI03 

Door Strip, Latch Side, with Escutcheon 
for Latch Bolt 

8. 

KI5A4I 

HI5A4I 

HI5A4I 

Escutcheon for Door Strip A Latch Bolt 

9. 

H12X2 

HI 2X2 

HI 2X2 

Screw for Door Strip (10-30) 

10 . 

H9AI0 

H9AI0 

H9AI0 

Door Corner 


H7A22 

H7A22 

H7A22 

Inner Door Panel 

II. 

HI5A26 

HI5A26 

HI5A26 

Latch, with Gasket, Nut A Lockwasher 


HI5A44 

H15A44 

HI5A44 

Spring for Latch 


HI5A45 

HI5A45 

H16A45 

Nut for Latch and Handle 


HI3AI48 

HI3AI48 

HI3AI48 

Gasket Between Latch A Outer Door Panel 


H20AII7 

H20AII7 

H20AI 17 

Lockwasher for Cat. HI5A45 


"»39 

11X339 

11*338 



'Refer to Accessories Section for Parts Included. 


••Superseded by Cat. H3A94 Inner Liner, Cat. 78X81 Lamp Receptacle, Cat 
‘Later Production B4A Cabinets used Cat. 105i 13 Screw (10-32) with Cat, 
fLater Production BRA Cabinets used Cat. 105136 Screw (10-32) with Cat, 


REF. 

NO. 

! 

ATALOG NO 



84-370 

B4A 

B4-38A 

B4-38C 

hAHE OF PART 

13. 

HI5A42 

HI5A42 

HI5A42 

Scuff Plate for Latch Handle 


H20A30 

H20A230 

H20A230 

Rubber Washer for Scuff Plate 


58X326 

58X326 

58X326 

Nut for Scuff Plate 


58X325 

58X325 

58X325 

Lockwasher for Cat. 58X326 

14. 

HI5A46 

HI5A46 

HI5A46 

Latch Handle without Escutcheon 

15. 

HI5A47 

HI5A47 

HI5A47 

Escutcheon for Latch Handle 

16. 

HI3AI49 

HI3AI49 

HI3AI49 

Gasket Between Latch Handle and Door Pane 

17. 

HI6A35 

HI6A35 

HI6A35 

Hinge with End Covers 

18. 

HI6A36 

HI6A36 

HI6A36 

Middle Cover for Hinge 


H20A47 

H20A47 

H20A47 

Screw for Hinge (12-28) 


KP66086B 

NP66086B 

NP66086B 

Nameplate Cl ip 


H20A6 

H20A6 

H20A6 

Screw for Nameplate Clip (4-48) 

19. 

HI4AI9 

HI4AI9 

HI4AI9 

Strike 

20. 

HI4A20 

HI4A20 

HI4A20 

Strike Case 


1 1X339 

11X339 

11X339 

Screw for Cat. HI4AI9 (10-30) 


58X310 

58X310 

58X310 

Lockwasher for Cat. 11X339 


HI8A54 

IGA2IH3 

HI8A54 

Door Switch with Short Leads 


- 

HI3AI8I 

- 

Gasket for Cat. IGA2IH3 


- 

HI 2X2 

- 

Screw for Cat. IGA2IH3 (10-30) 


HI9A6 

- 

HI9A6 

Retaining Spring for Cat. HI8A54 


H19A18 

- 

HI9AI8 

Lockwasher for Cat. HI8A54 


H1 9A21 

- 

HI9A2I 

Nut for Cat. HI8A54 

21. 

H10A34 

HI0A34 

H10A34 

Door Jamb Strip, Bottom 

22. 

HI0A34 

HIOAI13 

HI0A34 

Door Jamb Strip, Top 


HI0A78 

HI0A35 

H1OA 78 

Door Jamb Strip, Hinge Side, Right-Hand 
Cab i net 


III0A79 

HIOA35 

HI0A79 

Door Jamb Strip, Hinge Side, Left-Hand 
Cabinet 

23. 

HiOA104 

ill OA 104 

HI0AI04 

Door Jamb Strip, Latch Side 

24. 

HI 2X2 

H 12X2 

HI2X2 

Screw for Door Jamb Strip (10-30) 

25. 

H9A27 

H9A27 

H9A27 

Door Jamb Corner 

26. 

-H3AII2 

H3*94 

H3AI04 

INNER LINER WITH SHELF SUPPORTS ■ 

27 . 

HI7A89 

HI7A89 

HI7A89 

Shelf Support, Straight (1/2 in. 
long) 


HI2A2 

HI2A2 

HI2A2 

Screw for Shelf Support (1/4 in.-20) 


H20AI10 

H20AI10 

H20AI 10 

Rubber Plug for Inner Liner Cover 


HI 2X2 

f H12X2 

H12X2 

Screw for Inner Liner Cover (10-30) 


H20A74 

f H20A74 

H20A74 

Washer (Fiber) for Cat. HI2XZ 

28. 

HI7AI26 

HI7AI26 

HI7AI26 

Shelf, Top 


- 

HI7AI27 

HI7AI27 

Shelf, Top, Removable 

29. 

HI7AI29 

HI7AI28 

HI7AI28 

Shelf, Bottom or Middle 


H20AI67 

H20AI67 

H20AI67 

Ice Tray Lifter Hook 


- 

78X81 

- 

Lamp Receptacle 


H1 9A15 

* 

HI9AI5 

Lamp Receptacle with Porcelain Bushing, 
Short Leads 


49XS72 

- 

49X972 

Porcelain Bushing for Lamp 

Receptacle 


HI3AI42 

HI9A27 

HI3AI42 

Rubber flushing for Lamp Receptacle 


HI9A5 

HI9A26 

HI9A5 

Lamp Guard 


GE30I4 

GE30I4 

GE3014 

Connector for Wires 


H5A176 

H5AI76 

H5AI76 

Cabinet Insulation, Set (Except B4A) 


H5A2I4 

H5A2I4 

H5A2I4 

Insulation Between Inner Liner Cover 
and Cabinet Cover (Except B4A) 


H22A30 

H22A30 

H22A30 

Insulation for Cat. H6A89 


" 

H5X20 

" 

Cabinet Insulation (Kimsul, 18' Roll) 

(B4A Only) 


•Aimei 

•rtIRIPI 

•AIRIOI_ 

Aocesaories 


HI9A26 Lamp Guard and Cat. HI9A27 Rubber Sushing must be used with H3A94 Inner Liner 
200384 Nut. 

200384 Nut and Cat. H20A380 Washer. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 




• CAT. NO. 

NAME OF PART 



REF. 

NO. 

CAT. NO. 

H4A49 

TOP COYER FOR CABINET 




H20AI17 

HI3AI5I 

Gasket for Top Cover 



12. 

11X339 

H20A336 

Clip for Top Cover, Front 



13. 

HI5A42 

H20AI62 

Clip for Top Cover, Back 

Screw for H20A336 (10-30) 




58X326 

H20A86 




58X325 

H20A60 

Screw for H20AI62 (No. 8) 



14. 

HI5A46 

H20A287 

Plate for Refrigerant Line Seal 



15. 

HI5A47 

H20A288 

Gasket for Refrigerant Line Seal 



16. 

HI3AI49 

H20A60 

Screw for H20A287 No. 8) 



17. 

HI6A35 

H20A20I 

Clamp for Tubes, Upper 



18. 

HI6A36 

H20A202 

Clamp for Tubes, Lower 




H20A47 

H20A60 

Screw for H20A20I and H20A202 (No. 8) 




NP660868 

H20A20 

Spacer for Clamp H20A20I 




H20A6 

H20A62 

Screw for H20A20 (No. 8) 



19. 

HI4AI9 

179789 

Fiber Washer for H20A62 



20. 

HI4A20 

H27A40 

BASE 



21. 

11X339 

H20AI5 

Screw Fastening Refrigerating Machine to Base (5/16 in.-18) 


58X310 

HI8AI8 

Steel Washer for H20AI5 




IGA3IH3 

261646 

Screw Fastening Refrigerating Machine to Angle Support 


HI 2X2 


(5/16 in.-18) 



22. 

HI0A34 

HI8A22 

Washer for 261646 (7/8 in. O.D.) 



23. 

HI0AI13 

177811 

Nut for 261646 




HI0A35 

A2R9 

Glider for Outer Case 



24. 

HI0AI04 

46X794 

Screw Fastening Glider to Outer Case (1/4 

in. 

-20) 

25. 

HI 2X2 

160980 

Washer for 46X794 (3/4 in. O.D.) 


26. 

H9A27 

1X452 

Nut for 46X794 



27. 

H3AIII 

H6A89 

LOWER DOOR PANEL 



28. 

HI7A89 

H20A245 

Spring Clip for H6A89 




HI2A2 

H20AI74 

Screw for H20A245 (10-30) 




H3AI05 

165736 

Washer for H20A174 (6/8 in. O.D.) 




Hi 2X2 

H20A242 

Rubber Button Spacer for H6A69 




H20A74 

H20AI8I 

Support for H6A89 




H20A59 

H20A49 

Screw for H20AI8I (No. 8) 




H20A337 

H20A240 

Washer for H20A49 (7/8 in. O.D.) 




H20A322 

H20A239 

Catch for Spring Clip Cat. H20A245 




H20A323 

H20A60 

Screw for H20A239 (No. 8) 




126869 

H6A9I 

DOOR COMPLETE (RIGHT-HAND CA8INET) 




61X328 

H6A92 

DOOR COMPLETE (LEFT-HAND CABINET) 



29. 

HI7AI89 

H7AI10 

Outer Door Panel (Right-Hand Cabinet) 



30. 

HI7AI28 

H7AI11 

Outer Door Panel (Left-Hand Cabinet) 




H20AI67 

HI3A66 

Door Gasket 




78X81 

HI0A28 

Door Strip, Hinge Side 




HI9A27 

HI0A33 

Door Strip, Top or Bottom 




HI9A26 

HI0A103 

Door Strip, Latch Side, with Escutcheon 

for 

Latch Bolt 


GE30I4 

HI5A4I 

Escutcheon for Door Strip and Latch Bolt 



H5AI76 

H12X2 

Screw for Door Strip (10-30) 




H5A2I4 

H9AI0 

Door Corner 




H22A30 

H7A22 

inner Door Panel 




H5AI72 

HI5A26 

Latch, with Gasket, Nut, and Lockwasher 




150167 

HI5A44 

Spring for Latch 




165736 

HI5A45 

Nut for Latch and Handle 




145996 

HI3AI48 

Gasket Between Latch and Outer Ooor Panel 


- 

•AIRI28 


Lockwasher for HI5A45 

Screw Fastening Latch to Door Strip (10-30) 

Scuff Plate for Latch Handle 
Hut for Scuff Plate 
Lockwasher for 58X326 
Latch Handle without Escutcheon 
Escutcheon for Latch Handle 
Gasket Between Latch Handle and Ooor Panel 
Hinge with End Covers 
Middle Cover for Hinge 
Screw for Hinge (12-28) 

Nameplate Clip 

Screw for Nameplate Clip (4-48) 

Str ike 
Strike Case 

Screw for Strike (10-30) 

Lockwasher for 11X339 

Door Switch with 8 in. Leads 

Screw for Door Switch (10-30) 

Door Jamb Strip, Bottom 

Ooor Jamb Strip, Top 

Door Jamb Strip, Hinge Side 

Door Jamb Strip, Latch Side 

Screw for Door Jamb Strip (10-30) 

Door Jamb Corner 
INNER LINER WITH SHELF SUPPORTS 
Shelf Support, Straight 
Screw for Shelf Support (1/4 in.-20) 
inner Liner Cover 
Screw for H3AI05 (10-30) 

Washer for HI2X2, Fiber (5/8 in. O.D.) 

Cork Spacer Between inner Liner Cover and Evaporator 
Screw Fastening Evaporator to Inner Liner Cover (5/16 in.-18) 
Washer for H20A337 (1-1/8 in. O.D.) 

Cork Washer for H20A337 (I in. O.D.) 

Nut for H20A337 
Lockwasher for 126869 
Shelf, Top 

Shelf, Bottom or Middle 
Hook for Ice Tray Lifter 
Lamp Receptacle 
Bushing for Lamp Receptacle 
Lamp Guard 
Connector for Leads 
Cabinet Insulation (set) 

Insulation Between Inner Liner Cover and Top Cover 
Insulation for Lower Door Panel 
Insulation for Base 

Screw Fastening Insulation to Base (10-32) 

Washer for 150167 (5/8 in. O.D.) 

Nut for 150167 
Accessories 


•Refer to Accessories Section for Parts Included. 


Give CataIog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


- BY4-38A and BY4-39A—Cabinet Parts 



REF. 

NO. 

CATAL0C 

NUMBER 

NAME OF PART ^' 

CATALOG 

NUMBER 

NAME OF PART 

BY4-38A 

BY4-39A 

BY4-38A 

BY4-39A 

1 . 

H4A49 

H4A49 

TOP COYER FOR CABINET 

12. : 

H12X2 

H12X2 

Screw for Door Strip (10-30) 

2. 

HI3AIS1 

HI3AI5I 

Gasket for Top Cover 

13. 

H9AI0 i 

H9AI0 

Door Corner 


H20AI6I 

H20A336 

Clip for Top Cover {Front) 


H7A22 

H7A22 

Inner Door Panel 


H20AI62 

H20AI62 

Clip for Top Cover (Back) 

14. ; 

HI5A26 i 

HI SMS 

Latch with Gasket, Nut, and Lockwaaher 


H20A86 

H20A86 

Screw for Cat. H20AI6I and H20A336 (10-30) 


HI5A44 

HI5A44 

Spring for Latch 


H20A60 

H20A60 

Screw for Cat. H20AI62, or Refrigerant Line Sealing 


HI5A45 

HI5A45 

Nut for Latch and Handle 




Plate (Ho. 8) 


HI3AI48 

HI3AI48 

Gasket Between. Latch and Outer Door Panel 


H20A20I 

H20A20I 

Clamp for Refrigerant Line (Upper ) 


H20AI17 

H20AII7 

Lockwasher for Cat. HI5A45 


H20A202 

H20A202 

Clamp for Refrigerant Line (Lower) 


11X339 

11X339 

Screw Fastening Latch to Door Strip (10-30) 


H20A60 

H20A60 

Screw for Cat. H20A20I or H20A202 (No. 8) 

15. ; 

HI5A50 

HI5A62 

Latch Handle without Escutcheon 


H20A20 

H20A20 

Spacer for Cat. H20A20I 

16. 

HI5A3I 

HI5A47 

Escutcheon for Latch Handle 


H20A62 

H20A62 

Screw for Cat. H20A20 (Ho. 8) 

17. 

HI3AI04 

HI3A149 

Gasket Between Latch Handle and Door Panel 


80X132 

80X132 

Washer for Cat. H20A62 

18. 

HI6A37 

HI6A49 

Hinge with End Covers 

3. 

H27A82 

H27A82 

BASE FOR RIGHT-HAND CABINET 

19. 

HI6A38 

H16*50 

Middle Cover for Hinge 


H27A80 

H27A80 

BASE FOR LEFT - HAND CABINET 


H20A47 

H20A47 

Screw for Hinge (12-28) 


6X737 

6X737 

Screw Fastening Refrigerating Machine to Base 


HP66086B 

HP66086B 

pameplate Clip 




(5/16 in.-18) 


H20A6 

H20A6 

Screw for Nameplate Clip (4-48) 


HI8AI8 

H18AI8 

Washer for Cat. 6X737 

20. 

HI4AI9 

HI4AI9 

Str ike 

4. 

H4A5I 

H4A5I 

Refrigerating Machine Compartment Cover 

21 . 

HI4A20 

HI4A20 

Strike Case 


H20A335 

H20A335 

Angle Supporting Cat. H4A5I 

22. 

11X339 

11X339 

Screw for Cat. HI4«I9 (10-30) 


58X345 

58X345 

Screw for Cat. H4A5I or H20A335 (No. 10) 


58X310 

58X310 

Lockwasher for Cat. 11X339 


179789 

179789 

Washer, (Fiber) for Cat. 58X345 (13/32 in. O.D.) 

23. 

IGA2IH3 

IGA2IH3 

Door Switch with 8 inch Leads 


HI8A38 

HI8A38 

Washer, (Brass,N ickel Plated) for Cat. 58X345 


HI 2X2 

HI 2X2 

Screw for Door Switch (10-30) 

5. 

H20A33I 

H20A33I 

Perforated Cover for Refrigerating Machine Compart- 


HI0A34 

HI0A34 

Door Jamb Strip, Bottom 




ment 

24. 

HI0AI13 

HI0AI13 

Door Jamb Strip, Top 


46X784 

46X784 

Screw for Cat. H20A33I (Outer Side) (1/4 in.-20) 


H10*35 

HI0A35 

Door Jamb Strip, Hinge Side 


69X893 

69X893 

Screw for Cat.H20A33l, (Cabinet Side) (Ho. 10) 

25. 

HI0AI04 

HI0AI04 

Door Jamb Strip, Latch Side 


H20A344 

H20A344 

Speed Hut for Cat. 46X784 

26. 

HI 2X2 

HI 2X2 

Screw for Door jamb Strip (10-30) 

6. 

HI7A89 

HI7A89 

Thumb Hut for Cat. 69X893 or 46X784 

27. 

H9A27 

H9A27 

Door Jamb Corner 


153179 

153179 

Washer for Cat. 69X893 or 46X784 

28. 

H3A94 

H3A94 

INNER LINER WITH SHELF SUPPORTS 


H18 A3 

HI8A3 

Washer for Cat. 69X893 or 46X784 (Fiber) 

29. 

HI7A89 

HI7A89 

Shelf Support, Straight 

7. 

H8A85 

H8A85 

Side Panel for Refrigerating Machine Compartment 


HI2A2 

HI2A2 

Screw for Shelf Support (1/4 in.-20) 




(Right-Hand Cabinet) 


H20AI 10 

H20AI 10 

Rubber Plug for Inner Liner Cover 


H8A86 

H8A86 

Side Panel for Refrigerating Machine Compartment 


HI 2X2 

t H12X2 

Screw for Inner Liner Cover (10-30) 




(Left - Hand Cabinet) 


H20A74 

fH20A74 

Washer for H12X2, Fiber (5/8 in. O.D.) 


69X8S3 

69X893 

Screw Fastening Side Panel to 8ase (Ho. 10) 

30. 

HI7AI26 

HI7A2I4 

Shelf, Top 


H20AI38 

H20AI38 

Washer for Cat. 69X893 

31. 

HI7AI27 

HI7A2I5 

Shelf, Top, Removable 


69X893 

69X893 

Screw Fastening Vertical Angle of Refrigerating 

32. 

HI7AI28 

Hi 128 

Shelf, Bottom or Middle 




Machine Compartment to Cabinet (No. 10) 


H20AI67 

- 

Ice Tray Lifter Hook 

8 . 

H6A2I2 

H6A2I2 

DOOR FOR RIGHT-HAND CABINET 


- 

H20A282 

Bracket for Ice Tray Separator Release 


H6A2I3 

H6A2I3 

DOOR FOR LEFT - HAND CABINET 


78X81 

78X81 

Lamp Receptacle 

8 . 

H7AI96 

H7AI96 

Outer Door Panel (Right-Hand Cabinet) 


HI9A27 

HI9A27 

Bushing for Lamp Receptacle 


H7AI97 

H7AI97 

Outer Door Panel (Left-Hand Cabinet) 


HI9A26 

HI9A26 

Lamp Guard 

9. 

HI3A66 

HI3A66 

Door Gasket 


GE30I4 

GE30I4 

Connector for Leads 


Ml 0A 

HI0A28 

Door Strip, Hinge Side 


H5X20 

H5X20 

Cabinet Insulation (Kimsul, 18' roll) 


HI0A33 

HI0A33 

Door Strip, Top or Bottom 


AIR 127 

AIRI50 

‘Accessories 

10. 

HI0A103 

HI0AI03 

Door Strip, Latch Side with Escutcheon for Latch 





II. 

HI5A4I 

HI5A4I 

Escutcheon for Door Strip and L atch Bolt 






•Refer to Accessories Section for Parts included. 


{Later Production Cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Hut and Cat. H20A380 Hasher. 


Always Give Catalog Number 


Issued March 1939 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


JB4-39A — Cabinet Parts 



REF. 

NO. 

CAT. NO. 

NAME OF PART 

1 . 

H4A49 

TOP COVER FOR CABINET 

2. 

HI3AI5I 

Gasket for Top Cover 


H20A336 

Clip for Top Cover, Front 


H20AI62 

Clip for Top Cover, Back 


H20A86 

Screw for Cat. H20A336 (10-30) 


H20A60 

Screw for Cat. H20AI62 or Refrigerant Line 



Sealing Plate (No. 8) 


69X893 

Screw Fastening Condenser to Outer Case, 
Upper (No. 10) 


H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

Screw for Cat. H20A243 (No. 8) 


80X132 

Washer for Screw Cat. H20A62 


58X366 

Cap Screw Fastening Condenser to Outer Case, 
Lower (5/16 in.-18) 


177811 

Nut for Cat. 58X366 


H18A22 

Washer for Cat. 58X366 


A2R9 

Glider for Outer Case 


46X794 

Cap Screw for A2R9, Flat Head (1 /4"-20 x 
3/4")(Early Production Cabinets) 


48X242 

Cap Screw for A2R9, Round Head (l/4"-20 x 
7/8") (Late Production Cabinets) 


H20AI60 

Speed Nut for Cat. 46X794 


261646 

Cap Screw Fastening Refrigerating Machine 
to Angle Support (5/16 in.-18) 


177811 

Nut for Cat. 261646 

3. 

H6A89 

LOWER DOOR PANEL 

4. 

H20A245 

Spring Clip for Cat. H6A89 


’H20AI74 

Screw for Cat. H20A245 (10-30) 


’Refer to Accessories Section for Parts Included. 


REF. 

NO. 

CAT. NO. 

NAME OF PART 


165736 

Washer for Cat. H20AI74 


H20A242 

Rubber Button Spacer for Cat. H6A89 

5. 

H20AI8I 

Support for Cat. H6A89 


H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. H20A49 

6. 

H20A239 

Catch for Spring Clip Cat. H20A245 


H20A60 

Screw for Cat. H20A239 (No. 8) 

7. 

- 

DOOR FOR CABINET 

7. 

H7AI96 

Outer Door Panel (Right-Hand Cabinet) 


H7AI97 

Outer Door Panel (Left-Hand Cabinet) 

8. 

HI3A66 

Door Gasket 


HI0A28 

Door Strip, Hinge Side 


HI0A33 

Door Strip, Top or Bottom 

9. 

HI0AI03 

Door Strip, Latch Side, with Escutcheon 
for Latch Bolt 

10. 

HI5A4I 

Escutcheon for Door Strip and LatchBolt 

II. 

HI 2X2 

Screw for Door Strip (10-30) 

12. 

H9AI0 

Door Corner 


H7A22 

Inner Door Panel 

13. 

HI5A26 

Latch with Gasket, Nut and Lockwasher 

14. 

HI5A44 

Spring for Latch 

15. 

HI5A45 

Nut for Latch and Handle 

16. 

HI3AI48 

Gasket Between Latch and Outer Door 
Panel 

17. 

H20AII7 

Lockwasher for Latch Handle Nut 

18. 

11X339 

Screw Fastening Latch to Door Strip (10-30) 

19. 

HI5A62 

Latch Handle without Escutcheon 

20. 

HI5A47 

Escutcheon for Latch Handle 

21. 

HI3AI49 

Gasket Between Latch Handle and Outer Door 
Panel 

22. 

HI6A49 

Hinge with End Covers 

23. 

HI6A50 

Middle Cover for Hinge 


H20A47 

Screw Fastening Hinge to Cabinet or Door 
(12-28) 


NP66086B 

Nameplate Cl ip 


H20A6 

Screw for Nameplate Clip (4-48) 

24. 

HI4AI9 

Strike for Latch Bolt 

25. 

HI4A20 

Strike Case 


11X339 

Screw for Cat. HI4AI9 (10-30) 


58X310 

Lockwasher for Cat. HI4AI9 


IGA2IH3 

Door Switch with 8 inch Leads 


HI3AI8I 

Gasket for Cat. IGA2IH3 


HI2X2 

Screw for Cat. IGA2IH3 (10-30) 

26. 

HIOAI04 

Door Jamb Strip, Latch Side 

27. 

HI0A34 

Door Jamb Strip, Bottom 

28. 

HI0AI13 

Door Jamb Strip, Top 


H10A35 

Door Jamb Strip, Hinge Side 

29. 

HI 2X2 

Screw for Door Jamb Strip (10-30) 

30. 

HSA27 

Door Jamb Corner 

31. 

H3A94 

INNER LINER WITH SHELF SUPPORT 

32. 

HI7A8S 

Shelf Support, Straight (1/2 in. long) 


HI2A2 

Screw for Cat. HI7A89 (1/4 in.-20) 


H20AII0 

Rubber Plug for Inner Liner Cover 


t HI 2X2 

Screw Fastening Inner Liner Cover to Inner 
Liner (10-30) 


t H20A74 

Washer (Fiber) for Cat. HI2X2 


IH20A75 

Washer (Rubber) for Cat. HI2X2 

33. 

H20A282 

Bracket for Ice Tray Separator Release 


H20A60 

Screw for Cat. H20A282 (No. 8) 

34. 

HI7A2I4 

Shelf, Offset, Top 

35. 

HI7A2I5 

Shelf, Removable 

36. 

HI7AI28 

Shelf, Bottom or Middle 


78X81 

Lamp Receptacle 


HI9A27 

Bushing for Lamp Receptacle 


HI9A26 

Lamp Guard 


GE30I4 

Connector for Wire 


H5X20 

Cabinet Insulation (Kimsul, 18' roll) 


*AIR148 

Accessories 


’Later Production Cabinets used Cat. 105113 Screw (10-32) with Cat. 200384 Nut. 

fLater Production Cabinets used Cat. 105135 Screw (10-32) with Cat. 200384 Nut and Cat. H20A380 Washer. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


VP-4A, VP-4C—Cabinet Parts 


H4A30 



H9A13 

H10A34 

H9A10 

H13A66 

H7A95 


Name of Part 

Cat 

. No. 

VP-4A 

VP-4C 

t Accessories. 

Outer Case (Right Hand). 

Outer Case (Left Hand). 

A1R59 

H2A33 

H2A34 

H3A46 

A1R67 

H2A33 

H2A34 

H3A49 

H4A30 

H5A1I9 

H5A140 

H6A75 


H4A30 


H5A119 

Insulation between Liner Cover and Top Cover . . 

H5A140 

H6A75 

H6A76 


H6A76 


H7A22 

H7A22 


H7A93 

H7A93 


H7A94 

H7A94 

Door Panel with Catches for Refrigerating Ma- 

H7A95 

H7A95 


H9A10 

H9A10 


H9A13 

H9A13 


H10A28 

H10A28 


H10A29 

H10A29 


H10A31 

H10A31 


H10A33 

1110A33 


H10A34 

H10A34 

Door Jamb Strip (Vertical, Hinge Side, Right- 

H10A78 

H10A78 

Door Jamb Strip (Vertical, Hinge Side, Left- 

H10A79 

H10A79 


H11A11 

H11AI1 

Tapping Strip for Inner Liner (Vertical). 

Tapping Strip for Door (Outer, Vertical, Latch 

H11A13 

II11A15 

H11A13 

H11A15 

Tapping Strip for Door (Outer, Vertical, Hinge 

H11A16 

H11A16 


H11A18 

H11A18 


H11A20 

H11A20 

Tapping Strip for Outer Case (Horizontal). 

H11A24 

HI1A25 

H11A24 

H11A25 

Tapping Strip for Door (Outer, Horizontal). 

Tapping Strip for Door (Inner, Horizontal). 

Tapping Strip for Hinge and Door. 

Tapping Strip for Inner Liner Cover. 

Tapping Strip for Outer Case and Condenser 

H11A26 

H11A27 

HI1A47 

H11A49 

H11A59 

H11A26 

H11A27 

H11A47 

H11A49 

H11A59 


H12A2 

HI2A2 

Screw for Door Jamb Strip, Door Strip, or Inner 
Liner Cover. 

H12X2 

H13A66 

H12X2 

H13A66 

Gasket for H4A30 Cover... 

Gasket between Hinge Tapping Strip and Door 

H13A80 

H13A83 

H13A80 

H13A83 

Gasket for Latch Handle Escutcheon Plate and 
Outer Door Panel. 

H13A104 

H13A104 

H13A142 

Gasket for H20A18 Cover Clip. 

H13A145 

H14A13 

H13A145 

H14A13 


H14A14 

H14A14 

Latch Case with Bolt and Spring, Gasket and Nut 

H15A26 

H15A27 

H15A26 

H15A27 


H15A29 

H15A29 


H15A30 

H15A30 

Escutcheon Plate for Latch Haadle. 

H15A31 

H15A31 


Name of Part 

Cat. No. 

VP-4A 

VP-4C 


H15A32 

H15A32 


H15A44 

H15A44 


H16A26 

H16A26 


H16A30 

HI6A30 


H17A1 

H17A1 


H17A3 


H17A79 

H17A25 


H17A80 


H17A81 

H17A26 


H18A3 

H18A3 


H18A18 

H18AI8 


H18A22 

H18A22 


H18A54 

H18A54 

Rivet for tfllA20, or HilA47 Tapping Strips. . . 

H18A92 

H18A133 

H18A92 

H18A133 


H19A4 

H19A5 


H19A6 

Light Receptacle with Retaining Ring and Short 


H19A15 

Rivet for HUA1I, H11A13, H11A15, H11A16, 
H11A24, H11A25, or H11A26 Strips. 

H20A4 

H20A4 


H20A6 

H20A6 


H20A8 


H20A13 

H20A13 


H20A14 

H20A14 

Cap Screw fastening Cabinet to Base (W long). 

H20A15 

H20A18 

H20A15 
• H20A18 
H20A47 


H20A47 


H20A56 

H20A56 

Screw for H20A14, H20A18 or H20A61 CUps.. . 
Spring Clip for Refrigerating Machine Compart- 

H20A60 

H20A61 

H20A60 

H20A61 


H20A74 

H20A74 


H20A75 

H20A75 


H20A98 


H20A110 

H20A110 


H20A116 


H20A117 

H20A117 


H20A118 

H20A118 

Catch for Refrigerating Machine Compartment 

H20A137 

H20A137 


H20A138 

H20A138 

Base for Cabinet and Refrigerating Machine. . . . 

H27A15- 

H28A14 

H27A15 

H28A14 

Cap Screw fastening Refrigerating Machine to 

106775 

106775 


153609 


153998 

153998 

165736 


165736 

Nut for 106775 or Screw fastening Condenser to 

177811 

177811 


179789 

Screw for H14A13, H15A27, or H20A137. 

11X339 

29X705 

11X339 

29X705 


49X789 


49X972 


58X310 

58X310 

Screw fastening Condenser to Cabinet. 

69X893 

GE3014 

69X893 

GE3014 

Clip for Nameplate. 

NP62762B 

NP62762B 


t Refer to Accessories Section for parts included. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-4-37A—Cabinet Parts 


H10A34 

H3A79 
H12X2 
H10A104 
H17A89 
H17A106 
H14 A1 9 
H14A20 
H17A26 

H9A27 

H18A133 

H10A34 

H6A151 

H13A177 



H4A50 

NP66086B 

H16A35 

H16A36 

H9A10 

H6A150 

H15A42 

H15A46 

H15A47 

H15A41 

H15A26 

H10A103 

H2A73 

H7A155 


AlR94t 

A2R9 

H2A73 

H2A74 

H3A79 

H4A50 

H5A146 

H5A169 

H6A149 

H6A150 

H6A151 

H7A22 

H7A155 

H7A156 

H9A10 

H9A27 

H10A28 

H10A33 

H10A34 

H10A78 

H10A79 

H10A103 

H10A104 

HllAll 

H11A13 

H11A16 

H11A18 

H11A20 

H11A24 

H11A25 

H11A26 

H11A27 

H11A47 

H11A49 

H11A59 

H11A101 

H11A102 

H11A103 

H12A2 


Accessories 

Glider for Outer Case 

Outer Case (Right-Hand Cabinet) 

Outer Case (Left-Hand Cabinet) 

Inner Liner with Shelf Supports 
Cabinet Cover 

Insulation between Inner Liner Cover and Cabinet Cover 
Cabinet Insulation (Set) 

Door Complete (Left-Hand Cabinet) 

Door Complete (Right-Hand Cabinet) 

Refrigerating Machine Compartment Door 
Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Horizontal) 

Door J amb Strip (Horizontal) 


Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Jamb Strip (Vertical, Latch Side) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Hinge and Outer Case 
Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel and Hinge 
Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner 

Tapping Strip for Condenser and Outer Case (Top) 

Tapping Strip with Bolt, Nut and Washer, for Outer Case and 
Condenser (Bottom) 

Tapping Strip for Outer Case (Top) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 

Screw for Shelf Support 


H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A83 Gasket for H11A47 Tapping Strip 

H13A142 Rubber Bushing for Light Receptacle 

H13A148 Gasket between Latch Case and Outer Door Panel 

H13A149 Seal for Latch Handle 

H13A151 Gasket for H4A44 Cabinet Cover 

H13A164 Gasket between Tapping Strip and Back of Outer Case 

H13A165 Gasket between H20A162 Clip and Outer Case 

H13A166 Gasket for Tube Seal i\\i” long) 

H13A167 Gasket for Tube Seal (2%" long) 

H13A168 Gasket between Lower Condenser Feet and Outer Case 

H13A169 Gasket for H11A101 Tapping Strip and Outer Case 

H13A177 Rubber Door Gasket 

H13A179 Gasket for H18A134 or H18A135 Trim 

H14A19 Strike 

H14A20 Strike Case 

H15A26 Latch Case with Bolt, Spring, Gasket and Nut 
H15A41 Escutcheon for Door Strip 

H15A42 Scuff Plate for Latch Handle 

H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door 
Panel 

H15A46 Latch Handle, without Escutcheon Plate 
H15A47 Escutcheon Plate for Latch Handle 
H16A35 Hinge with End Covers 

H16A36 Cover for Hinge 

H17A26 Shelf (Middle or Bottom) 

H17A89 Shelf Support 

H17A106 Shelf (Top) 

H18A22 Washer for 177811 Nut 

H18A43 Washer between Condenser and Outer Case (Bottom) 

H18A54 Momentary Contact Switch with Short Leads 
H18A92 Rivet Fastening H11A20 to Outer Case, or for H11A47 Tapping 
Strip 

H18A133 Door Jamb Corner Trim 

H18A134 Trim for Upper Right-Hand Comer of Outer Case (Front) 
H18A135 Trim for Upper Left-Hand Comer of Outer Case (Front) 

H19A5 Lamp Guard 

H19A6 Retaining Spring for Momentary Contact Switch 

H19A15 Light Receptacle with Porcelain Bushing (Short Leads) 

H19A18 Lock washer for Momentary Contact Switch 

H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 

H20A4 Rivet Fastening Tapping Strip to Outer Case, Outer Door 

Panel, or Inner Liner 
H20A6 Screw for Nameplate Clip 

H20A47 Screw for Hinge 

H20A56 Gasket between Hinge and Outer Case or between Hinge and 
Outer Door Panel 

HC0A60 Screw for H20A162 Clip 

H20A74 Fiber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

H20A75 Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

H20A86 Screw for H20A161 Clip 
H20A110 Rubber Plug for Inner Liner Cover 
H20A1I7 Lockwasher for Latch Handle Nut 

H20A118 Rivet Fastening HUA59 or H11A101 Tapping Strips to Outer Case 
H20A160 Speed Nut for 46X779 Screw 
H20A161 Clip for Cabinet Cover (Front) 

H20AI62 Clip for Cabinet Cover (Back) 

H20A165 Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

H20A166 Spring Catch for Refrigerating Machine Compartment Dopr 
(Right-Hand Side) 

H20A167 Ioe Tray Lifter Hook 

H20A168 Washer for H18A134 or H18A135 Trim 

H20A181 Catch for Refrigerating Machine Compartment Door 

H20A182 Rubber Spacer for Refrigerating Machine Compartment Door 

H20A188* Set of Parts to eliminate Unit Vibration 

H20A230 Washer under Scuff Plate or Nameplate 

H20A235 Fiber Shim between Hinge and Cabinet 

H22A30 Insulation for Refrigerating Machine Compartment Door 

165736 Washer for 69X893 Screw or Steel Washer under Scuff Plate 

177811 Nut for H11A101 Tapping Strip or 261646 Screw 

261646 Screw Fastening Compressor Unit to Angle Support 

11X339 Screw for Strike or Latch Case 

46X779 Screw Fastening Glider to Cabinet 

58X310 Lockwasher for 11X339 Strike Screw 

58X325 Lockwasher for 58X326 Nut 

58X326 Nut for Scuff Plate 

58X337 Screw for H20A181 Catch 

69X893 Screw Fastening Unit Condenser to Back of Outer Case 
GE3014 Connector for Lead 

NP66086B Nameplate Clip 


t Refer to Accessories Section for parts included. 

* Consists of H20A189 Supporting Angle, H20A190 Wooden Block, 153609 Screw, 261646 Adjusting Screw, 177811 Nut and 1440873 Washer. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-4-38A—Cabinet Parts 



H13A151 

H18A134 

H16A35 

H16A36 

NP66086B 

H15A26 

H15A42 

H15A46 

H15A47 

H13A149 

H15A41 

11X339 

/H6A150 

\H7A155 


H 6 A1 51 


AlRlOlf Accessories 

A2R9 Glider for Outer Case 

H2A73 Outer Case (Right-Hand Cabinet) 

H2A74 Outer Case (Left-Hand Cabinet) 

H3A94 Inner Liner with Shelf Supports 

H4A50 Cabinet Cover 

H5A180 Cabinet Insulation (Set) 

H5A214 Insulation between Inner Liner Cover and Cabinet Cover 

H6A149 Door Complete (Left-Hand Cabinet) 

H6A150 Door Complete (Right-Hand Cabinet) 

H6A15I Refrigerating Machine Compartment Door 

H7A22 Inner Door Panel 

H7A155 Outer Door Panel (Right-Hand Cabinet) 

H7A156 Outer Door Panel (Left-Hand Cabinet) 

H9A10 Door Corner 

H9A27 Door Jamb Corner 

H10A28 Door Strip (Vertical, Hinge Side) 

H10A33 Door Strip (Horizontal) 

H10A34 Door Jamb Strip (Bottom) 

HI0A35 Door Jamb Strip (Vertical, Hinge Side) 

H10A103 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
H10A104 Door Jamb Strip (Vertical, Latch Side) 

H10A113 Door Jamb Strip (Top) 

H11A11 Tapping Strip for Outer Case (Vertical) 

HI 1A13 Tapping Strip for Inner Liner (Vertical) 

H11A16 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A18 Tapping Strip for Inner Door Panel (Vertical) 

H11A20 Tapping Strip for Outer Case and Hinge 

H11A24 Tapping Strip for Outer Case (Bottom) 

H11A25 Tapping Strip for Inner Liner (Horizontal) 

H11A26 Tapping Strip for Outer Door Panel (Horizontal) 

H11A27 Tapping Strip for Inner Door Panel (Horizontal) 

H11A47 Tapping Strip for Outer Door Panel and Hin^e 

H11A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner, or Spring to Refrigerating Machine Compartment Door 
H11A59 Tapping Strip for Outer Case and Condenser 
H11A102 Tapping Strip for Outer Case (Top) 

H11A103 Tapping Strip for Outer Door Panel (Vertical. Latch Side) 

H12A2 Screw for Shelf Support 

HI 2X2 Screw for Door Strip, Door Jamb Strip, Light Switch or Inner 

Liner Cover 

H13A83 Gasket for H11A47 Tapping Strip 

H13A148 Gasket between Latch Handle and Outer Door Panel 

H13A149 Seal for Latch Handle 

H13A151 Gasket for H4A44 Cabinet Cover 

H13A165 Gasket for H20A162 Clip 

H13A166 Gasket for Tube Seal {1)4,” long) 

H13A177 Rubber Door Gasket 

H13A179 Gasket for H18A134 or H18A135 Trim 

H13A181 Fiber Gasket between Light Switch and Door Jamb Strip 

H14A19 Strike 

H14A20 Strike Case 

H15A26 Latcb Case with Bolt, Spring, Gasket and Nut 

H15A41 Escutcheon for Door Strip and Latch Bolt 

H15A42 Scuff Plate for Latch Handle 

H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

H15A46 Latch Handle without Escutcheon 

H15A47 Escutcheon for Latch Handle 

H16A35 Hinge with End Covers 

H16A36 Center Cover for Hinge 

t Refer to Accessories Section for parts included. 

Always Give 


H17A89 Shelf Support (Straight) 

H17A126 Shelf (Top) 

H17A127 Shelf (Top, Removable) 

H17A128 Shelf (Bottom or Middle) 

H18A22 Washer for 271318 or 261646 Screws 
H18A43 Fiber Washer for 271318 Screw 
H18A92 Rivet for H11A20 or H11A47 Tapping Strips 
H18A133 Door Jamb Corner Trim 

H18A134 Trim for Upper Right-Hand Corner of Outer Case (Front) 
H18A135 Trim for Upper Left-Hand Corner of Outer Case (Front) 

H19A26 Lamp Guard 
H19A27 Bushing for Light Receptacle 

H20A4 Rivet for Tapping Strip HllAll, H11A13, H11A16, H11A24, 
H11A25, H11A26, H11A102 or H11A103 Tapping Strips 
H20A6 Screw for Nameplate Clip 
H20A47 Screw for Hinge 
H20A49 Screw for H20A181 Catch 

H20A56 Gasket between Hinge and Outer Case, or between Hinge and 
Outer Door Panel 

H20A60 Screw for H20A1-62 Clip or H20A239 Catch 
H20A62 Screw Fastening H20A243 Spacer to Bottom of Condenser 
H20A74 Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner 

H20A86 Screw for H20A336 Clip 
H20A110 Rubber Plug for Inner Liner Cover 
H20A117 Lockwasher for Latch Handle Nut 
H20A1J8 Rivet for H11A59 Tapping Strip 
H20A160 Speed Nut for 46X794 Screw 
H20A162 Clip for Cabinet Cover (Back) 

H20A167 Ice Tray Lifter Hook 

H20A168 Washer for H18A134 or H18A135 Trim 

H20A174 Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

H20A181 Catch for Refrigerating Machine Compartment Door 
H20A230 Rubber Washer for Scuff Plate 
H20A235 Fiber Shim between Hinge and Cabinet 

H20A239 Catch for Refrigerating Machine Compartment Door Spring 
H20A240 Washer for H20A181 Catch 

H20A242 Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

H20A243 Rubber Spacer for Bottom of Condenser 

H20A245 Spring for Refrigerating Machine Compartment Door 

H20A336 Clip for Cabinet Cover (Front) 

H22A30 Insulation for Refrigerating Machine Compartment Door 
165736 Washer for 69X893 or H20A174 Screws 
177811 Nut for 271318 or 261646 Screws 
261646 Screw Fastening Compressor Unit to Angle Support 
271318 Screw Fastening Condenser to Back of Outer Case (Lower) 
11X339 Screw for H14A19 Strike, H14A20 Strike Case, or H15A26 
Latch Case 

46X794 Screw Fastening Glider to Cabinet 
58X310 Lockwasher for 11X339 Strike Screw 
58X325 Lockwasher for 58X326 Nut 

58X326 Nut for Scuff Plate or for Fastening H18A134 or H18A135 Trim 
to Outer Case 

69X893 Screw Fastening Unit Condenser to Back of Outer Case 

78X81 Light Receptacle 

80X132 Washer for H20A62 Screw 

1GA21H3 Momentary Contact Switch with 8" Leads 

GE3014 Connector for Leads 

NP66086B Nameplate Clip 

Catalog Number 


Issued Jan. 1938 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


G-40* and S-42 — Cabinet Parts 


11X285 ■ 



■ 11/304 


•G-35 Cabinet has same replaceable parts as G-40 

Note: The accessories furnished depend on the unit used. 
Refer to the Accessories Section. 


11X12 Leg for G-40 and S-42 

11X264 Rubber Door Gasket Complete for G-40 and S-42 

11X267 Door Strip (Horizontal) for G-40 and S-42 

11X268 Door Strip (Vertical) for G-40 and S-42 

11X273 Door Jamb Strip (Horizontal) for G-40 and S-42 

11X274 Door Jamb Strip (Vertical) for G-40 and S-42 

11X279 Door Corner for G-40 and S-42 

11X282 Door Jamb Corner for G-40 and S-42 

11X285 Door Complete for G-40 and S-42 

11X292 Inner Liner for G-40 

11X304 Outer Door Panel for G-40 and S-42 

11X305 Inner Door Panel for G-40 and S-42 

11X311 Hinge for G-40 and S-42 

11X337 Hardware Screw for G-40 and S-42 

11X339 Door Strip Screw for G-40 and S-42 

11X340 Nameplate Screw for G-40 and S-42 

11X357 Upper Sponge Rubber Gasket for G-40 

11X358 Lower Sponge Rubber Gasket for G-40 

11X419 Strike (Left Hand) for G-40 and S-42 

11X523 Lower Sponge Rubber Gasket for S-42 

11X524 Inner Liner for S-42 

11X531 Straight Adjustable Shelf for S-42 

11X598 Adjustable Straight Shelf for G-40 

11X640 Special (New Unit Replacement) Shelf for G-40 

11X681 Upper Sponge Rubber Gasket for S-42 

11X792 Latch for G-40 and S-42 

11X811 Set of Insulation for G-40 and S-42. 

H13A52 Lower Sponge Rubber Gasket (S-42 with CA-1 or CK-1 
Unit) 

H13A105 Lower Sponge Rubber Gasket (G-35 or G-40 with 
CK-1 Unit) 

H14X46 Strike (Right Hand) for G-40 and S-42 
H17A66 Special Top Shelf (G-40 with DR-1E or F Unit) 
Replace Straight 

H17A67 Special Top Shelf (G-35 with DR-1E or F Unit) 
Replace Offset 

H17A68 Special Top Shelf (S-42 with CK-1, DR-1E or F Unit) 


SS-42 and S-44—Cabinet Parts 


11X282 

11X305 

11X279 

11X718 
11X719, 

11X531 

11X274 

IIX524> 

11X273 


11X285 



11X523 


1X267 


11X264 

11X268 
fl 1X716 
|l 1X7 17 

11X721 

11X304 

11X12 


11X12 

Leg 

11X264 

Rubber Door Gasket (4 Pieces) 

11X267 

Door Strip (Horizontal) 

11X268 

Door Strip (Vertical) 

11X273 

Door Jamb Strip (Horizontal) 

11X274 

Door Jamb Strip (Vertical) 

11X279 

Door Corner 

11X282 

Door Jamb Corner 

11X285 

Complete Door 

11X304 

Outer Door Panel 

11X305 

Inner Door Panel 

11X340 

Nameplate Screw 

11X523 

Sponge Gasket (Lower) 

11X524 

Inner Liner 

11X531 

Shelf (Adjustable) 

11X681 

Sponge Gasket (Upper) 

11X716 

Latch (Right Hand) 

11X717 

Latch (Left Hand) 

11X718 

Strike (Right Hand) 

11X719 

Strike (Left Hand) 

11X721 

Hinge 

11X785 

Door Strip Screw 

11X789 

Hardware Screw 

11X814 

Set of Insulation 

H13A52 

Lower Sponge Rubber Gasket (CA-1 or CK-1 Unit) 

H17A68 

Special Top Shelf (CK-1, DR-1E or F Unit) 

H18A104 

Tapping Strip for Hinge 

H18A105 

Tapping Strip for Latch 


Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 


Revised Mar. 1937 


Household Cabinet Parts—Page 19 











GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HX-47A and B — Cabinet Parts 



11X267 


H16A4 


11X279 


H1 5 A3 


H7A17 


HI A3 


H1A3 Leg 
H3A12 Inner Liner 
H5A12 Insulation (Set) 

H6A5 Door Complete 
H7A17 Outer Door Panel 

H10A8 Door Strip with Escutcheon Plate (Vertecal, 
Latch Side) 

H10A9 Door Jamb Strip (Vertical, Latch Side) 
H12A10 Hardware Screw (Except Strike) 

HI 3A31 Rubber Door Gasket 

H13A32 Gasket for Leg 

H13A33 Gasket for Inner Liner (Form A) 

H13A49 Gasket for Inner Liner (Form B) 

H14A3 Strike and Case 
H14A6 Case for Strike 
H14A8 Strike 
H15A3 Latch 

H15A4 Latch Bolt with Rivet 
H15A49 Latch Handle Spring 

* To use CK-1 Unit Replace with 11X531 Shelf, 
t Refer to Accessories Section for parts included. 


H15A54 Latch Handle Pin 

H16A4 Hinge 

H17A6* Shelf (Top Adjustable) 

H18A18 Washer for H20A15 Cap Screw 
H18A76 Shim for Latch 
H20A15 Cap Screw for Leg 
11X267 Door Strip (Horizontal) 

11X268 Door Strip (Vertical, Hinge Side) 

11X273 Door Jamb Strip (Horizontal) 

11X274 Door Jamb Strip (Vertical, Hinge Side) 
11X279 Door Corner 
11X282 Door Jamb Corner 
11X305 Inner Door Panel 

11X339 Screw for Door Strip, Door Jamb Strip 
or Strike 

11X340 Screw for Nameplate 
11X531 Shelf (Adjustable) 

58X23f Accessories 


Always Give Catalog Number 
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Name of Part 

| Cat. No. 

X-3A 

X-4A 

X-4B 

fAeqessories. 

A1R48 

A1R48 

A1R48 

Leg (11M"). 

H1A13 

H1A13 

H1A13 

Leg (8"). 

H1A14 

H1A14 

H1A14 

Inner Liner with Shelf Supports. 

H3A38 

H3A37 

H3A37 

Cabinet Insulation (Set). 

H5A77 

t 

t 

Insulation Filler Piece (Side)... 



H5A96 

Insulation Filler Piece (Bottom) 



H5A97 

Door Complete (Right Hand).. 

H6A45 

H6A43 

H6A43 

Door Complete (Left Hand). . . 

H6A46 

H6A44 

H6A44 

Outer Door Panel (Right-Hand 




Cabinet). 

H7A58 

H7A53 

H7A53 

Outer Door Panel (Left-Hand 




Cabinet). 

H7A59 

H7A54 

H7A54 

Inner Door Panel. 

H7A60 

H7A55 

H7A55 

Door Jamb Comer. 

H9A19 

H9A19 

H9A22 

Door Jamb Strip (Vertical).... 

*H10A61 

H10A59 

H10A74 

Door Jamb Strip (Horizontal).. 

H10A60 

H10A60 

H10A75 

Hinge Tapping Strip for Outer 




Case. 

H11A20 

H11A20 

H11A20 

Tapping Strip for Inner Liner 




(Horizontal). 

H11A51 

H11A51 

H11A51 

Tapping Strip for Inner Liner 




(Vertical). 

H11A57 

HUA52 

H11A52 

Tapping Strip for Outer Case 




(Horizontal). 

H11A53 

H11A53 

HUA53 

Tapping Strip for Outer Case 




(Vertical). 

H11A58 

HUA54 

H11A54 

Strike Tapping Strip. 

H11A55 

H11A55 

H11A55 


Name of Part 


Cat. No. 


X-3A 1 

X-4A 

X-4B 

Hinge Tapping Strip for Door.. 

H11A56 

H11A56 

H11A56 

Screw for Door Jamb Strip. . .. 

H12X2 

H12X2 

H12X2 

Gasket for Leg. 

H13A27 

H13A27 

H13A27 

Gasket for Door. 

H13A88 

H13A87 

H13A87 

Strike. 

H14A16 

H14A16 

H14A16 

Latch. 

H15A25 

H15A25 

H15A25 

Hinge. 

H16A20 

H16A20 

H16A20 

Cover for Hinge. 

H16A21 

H16A21 

H16A21 

Shelf. 

H17A47 

H17A47 

H17A47 

Shelf Support. 

H17A48 

H17A51 

H17A48 

H17A48 

Split Shelf (BackHaif). 

H17A59 

H17A59 

Split Shelf (Front Half). 


H17A61 

H17A61 

Washer for H20A15 Screw. 

Rivet for Outer Case Tapping 

H18A18 

H18A18 

H18A18 

Strip. 

Rivet for Inner Liner Tapping 

H18A92 

H18A92 

H18A92 

Strip. 

H20A4 

H20A4 

H20A4 

Cap Screw for Leg. 

H20A15 

H20A15 

H20A15 

Screw for Hinge. 

H20A47 

H20A47 

H20A47 

Screw for Strike. 

H20A67 

H20A67 

H20A67 

Screw for Latch. 

H20A68 

H20A68 

H20A68 

Shim for Strike. 

H20A69 

H20A69 

H20A69 

Shim for Latch. 

H20A70 

H20A70 

H20A70 

Screw for Inner Door Panel.... 

H20A71 

H20A71 

H20A71 

Washer for H20A71 Screw. 

Wood Screw for H11A56 Tap- 

H20A72 

H20A72 

H20A72 

ping Strip. 

1209 

: 1209 

1209 


* Order H10A61 for Latch Side and H10A62 for Hinge Side, 
t Refer to Accessories Section for parts included, 
t Use Kimsul. Cat. H5X20 covers 18' roll. 

H20A114 Set of Parts to change X-4A Cabinet to X-4B Cabinet 
(Consists of 2 each H10A74, H10A75, H5A96 and 1-H5A97, 4-H9A22, 12-H12X2) 


Alwavs Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


M-4A, M-4C—Cabinet Parts 


H9A23 



H10A77 


H13AJ06 


Name of Part 

Cat. No. 

M-4A 

M-4C 


A1R61 

A1R61 

Leg.. . . 

H1A13 

H1A13 


♦H3A48 

H3A52 

Cabinet Insulation (Set). 

H5A102 

H5A102 

Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet). 

Outer Door Panel (Right-Hand Cabinet) . 
Outer Door Panel (Left-Hand Cabinet)... 
Inner Door Panel. 

H6A65 

H6A66 

H7A83 

H7A84 

H7A85 

H6A65 

H6A66 

H7A83 

H7A84 

H7A85 

Door Jamb Corner. 

H9A22 

H9A22 

Door Corner. 

H9A23 

H9A23 

Door Jamb Strip (Vertical, Latch Side). . . 

H10A74 

H10A75 

H10A74 

H10A75 

Door Strip (Horizontal). 

H10A76 

H10A76 

Door Strip (Vertical). 

H10A77 

H10A77 

Door Jamb Strip (Vertical, Hinge Side, 
Right-Hand Cabinet). 

H10A84 

H10A84 

Door Jamb Strip (Vertical, Hinge Side, 
Left-Hand Cabinet). 

H10A85 

H10A85 

Tapping Strip for Hinge and Outer Case. . 

H11A20 

H11A47 

H11A20 

H11A47 

Tapping Strip for Inner Liner (Horizontal). 
Tapping Strip for Inner Liner (Vertical). . 
Tapping Strip for Outer Case (Horizontal). 
Tapping Strip for Outer Case (Vertical).. 
Tapping Strip for Strike and Outer Case. . 
Tapping Strip for Door (Inner, Horizontal) 
Tapping Strip for Door (Inner, Vertical).. 
Tapping Strip for Door (Outer, Horizontal) 
Tapping Strip for Door (Outer, Vertical).. 
Tapping Strip for Door and Latch. 

H11A51 

H11A52 

H11A53 

H11A54 

H11A60 

H11A61 

H11A62 

H11A63 

H11A64 

H11A65 

H11A51 

H11A52 

H11A53 

H11A54 

H11A60 

H11A61 

H11A62 

H11A63 

H11A64 

H11A65 

Screw for Door Jamb Strip or Door Strip. 
Gasket for Leg. 

H12X2 

H13A27 

H12X2 

H13A27 

Gasket for Plug Receptacle. 

H13A60 

H13A60 

Rubber Door Casket. 

H13A106 

H13A106 


Name of Part 

Cat. No. 

M-4A 

M-4C 

Rubber Rushing for Light Receptacle.... 


H13A142 

Strike. 

H14A18 

H14A18 

Latch (Right-Hand Cabinet). 

H15A33 

H15A33 

Latch (Left-Hand Cabinet). 

H15A34 

H15A34 

Escutcheon Plate for Latch. 

H15A35 

H15A35 

Hinge for use with Cover long. 

H16A15 

Cover for H16A15 Hinge. 

H16A16 


Hinge for use with Cover 3 -fa" long. 

Cover for H16A26 Hinge. 

H16A26 

H16A29 

H16A26 

H16A29 

Shelf (Middle or Top). 

H17A47 

H17A47 

Shelf Support. 

H17A48 

H17A48 

Shelf (Bottom, Rear). 

H17A59 

H17A61 

H17A59 

Shelf (Bottom, Front). 

H17A61 

Washer for H20A15 Screw. 

H18A18 

H18A18 

Momentary Contact Switch with Leads.. . 
Rivet for H11A20, H11A47, H11A60 or 
H11A65 Tapping Strips. 

H18A54 

H18A92 

H18A54 

H18A92 

Lamp Guard. 

H19A4 

H19A5 

Light Receptacle with Retaining Ring and 
Short Leads. 

H19A15 

Rivet for H11A51, H11A52, H11A53, 
H11A54, H11A63 or H11A64 Tapping 
Strips. 

H20A4 

H20A4 

Speed Nut for Light Receptacle. .. 

H20A8 

Retaining Washer for Plug Receptacle.... 
Lock Nut for Plug Receptacle. 

H20A9 

H20A10 

H20A9 

H20A10 

Cap Screw for Leg. 

H20A15 

H20A15 

Screw for Hinge. 

II20A47 

H20A47 

Screw for Latch or Strike. 

H20A67 

H20A67 

Shim for Strike. 

H20A119 

H20A119 

Plug Receptacle with Leads. . . 

49X542 

49X542 

Light Receptacle. 

49X863 

Retaining Ring for Light Receptacle. 

49X972 

Connector for Leads. 

GE3014 

GE3014 


t Refer to Accessories Section for parts included. 

* Superseded by H3A52 Inner Liner. Cat. H19A15 Lamp Receptacle and Cat. H13A142 Rubber Bushing must be used with H3A52 Liner. 


Always Give Catalog Number 
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Name of Part 


P-44E 


PS-45 


Aiumimim Top Panel (Right or Left). 


PS45-9 

Aluminum Top Panel (Front or Rear). 


PS45-10 

Front Panel. 

H8A17 

PS45-11 

Side Panel (Right). 

H8A18 

PS45-12 

Inner Liner. 

H3A1 

PS45-15 

Outer Door Panel. 

H7A1 

PS45-16 

Inner Door Panel. 

11X305 

PS45-17 

Shelf. 

11X531 


Metal Comer (Cabinet). 

PS45-20 

Metal Stile (Right Front). 

H18A10 

PS45-21 

Door Complete. 

H6A1 

PS45-24 

Shelf Lug. 

PS45-39 

Metal Stile (Left Front). 

H18A11 

PS45-40 

Metal Stile (Right Rear). 

PS45-41 

Metal Stile (Left Rear). 


PS45-42 

Side Panel (Left). 

Door Comer. 

H8A19 

11X279 

PS45-45 

PS45-46 

Door Jamb Corner. 

11X282 

PS45-47 

Leg. 

H1A1 

11X13 

Rubber Door Gasket (4 Pieces). 

11X264 

11X264 

Door Strip (Horizontal). 

11X267 

11X267 

Door Strip (Vertical). 

11X268 

11X268 

Door Jamb Strip (Horizontal). 

11X273 

11X274 

11X273 

11X274 

Latch (Right Hand). 

11X716 

11X716 


Name of Part 


P-44E 


Latch (Left Hand). 

Strike (Right Hand). 

Strike (Left Hand). 

Hinge. 

Hardware Screw. 

Sponge Rubber Gasket. 

Door Gasket (Vertical). 

Door Gasket (Horizontal)... 

Screw for Door and Door Jamb Strip and 

Bottom of Outer Panels. 

Screw for Metal Trim and Back of Side 


11X717 

11X718 

11X719 

11X721 

H12A3 

11X523 

H13A1 

11X799 

11X339 


PS-45 


11X717 

11X718 

11X719 

11X721 

11X789 

11X523 


Panels. 

Washer for Side Panel Screws. 

Cap Screw for Leg. 

Fiber Washer for H12A9 Cap Screw. 

Metal Washer for H12A9 Cap Screw. 

Spacer for Leg. . .). 

Washer for Hinge or Latch. 

Washer for Strike. 

Shim for-Hinge. 

Shim for Strike. 

Shim for Latch. 

Shim for Latch (Middle).. 

Screw for Nameplate and Top of Side Panel. 

Washer for H12A4 Screw. 

Rubber Seal Screw for Door Jamb Strip... . 


H12A8 

H18A19 

H12A9 

H18A17 

H18A18 

H18A9 

H18A4 

H18A5 

H18A6 

H18A7 

H18A8 

H18A30 

H12A4 

H18A28 

H13A2 


* PS-45 Cabinets made by Bohn—Serial Numbers 4B32.001 to 4B33,000 and by Seeger—Serial Numbers 4S22.001 to 4S23.000 
Note: Refer to last 3 pages of this section for Catalog Numbers for shelves. 

Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HT-47A and B—Cabinet Parts 



H8A33 

H8A36 

1 1X267 
H16A4 

11X279 

H7A11 

H15A3 

H10A8 

H6A9 

H1A1 


H1A1 Leg 
H3A12 Inner Liner 
H5A11 Insulation (Set) 

H6A9 Door Complete 

H7A11 Outer Door Panel 

H8A33 Top Front Panel 

H8A34 Bottom Front Panel 

H8A35* Front Vertical Panel (Latch Side) 

H8A36* Front Vertical Panel (Hinge Side) 

H9A8 Metal Trim 

H10A8 Door Strip with Escutcheon Plate (Ver¬ 
tical, Latch Side) 

H10A9 Door Jamb Strip (Vertical, Latch Side) 

H12A8 Screw for Panels 

H12A9 Cap Screw for Leg 

H12A10 Hardware Screw 

H12A14 Screw for Nameplate 

H13A31 Rubber Door Gasket 

H13A44 Gasket for Inner Liner (Form A) 

H13A47 Sponge Rubber Gasket for Side Panels 
H13A48 Sponge Rubber Gasket for Horizontal 
Panels 

H13A49 Gasket for Inner Liner (Form B) 

H14A5 Strike and Case 
H14A6 Case for Strike 
H14A7 Strike 
H15A3 Latch 

* Panels furnished with eight screw holes as standard equipment. 

order must read accordingly, 
t To use CK-1 Unit replace with 11X531 Shelf, 
f Refer to Accessories Section for parts included. 


H15A4 Latch Bolt with Rivet for H15A3 Latch 
H15A49 Latch Handle Spring 
H15A54 Latch Handle Pin 
H16A4 Hinge 

H17A6^ Shelf (Top Adjustable) 

H18A18 Washer for H12A9 Cap Screw 
H18A28 Washer for Nameplate Screw 
H18A38 Washer for Panel Screw 
H18A39 Shim for Hinge (Door) 

H18A40 Shim for Hinge (Cabinet) 

H18A41 Washer for Hinge 

H18A42 Washer for Latch 

H18A43 Washer for Leg 

H18A76 Shim for Latch 

H18A89 “A” Frame ior Outer Door Panel 

H18A92 Rivets for H18A89 Frame 

H18A93 Rubber Bushing for Hinge Hole 

11X267 Door Strip (Horizontal) 

11X268 Door Strip (Vertical, Hinge Side) 

11X273 Door Jamb Strip (Horizontal) 

11X274 Door Jamb Strip (Vertical, Hinge Side) 
11X279 Door Corner 
11X282 Door Jamb Corner 
11X305 Inner Door Panel 

11X339 Screw for Door or Door Jamb Strip 
11X531 Shelf (Adjustable) 

58X23 f Accessories 

Panels with six screw holes can be furnished. However, purchase 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY ■ : APPLIANCE AND MERCHANDISE DEPARTMENT 


E-5—Cabinet Parts 



AlR132t Accessories 

H17X6 

Shelf 

H1X1 

Leg 

H18A1 

Under Nut for Unit Case Screw 

H3X30 

Inner Liner 

H18A2 

Washer for Escutcheon Plate 

H4A11 

Unit Case Cover 

H18A3 

Washer for H12A2 Screw 

H5A17 

H5A18 

H6X9 

H7X4 

Cabinet Insulation (Set) 

Insulation for Top Cover 

Door Complete 

Outer Door Panel 

H18A18 

H18A19 

H18A48 

Washer for H20A15 Cap Screw 

Washer for H12A12 Screw 

Nut for 11X909 Screw 

H7X5 

Inner Door Panel 

H18A49 

Washer for 11X909 Screw 

H9X7 

Door and Door Jamb Corner 

H18A62 

Spring Clip for Cover 

H9X9 

Metal Trim 

H18X10 

Shim for Hinge (Cabinet) 

H10X15 

Door Strip (Horizontal) 

H18X11 

Shim for Hinge (Door) 

H10X16 

Door Strip (Vertical) 

H18X12 

Shim for Latch 

H10X17 

Door Jamb Strip (Horizontal) 

H18X13 

Shim for Strike 

H10X18 

Door Jamb Strip (Vertical) 

H18X15 

Nut and Washer for Unit Case Bolt 

H12A2 

Screw for Shelf Lug 

H18X16 

Ventilating Duct 

H12A12 

Screw for Ventilating Duct 

H19X1 

Escutcheon Plate (Non Defrost-off position on Right) 

H12X2 

Screw for Door or Door Jamb Strip 

H20A15 

Cap Screw for Leg 

H12X6 

Bolt for holding down Unit Case Cover 

H22A9 

Acoustic Insulation for Front of Unit Case 

H13A1 

Rubber Door Gasket (Vertical) 

H22A10 

Acoustic Insulation for Left Side of Unit Case 

H13A22 

Gasket for Inner Liner 

H22A11 

Acoustic Insulation for Right Side of Unit Case 

H13X3 

Sponge Gasket for Unit Case 

H22A12 

Acoustic Insulation for Ventilating Duct 

H13X4 

Gasket for Unit Case 

H22X1 

Unit Case 

H14X5 

Strike (Right) 

11X264 

Rubber Door Gasket Complete 

H14X6 

Strike (Left) 

11X340 

Screw for Clip 

H15X5 

Latch (Right) 

11X789 

Hardware Screw 

H15X6 

Latch (Left) 

11X799 

Rubber Door Gasket (Horizontal) 

H16X3 

Hinge 

11X909 

Screw for Escutcheon Plate 

H17A1 

Shelf Support 

NP63468 

Escutcheon Plate (Non Defrost-off position on Left) 


t Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HE-5A—Cabinet Parts 



H4A12 

(NP5771 2 
NP57755 
[NP62638 

H10A13 

H9X7 

H10A14 

H7A9 

H14A2 

H16A2 

H13A46 

H6A8 


AlRllt 

Accessories 

H15A2 

Latch 

H1XI 

Leg 

H16A2 

Hinge 

H3A15 

Tuner Liner with Shelf Supports 

H17A1 

Shelf Support (Straight) 

H4A12 

Cover for Cabinet 

H17A3 

Shelf Support (Headed) 

H5A19 

Cabinet Insulation (Set) 

H17A11 

Shelf (Center or Lower) 

H5A20 

Insulation for Top Cover 

H17A12 

Shelf (Top) 

H6A8 

Door Complete 

H18A2 

Washer for Escutcheon Plate 

H7A9 

Outer Door Panel 

H18A3 

Washer for H12A2 Screw 

H7A10 

Inner Door Panel 

H18A18 

Washer for H20A15 Cap Screw 

H9X7 

Door Corner or Door Jamb Corner 

H18A19 

Washer for H12A12 Screw 

H10A13 

Door Strip (Horizontal) 

HI8A34 

Nut for Latch Screw 

H10A14 

Door Strip (Vertical) 

HI8A48 

Nut for 11X909 Screw 

H10A15 

Door Jamb Strip (Horizontal) 

H18A49 

Washer for 11X909 Screw 

H10A16 

Door Jamb Strip (Vertical) 

H18A56 

Support for Unit 

H12A2 

Screw for Shelf Support 

H18A62 

Spring Clip for Cover 

H12A10 

Hardware Screw 

H18A78 

Ventilating Duct 

H12A12 

Screw for Ventilating Duct 

H20A15 

Cap Screw for Leg 

H12X2 

Screw for Door Strip or Door Jamb Strip 

H22A13 

Acoustic Insulation Vent. Duct (Small) 

H13A27 

Gasket for Leg 

H22A14 

Acoustic Insulation Vent. Duct (Large) 

HI3A29 

Gasket for Unit Support 

H22A15 

Acoustic Insulation Unit Case (Front) 

H13A38 

Gasket for Strike Cover and Door 

H22A16 

Acoustic Insulation Unit Case Side (Right or Left) 

H13A39 

Side Gasket for Cover 

11X340 

Screw for H18A62 Clip 

H13A42 

Gasket for Inner Liner 

11X909 

Screw for Escutcheon Plate 

H13A45 

Top Gasket for Cover 

NP57712 

Escutcheon Plate (Non-Defrost, off position at top) 

H13A46 

Rubber Door Gasket 

NP57755 

Escutcheon Plate (Defrost) 

H14A2 

Strike 

NP62638 

Escutcheon Plate (Non-Defrost.off position at bottom) 


t Refer to Accessories Section for parts included. 


Always Give Catalog Number 
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F-5A—Cabinet Parts 


AlR26t 

C20A81 

C20A82 

C20A83 

C20A86 

H3A19 

H3A20 

H3A29 

H4A18 

H5A35 

H5A36 

H5A37* 

H5A38 

H5A68 

H6A16 

H6A17 

H7A18 

H7A44 

H7A45 

H7A57* 

H9A10 

H9A13 

H10A27 

H10A28 

H10A29 

H10A30 

H10A31 

H10A32 

H11A11 

H11A12 

H11A13 

H11A14 

H11A15 

H11A16 

H11A17 

H11A18 

H11A19 

H11A20 

H11A47 

H12A2 

H12A3 

H12A4 

H12A8 

H12A12 

H12X2 

H13A59 

H13A63 

H13A64* 

H13A65 

H13A157 

H14A13 

H15A9 

H15A10 

H15A11 

H15A23 

H15A26 

H15A27 

H15A44 

H16A11 

H16A12 

H17A1 



H13A157 


H4A18 

NP59179B 

/H6A16 
\ H7A44 

H15A10 

H15A9 

H16A11 

H16A12 


H7A57 


H28A1 


Accessories 

Screw Fastening Evaporator to Inner Liner Cover 
Rubber Gasket between Inner Liner Cover and Washer 
Washer for C20A81 Screw 

Spacer between Evaporator and Inner Liner Cover 
Inner Liner with Shelf Supports 
Inner Liner Cover 

Special Liner Cover (CM-S2 Unit Replacement) 

Cabinet Cover 
Cabinet Insulation (Set) 

Insulation for Inner Liner Cover 

Insulation for H7A21 Refrigerating Machine Compartment Panel 
Insulation for Refrigerating Machine Compartment 
Insulation for H7A57 Refrigerating Machine Compartment Panel 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Panel with Catches for Refrigerating Machine Compartment 
Door Corner 
Door Jamb Corner 
Door Strip (Horizontal) 

Door Strip (Hinge Side) 

Door Strip (Latch Side) 

Door Jamb Strip (Horizontal) 

Door Jamb Strip (Latch Side) 

Door Jamb Strip (Hinge Side) 

Tapping Strip (Vertictd) for Outer Case 
Tapping Strip (Horizontal) for Outer Case 
Tapping Strip (Vertical) for Inner Liner 
Tapping Strip (Horizontal) for Inner Liner 
Tapping Strip for Door (Outer, Latch Side) 

Tapping Strip for Door (Outer, Hinge 8ide) 

Tapping Strip for Door (Outer, Horizontal) 

Tapping Strip for Door (Inner, Vertical) 

Tapping Strip for Door (Inner, Horizontal) 

Hinge Tapping Strip for Outer Casing 
Hinge Tapping Strip for Door 
Screw for Shell Support 
Screw for Hinge 

Screw for Sealing Cup and Gasket 
Screw for H20A21 Spring 

Screw for H20A14 or H20A17 Clip or Tubing Channel 
Screw for Door Strip or Door Jamb Strip 
Gasket for Sealing Cup 

Gasket between H15A10 Plate and Outer Door Panel 
Rubber Door Gasket for H7A21 Refrigerating Machine Com¬ 
partment Panel 

Soft Rubber Gasket for H4A18 Cover 
Rubber Door Gasket for Cabinet 
Strike 

latch Handle 

Escutcheon Plate for Latch Handle 
Escutcheon Plate for Latch Bolt (Old Style) 

Thimble for Letch Handle Grip 

Latch Case with Bolt and Swing, Gasket and Nut 

Escutcheon Plate for Latch Bolt (New Style) 

Spring for Latch Case 
Huge 

Cover for Hinge 
Shelf Support (Straight) 


H17A3 

H17A20 

H17A21 

H17A22 

H17A73 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A4 

H20A4 

H20A6 

H20A8 

H20A13 

H20A14 

H20A15 

H20A16 

H20A18 

H20A20 

H20A21 

H20A22 

H20A23 

H20A24 

H20A46 

H20A61 

H20A66 

H20A177J 

H23A24 

H23A26 

H23A27 

H23A31 

H23A32 

H23A33 

H23A34 

H23A35 

H23A36 

H23A37 

H23A38 

H23A39 

H27A1 

H28A1 

H29A1 

H29A4 

13919 

14239 

153179 

153998 

160936 

179789 

465012 

1480733 

1X452 

6X814 

11X339 

29X705 

49X789 

64X973 

64X974 

64X975 

NP59179B 


Shelf Support (Headed) 

Shelf (Top) 

Shelf (First from Top) 

Shelf (Bottom, or First from Bottom) 

Special Top Shelf (with CF-1 Unit) 

Fiber Washer (H" O.D.) for H12A2 or H20A16 Screw 

Washer for H20A22 Cap Screw 

Washer for H20A15 Cap Screw 

Momentary Contact Switch with Leads 

Rivet for Hinge Plate 

Lamp Guard 

Rivet for Tapping Strip 

Screw for Nameplate Clip 

Speed Nut for 49X563 Receptacle 

Clip for Skirt and Base 

Clip for Cover (Front) 

Cap Screw Fastening Refrigerating Machine Base to Cabinet Base 
Screw Fastening Inner Liner Cover to Inner Liner 
Clip for Cover (Back) 

Rubber Spacer for Channel 

Spring for Cabinet Door 

Cap Screw for Fastening Cabinet to Base 

Shim for Cabinet Base 

Support for H20A23 Shim 

Clamp for Tubing 

Spring Clip for Refrigerating Machine Compartment Panel 

Screw for Latch Handle Thimble 

Set of Parts for Installing CF-1 Unit 

Sealing Cup with Connecting Rod 

Strike Case with Plunger (Right-Hand Cabinet) 

Strike Case with Plunger (Left-Hand Cabinet) 

Foot Pedal Door Opener (Right-Hand Cabinet) 

Foot Pedal Door Opener (Left-Hand Cabinet) 

Foot Pedal with Bracket and Hinge Pin (Right-Hand Cabinet) 
Foot Pedal with Bracket and Hinge Pin (Left-Hand Cabinet) 
Rubber Boot for Foot Pedal 

Connecting Rod between Foot Pedal and Turnbuckle 

Connecting Rod between Gland and Turnbuckle 

Connecting Rod between Sealing Cup and Plunger Rod 

Turnbuckle for Connecting Rods 

Base for Cabinet and Refrigerating Machine 

Skirt for Base 

Channel for Tubing (Full Length) 

Channel for Tubing (Short) 

Nut for C20A81 Screw 
Cotter Pin for Foot Pedal and Rod 
Fiber Washer («" O.D.) for H20A16 Screw 
Screw for Tube Seal 

Cap Screw for Fastening Foot Pedal Bracket to Base 

Washer for H12A12 Screw 

Steel Washer for H20A16 Screw 

Nut for H20A22 Cap Screw 

Nut for H20A16 Screw 

Lock washer for 13919 Nut 

Screw for Latch Bolt Escutcheon Plate, Strike or Clip for Skirt 

Nut for 153998 Screw 

Light Receptacle with Leads 

Check Nut for Turnbuckle (Left-Hand Thread) 

Check Nut for Turnbuckle (Right-Hand Thread) 

Screw for Spacer 
Clip for Nameplate 


* H6A18 Door or H7A21 Door Panel, as originally furnished on cabinet, no longer available. t Refer to Accessories Section for parts included, 
t Refer to Installation and Service Material Section for items in this set of parts. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


KF-5A—Cabinet Parts 


H4A18 

H9A13 

H3A81 

H9A10 


H10A29 


-NP59179B 

-H16A16 



H28A1 


AlR44f 

C20A81 

C20A82 

C20A83 

H3A28 

H3A81* 

H4A18 

H5A68 

H5A69 

H5A70 

H5X20 

H6A16 

H6A17 

H7A18 

H7A44 

H7A45 

H7A57 

H9A10 

H9A13 

H10A28 

H10A29 

H10A30 

H10A31 

H10A33 

H10A58 

H11A11 

H11A12 

H11A13 

H11A14 

H11A15 

H11A16 

H11A17 

H11A18 

H11A19 

H11A20 

H11A47 

H12A2 

H12X2 

H13A59 

H13A63 

H13A65 

H13A157 

H14A13 

H15A9 

H15A10 

H15A11 

H15A20 

H15A24 

H15A26 

H15A27 

H15A44 

H16A15 

H16A16 

H17A1 

H17A3 

H17A42 

H17A43 


Accessories 

Screw fastening Evaporator to Inner Liner Cover 

Rubber Washer between Inner Liner Cover and Washer 

Washer for C20A81 Screw 

Inner liner Cover 

Inner Liner with Shelf Supports 

Cabinet Cover 

Insulation for Unit Compartment Door 
Insulation for Refrigerating Machine Compartment 
Insulation between Inner Liner Cover and Cabinet Cover 
Cabinet Insulation (Kimsul, 18' roll) 

Door for Right-Hand Cabinet 
Door for Left-Hand Cabinet 
Inner Cabinet Door Panel 

Outer Cabinet Door Panel (Right-Hand Cabinet) 

Outer Cabinet Door Panel (Left-Hand Cabinet) 

Door Panel with Catches for Refrigerating Machine Compartment 

Door Comer 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side) 

Door Jamb Strip (Horizontal) 

Door Jamb Strip (Vertical, Latch Side) 

Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Door (Outer, Latch Side) 

Tapping Strip for Door (Outer, Hinge Side) 

Tapping Strip for Door (Outer, Horizontal) 

Tapping Strip for Door (Inner, Vertical) 

Tapping Strip for Door (Inner, Horizontal) 

Hinge Tapping Strip for Outer Case 

Hinge Tapping Strip for Door 

Screw for Shelf Support 

Screw for Door Strip or Door Jamb Strip 

Gasket for Sealing Cup 

Gasket between H15A10 Plate and Outer Door Panel 
Rubber Gasket for H4A18 Cover 
Rubber Gasket for Cabinet Door 
Strike 

Latch Handle 

Escutcheon Plate for latch Handle 
Escutcheon Plate for Latch Bolt (Old Style) 

T himb le for Latch Handle Grip 
Latch Handle Grip 

Latch Case with Bolt and Spring, Gasket and Nut 
Escutcheon Plate for Latch Bolt (New Style) 

Spring for Latch Case 
Hinge 

Cover for Hinge 
Shelf Support (Straight) 

Shelf Support (Headed) 

Shelf (Top) 

Shelf (First from Top) 


H17A44 Shelf (Bottom, or First from Bottom) 

H18A3 Fiber Washer {W' O.D.) for H20A16 or H12A2 Screw 

H18A18 Small Washer for H20A15 or 106775 Screw 

H18A22 Large Washer for H20A15 Screw 

H18A54 Momentary Contact Switch with Leads 

H18A92 Rivet for Hinge Tapping Strip 

H19A4 Lamp Guard 

H20A4 Rivet for Tapping Strip 

H20A6 Screw for Nameplate Clip 

H20A8 Speed Nut for 49X563 Receptacle 

H20A13 Cup for Skirt 

H20A14 Clip for Cover (Front) 

H20A15 Cap Screw fastening Cabinet to Base 

H20A16 Screw fastening Inner Liner Cover to Inner Liner 

H20A18 Clip for Cover (Back) 

H20A20 Rubber Spacer for Channel 

H20A46 Clamp for Tubing 

H20A47 Screw for Hinge 

H20A57 Spring for Cabinet Door 

H20A59 Spacer between Evaporator and Inner Liner Cover 
H20A60 Screw for Clip 

H20A61 Spring Clip for Refrigerating Machine Compartment Panel 

H20A62 Screw fastening Rubber Spacer to Channel 

H20A64 Screw for Latch Handle Thimble 

H23A24 Sealing Cup with Connecting Rod 

H23A26 Strike Case with Plunger (Right-Hand Cabinet) 

H23A27 Strike Case with Plunger (Left-Hand Cabinet) 

H23A31 Foot Pedal Door Opener (Right-Hand Cabinet) 

H23A32 Foot Pedal Door Opener (Left-Hand Cabinet) 

H23A33 Foot Pedal with Bracket and Hinge Pin (Right-Hand Cabinet) 

H23A34 Foot Pedal with Bracket and Hinge Pin (Left-Hand Cabinet) 

H23A35 Rubber Boot for Foot Pedal 

H23A36 Connecting Rod between Foot Pedal and Turnbuckle 
H23A37 Connecting Rod between Gland and Turnbuckle 
H23A38 Connecting Rod between Sealing Cup and Plunger Rod 
H23A39 Turnbuckle for Connecting Rods 

H27A9 Base for Cabinet and Refrigerating Machine (Right-Hand Cabinet) 

H27A10 Base for Cabinet and Refrigerating Machine (Left-Hand Cabinet) 

H28A1 Skirt for Base 

H29A4 Channel for Tubing 

13919 Nut for C20A81 Screw 

14239 Cotter Pin for Foot Pedal and Rod 

106775 Cap Screw fastening Refrigerating Machine Base to Cabinet Base 
153179 Fiber Washer ($4"O.D.) for H20A16 Screw 
153998 Screw for Tube Seal 

160936 Cap Screw fastening Foot Pedal Bracket to Base 
179789 Washer for H20A60 Screw 

465012 Steel Washer for H20A16 Screw 

1X452 Nut for H20A16 Screw 

6X737 Cap Screw fastening Base Back Plate to Base and for H20A13 Clip 

6X814 Lockwasher for 13919 Nut 

11X339 Screw for Latch Bolt Escutcheon Plate or Strike 

29X705 Nut for 153998 Screw 

49X789 Light Receptacle with Leads _ _ 

64X973 Check Nut for Turnbuckle (Left-Hand Thread) 

64X974 Check Nut for Turnbuckle (Right-Hand Thread) 

NP59179B Clip for Nameplate 


* When ordering specify for KF-5A Cabinet and one H19A15 Light Receptacle with Retaining Ring and short leads and one H13A142 Rubber Bushing 
be furnished, no charge. 

f Refer to Accessories Section for parta included. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


K-5A, K-5B, KT-5A and KT-5B—Cabinet Parts 


H4A18^ 
H4A23/ 
H9A13 
H3A81 
H9A10 


H10A30 


H10A29 


H23A35 


NP59179B 

H16A16 



H13A157 

JH7A46 

\H7A57 


H28A1 



Cat 

No. 

Name of Part 

K-5A 

K-5B 

KT-5A 

KT-5B 


A1R44 

A1R44 


A1R50 

A1R50 


H3A81 

H3A81 


H4A18 

H4A23 


H5A68 

H5A68 

Insulation for Refrigerating Machine Compartment.. 
Insulationbetweenlnner Liner Cover and Cabinet Cover 

H5A69 

HSA72 

H5X20 

H5A69 

H5A72 

HSX20 


H6A16 

H6A57 


H6A17 

H6A58 


H7A18 

H7A18 

Outer Cabinet Door Panel ( Right-Hand Cabinet). . . 
Outer Cabinet Door Panel (Left-Hand Cabinet).... 
Door Panel with Catches for Unit Compartment Door 

H7A44 

H7A45 

H7A57 

H9A10 

H7A71 

H7A72 

H7A46 

H9A10 


H9A13 

H9A13 


H10A21 

H10A28 


H10A29 

H10A29 


H10A30 

H10A30 


H10A31 

H10A31 


H10A33 

H10A33 


H10A58 

H10A58 


H11A11 

H11A11 


H11A12 

H11A12 


H11A13 

H11A13 


H11A14 

H11A14 


H11A15 

H11A15 


H11A16 

H11A16 


H11A17 

H11A17 


H11A18 

H11A18 


H11A19 

H11A19 


H11A20 

H11A20 


H11A47 

H11A47 


H11A49 

H11A49 


H12A2 

H12A2 

Screw for Door Stnp, Door Jamb Strip, or Inner Liner 

H12X2 

H12X2 


H13A59 

H13A59 

Gasket between H15A10 Plate and Outer Door Panel. 

H13A63 

H13A65 

H13A63 

H13A65 


H13A83 


H13A157 

H13A157 


H14A13 

H14A13 


H15A9 

H15A9 


H15A10 

H15A10 


H15A11 

H15A11 


H15A20 

H15A20 


H15A24 

H15A24 

Latch Case with bolt and Spring, Gasket and Nut. . 

Escutcheon Plate for Latch Bolt (New Style). 

Spring for Latch Case. 

H15A26 

H15A27 

H15A44 

H16A15 

H15A26 

H15A27 

H15A44 

H16A15 


H16A16 

H16A16 


H17A1 

H17A1 


H17A3 

H17A3 

Shelf (Ton). . 

H17A42 

H17A42 


H17A43 

H17A43 


H17A44 

H18A3 

H17A44 

H18A3 



Cat. No. 

Name of Part 

K-5A 

K-5B 

KT-5A 

KT-5B 


H18A22 

H18A22 


H18A54 

H18A54 


H18A92 

H18A92 


H19A4 

H19A4 


H20A4 

H20A4 


H20A6 

H20A6 


H20A8 

H20A8 

Clip for Skirt.. 

H20A13 

H20A14 

H20A13 

H20A14 


H20A15 

H20A15 


H20A18 

H20A18 


H20A47 

H20A47 


H20A56 


H20A57 

H20A57 


H20A60 

H20A60 


H20A61 

H20A61 

Bottom Screw fastening Condenser Unit to Cabinet. . 

H20A62 

H20A63 

H20A62 

H20A63 


H20A64 

H20A64 


H20A74 

H20A74 


H20A75 

H20A75 


H20A98 

H20A98 


H20A110 

H20A110 


H23A24 

H23A24 

Strike Case with Plunger (Right-Hand Cabinet).... 

H23A26 

H23A27 

H23A26 

H23A27 

Foot Pedal Door Opener (Right-Hand Cabinet). 

H23A31 

H23A32 

H23A31 

H23A32 

Foot Pedal with Bracket and Hinge Pin (Right-Hand 

H23A33 

H23A33 

Foot Pedal with Bracket and Hinge Pin (Left-Hand 

H23A34 

H23A34 


H23A35 

H23A35 

Connecting Rod between Foot Pedal and Turnbuckle 
Connecting Rod between Gland and Turnbuckle. . . . 
Connecting Rod between Sealing Cup and Plunger Rod 

H23A36 

H23A37 

H23A38 

H23A39 

H23A36 

H23A37 

H23A38 

H23A39 

Base for Cabinet and Refrigerating Machine (Right- 

H27A9 

H27A9 

Base for Cabinet and Refrigerating Machine (Left- 

H27A10 

H27A10 


H28A1 

H28A1 


14239 

14239 

Cap Screw fastening Refrigerating Machine Base to 

106775 

106775 

Top Screw fastening Condenser Unit to Cabinet. . . . 

128617 

153609 

128617 

153609 


153998 

153998 

Cap Screw fastening Foot Pedal Bracket to Base... . 

160936 

179789 

160936 

179789 

Cap Screw fastening Base Back Plate to Base and for 
H20A13 Clip. 

6X737 

6X737 

Screw for Latch Bolt Escutcheon Plate or Strike. . . . 

11X339 

29X705 

11X339 

29X705 


49X789 

49X789 

Check Nut for Turnbuckle (Left-Hand Thread). 

Check Nut for Turnbuckle (Right-Hand Thread).. . 
Clip for Nameplate. 

64X973 

64X974 

NP59179B 

64X973 

64X974 

NP59179B 


* When ordering specify for K-5A, K.-5B, KT-5A, KT-5B Cabinets and one H19A15 Light Receptacle with Retaining Ring and short leads and one H13A142 
Rubber Bushing will be furnished, no charge, 
f Refer to Accessories Section for parts included. 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


V-5A, V-5C—Cabinet Parts 


H4A18 

H10A30 
H10A31 
HI 2X2 
H17A21 

H14A13 

H23A26 

H17A22 

H3A81 

H9A13 
H10A30 

H9A10 

H13A157 


H23A35 



NP62762B 
/HI 6 A16 
\H16A29 
JH6A62 
\H7A80 

HI 2X2 

H15A27 

H15A26 

H15A31 

H15A29 

H15A30 

JH16A15 

\H16A26 


H10A29 


H7A82 

H20A13 


H28A12 


Name of Part 


tAccessories. 

Inner Liner with Shelf Supports. 

Cabinet Cover.. . .. 

Insulation for Refrigerating Machine Compart¬ 
ment Door. 

Insulation between Top Cover and Liner Cover. . 
Insulation for Refrigerating Machine Compart¬ 
ment (Side)... 

Cabinet Insulation (Kimsul, 18' roll). 

Door for Cabinet (Right Hand). 

Door for Cabinet (Left Hand). 

Inner Cabinet Door Panel. 

Outer Cabinet Door Panel (Right Hand). 

Outer Cabinet Door Panel (Left Hand). 

Door Panel with Catches for Refrigerating 

Machine Compartment. 

Door Corner. 

Door Jamb Corner. 

Door Strip (Horizontal) . . . . .^. 

Door Strip (Vertical, Hinge Side). 

Door Strip (Vertical, Latch Side). 

Door Jamb Strip (Horizontal). 

Door Jamb Strip (Vertical, Latch Side). 

Door Jamb Strip (Vertical, Hinge Side for use 

with Door Spring). 

Door Jamb Strip (Vertical, Hinge Side, Right- 

Hand Cabinet without Door Spring). 

Door Jamb Strip (Vertical, Hinge Side, Left- 

Hand Cabinet without Door Spring). 

Tapping Strip for Outer Case (Vertical). 

Tapping Strip for Outer Case (Horizontal). 

Tapping Strip for Inner Liner (Vertical). 

Tapping Strip for Inner Liner (Horizontal). 

Tapping Strip for Door (Outer Vertical, l^atch 

Side).. .. 

Tapping Strip for Door (Outer Vertical, Hinge 

Side).. 

Tapping Strip for Door (Outer, Horizontal). 

Tapping Strip for Door (Inner, Vertical). 

Tapping Strip for Door (Inner, Horizontal). 

Tapping Strip for Hinge and Outer Case. 

lapping Strip for Hinge and Door. 

Tapping Strip for Inner Liner Cover. 

Tapping Strip for Outer Case and Condenser Screw 

Screw for Shelf Support. 

Screw for Door Strip, Door Jamb Strip or Inner 

Liner Cover.... 

Gasket for Sealing Cup. 

Gasket for H4A18 Top Cover. . . .. 

Gasket for Latch Handle EscuLcheon Plate and 

Outer Door Panel. 

Rubber^ushin^fo^Light^e^ptacle^^^^^ 


Cat. 


V-5A 


A1R54 

JH3A81 

H4A18 

H5A99 

H5A141 

H5A101 

H5X20 

H6A62 

H6A63 

H7A18 

H7A80 

H7A81 

H7A82 

H9A10 

H9A13 

H10A27 

H10A28 

H10A29 

H10A30 

H10A31 

H10A58 

H10A78 

H10A79 

H11A11 

H11A12 

H11A13 

H11A14 

H11A15 

H11A16 

H11A17 

H11A18 

H11A19 

H11A20 

H11A47 

H11A49 

H11A59 

H12A2 

H12X2 

H13A59 

H13A65 

H13A104 


No. 


V-5C 


A1R54 

H3A81 

H4A18 

H5A99 

H5A141 

H5A101 

H5X20 

H6A62 

H6A63 

H7A18 

H7A80 

H7A81 

H7A82 

H9A10 

H9A13 

H10A27 

H10A28 

H10A29 

H;0A30 

H10A3L 


H10A78 

H10A79 

H11A11 

H1LA12 

H11A13 

H11A14 

H11A15 

H11A16 

H11A17 

H11A18 

H11AL9 

H11A20 

H11A47 

H11A49 

H11A59 

H12A2 

H12X2 

H13A59 

H13A65 

H13A104 

H13A142 


Name of Part 


Cat. No. 


Gasket for H20A137 Catch. 

Rubber Gasket for Cabinet Door. 

Strike. ; . 

Latch Case with Bolt and Spring, Gasket and Nut 

Escutcheon Plate for Latch Bolt. 

Latch Handle with Trim. 

Trim for Latch Handle. 

Escutcheon Plate for Latch Handle. 

Nut fastening Handle to Latch. 

Spring for Latch Case. 

Hinge for use with Cover 3%" long. 

Cover for H16A15 Hinge. 

Hinge for use with Cover 3^" long. 

Opening Spring Cartridge for Hinge. 

Retarding Spring Cartridge for Hinge. 

Cover for H16A26 Hinge. 

Shelf Support (Straight). 

Shelf Support (Headed). 

Shelf (Small). 

Shelf (Large. Upper). 

Shelf (Middle or Bottom). 

Washer for H12A2 Screw. 

Washer for 279364 Screw. 

Washer for H20A15. 106775 or 153609 Screws. . . 

Momentary Contact Switch with Leads. 

Rivet for H11A20 or H11A47 Tapping Strips. . . 

Lamp Guard. 

Spring for HI8A54 Switch.. 

Light Receptacle with Retaining Ring and Short 

Lends. 

Rivet for HllAll. H11A12. H11A13, H11A14, 
HI 1A15, H11A16 or H11A17 Tapping Strips. 

Screw for Nameplate Clip. 

Speed Nut for 49X789 Receptacle. 

Clip for Skirt. 

Clip for Top Cover (Front). 

Cap Screw fastening Cabinet to Base or Foot 

Pedal Bracket to Base. 

Clip for Top Cover (Back). 

Screw for Hinge. 

Screw forHl3A59 Gasket. 

Door Spring. 

Screw for H20A14. H20A18 or H20A61 Clips.. . . 
Spring Clip for Refrigerating Machine Com¬ 
partment Panel. 

Fiber Washer for H12X2 Liner Cover Screw.... 
Rubber Washer for H12X2 Liner Cover Screw . . 

Tray Lifter Hook. 

Plug for Inner Liner Cover. 

Washer for H20A6 Screw. 

Lock washer for H15A32 Nut. 

Rivet for H11A59 Tapping Strip. 

Catch for Refrigerating Machine Compartment 

Panel. 

Washer for 11X339 Screw. 

Sealing Cup with Connecting Rod. 

Strike Case with Plunger (Right-Hand Cabinet). 
Strike Case with Plunger (Left-Hand Cabinet). 
Foot Pedal Door Opener (Right-Hand Cabinet). 
Foot Pedal Door Opener (Left-Hand Cabinet).. . 
Foot Pedal with Bracket and Hinge Pin (Right- 

Hand Cabinet). 

Foot Pedal with Bracket and Hinge Pin (Left- 

Hand Cabinet). 

Rubber Boot for Fool Pedal.. 

Connecting Rod beLween Foot Pedal and Turn- 

buckle. 

Connecting Rod between Gland and Turnbuckle 
Connecting Rod between Sealing Cup and 

Plunger Rod. 

Turnbuckle for Connecting Rod. 

Base for Cabinet and Refrigerating Machine. . . . 

SkirL for Base (Right Hand). 

Skirt for Base (Left Hand). 

Cotter Pin for Foot Pedal and Rod. 

Cap Screw fastening Refrigerating Machine to 

Base. 

Cap Screw fastening Condenser to Base. 

Screw for Tithe Seal 

Washer for 69X893 or 11X339 Screw '(%” O.D.j! 

Nut for 106775 or 279364 Screws. 

Washer for 153998 Screw. 

Cap Screw for Base Back Piece. 

Lock washer for Screw fastening Foot Pedal 

Bracket to Base. 

Screw for H15A31. H14A13. H20A13, H23A26, 

H23A27 or H20A137. 

Nut for 153998 Screw. 

Light RecepLacle wiLh Leads. 

Retaining fling for Light Receptacle. 

Lock washer for 11X339 Screw. 

Check Nut for Turnbuckle (Left-Hand Thread). 
Check NuL for Turnbuckle (Right-Hand Thread) 

Screw fastening Condenser to Cabinet. 

Connector for Leads. 

Clip for Nameplate. 


V-5A 


H13A146 

H13A157 

H14A13 

H15A26 

H15A27 

H15A29 

H15A30 

H15A31 

H15A32 

H15A44 

H16A15 

H16A16 

H16A26 

H16A27 

H16A28 

H16A29 

H17A1 

H17A3 

H17A20 

H17A21 

H17A22 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A4 


H20A4 

H20A6 

H20A8 

H20A13 

H20A14 

H20A15 

H20A18 

H20A47 

H20A48 

H20A57 

H20A60 

H20A61 

H20A74 

H20A75 

H20A98 

H20A110 

H20A116 

H20A117 

H20A118 

*H20A137 

♦H20A138 

H23A24 

H23A26 

H23A27 

H23A31 

H23A32 

H23A33 

H23A34 

H23A35 

H23A36 

H23A37 

H23A38 

H23A39 

H27A14 

H28A12 

H28A13 

14239 

106775 

153609 

153998 

165736 

177811 

179789 

279364 

6X814 

*11X339 

29X705 

49X789 


*58X310 

64X973 

64X974 

69X893 

GE3014 

NP62762B 


V-5C 


H13A146 

H13A157 

H14A13 

H15A26 

H15A27 

H15A29 

H15A30 

H15A31 

H15A32 

H15A44 


H16A26 

H16A27 

H16A28 

H16A29 

H17A1 

H17A3 

H17A20 

H17A21 

H17A22 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A5 

H19A6 

H19A15 

H20A4 

H20A6 


H20A13 

H20A14 

H20A15 

H20A18 

H20A47 

H20A48 


H20A60 

H20A61 

H20A74 

H20A75 

H20A98 

H20A110 


H20A117 

H20A118 

H20A137 

H20A138 

H23A24 

H23A26 

H23A27 

H23A31 

H23A32 

H23A33 

H23A34 

H23A35 

H23A36 

H23A37 

H23A38 

H23A39 

H27A14 

H28A12 

H28A13 

14239 

106775 


153998 

165736 

177811 


6X814 

11X339 

29X705 


49X972 

58X310 

64X973 

64X974 

69X893 

GE3014 

NP62762B 


* On first production the Catch for Refrigerating Machine Compartment Door was welded in position but later fastened to the door with screws. 

X When ordering specify for V-5A Cabinet and one H19A15 Light Receptacle with Retaining Ring and short leads and one H13A142 Rubber Bushing will be 
furnished, no charge. 

t Refer to Accessories SecLion for parts included. 

Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


B-5-37A—Cabinet Parts 


H4A36 


H13A157- 


H13A158 



-H6A111 


H28A24 


AlR76f 

H3A81 

H4A36 

H5A101 

H5A155 

H5A156 

H6A111 

H6A112 

H6A113 

H7A18 

H7A127 

H7A128 

H9A10 

H9A27 

H10A27 

H10A28 

H10A30 

H10A78 

H10A79 

H10A103 

H10A104 

H11A11 

H11A12 

H11A13 

H11A14 

H11A16 

H11A17 

H11A18 

H11A19 

H11A20 

H11A47 

H11A49 

H11A59 

H11A107 

H11A124 

H12A2 

H12X2 

H13A142 

H13A148 

H13 A149 

H13A152 

H13A157 

H13A158 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A43 

H17A89 

H17A90 


Accessories 

inner Liner with Shelf Supports 
Cabinet Coyer 

Insulation for Refrigerating Machine Compartment Side 
Insulation between Inner Oner Coyer and Cabinet Coyer 
Cabinet Insulation (Set) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hana Cabinet) 

Dow Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 
Door Jamb Corner 
Door Strip (Horizontal) 

Door Strip (Vertical, Hinge Side) 

Door Jamb Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 
Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Jamb Strip (Vertical, Latch Side) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Door and Hinge 

Tapping Strip for Screw Fastening Inner Liner Coyer to Inner Liner 
Tapping Strip for Outer Case and Condenser 
Tapping Strip for Outer Case (Top) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 

Screw Fastening Straight or Headed Shelf Support to Inner Liner 

Screw for Door Strip, Door Jamb Strij^or Inner Liner Coyer 

Rubber Bushing for light Receptacle 

Gasket between Latch Case ana Outer Door Panel 

Seal for Latch Handle 

Gasket for H20A161 Clip 

Rubber Door Gasket 

Gasket for Cabinet Coyer 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle, without Escutcheon Plate 

Escutcheon Plate for Latch Handle 

Hinge with End Covers 

Cover for Hinge 

Shelf (Top, large) 

Shelf Support (Straight) or Nut for 46X784 Screw 
Shelf Support (Headed) 


t Refer to Accessories Section for parts included. 


H17A112 Shelf (First or Second from Bottom, Sliding) 

H17A113 Frame for H17A112 Sliding Shelf 
H17A118 Shelf (Top. small) 

H18A18 Washer for H20A15 or H20A173 Screws 
H18A22 Washer for 106775 or 261646 Screws (%" O.D.) 

H18A54 Momentary Contact Switch (Short Leads) 

H18A92 Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 

H19A5 Lamp Guard 

H19A6 Retaining Spring for Momentary Contact Switch 
H19A15 Light Receptacle with Porcelain Bushing (Short Leads) 

H19A18 Lock washer for Momentary Contact Switch 

H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 
H20A4 Rivet Fastening Tapping Strip to Outer Case, Inner Liner or 
Outer Door Panel 

H20A6 Screw for Nameplate Clip 

H20A15 Cap Screw Fastening Cross Piece to Side of Base 
H20A47 Screw for Hinge 

H20A60 Screw for H20A16 2 Clip 

H20A74 Fiber Washer for Screw Fastening Inner Liner Coyer to Inner Liner 
H20A75 Rubber Washer for Screw Fastening Inner Liner Coyer to Inner 
Liner 

H20A86 Screw for H20A161 Clip 
H20A110 Rubber Hug for Inner Liner Coyer 
H20A117 Lock washer for Latch Handle Nut 
H20A118 Rivet Fastening H11A59 to Back of Outer Case 
H20A161 Clip for Cabinet Coyer (Front) 

H20A162 CUp for Cabinet Coyer (Back) 

H20A165 Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

H20A166 Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

H20A167 Ice Tray Lifter Hook 

H20A173 Cap Screw Fastening Condenser to Base 

H20A181 Catch for Refrigerating Machine Compartment Door 

H20A182 Rubber Spacer for Refrigerating Machine Compartment Door 

H20A230 Washer under Scuff Plate or Nameplate 

H22A29 Insulation for Refrigerating Machine Compartment Door 

H27A28 Base 

H28A24 Skirt for Base 

11X339 Screw Fastening Latch Case to Door Strip or Screw for Strike 

12X732 Lockwasber for 177811 Nut 

30X562 Lock washer for 46X784 Screw 

46X784 Screw Fastening Skirt to Base 

49X972 Porcelain Bushing for Light Receptacle 

58X310 Lock washer for Strike Screw 11X339 

58X325 Lockwasher for 58X326 Nut 

58X326 Nut Fastening Scuff Hate to Outer Door Panel 

58X337 Screw for H20A181 Catch 

69X893 Screw Fastening Unit Condenser to Back of Outer Case 
80X132 Washer for H20A60 Screw 

165736 Washer for 69X893 Screw or Steel Washer under Scuff Hate 

177811 Nut for H20A173, 106775 or 261646 Screws 

261646 Cap Screw Fastening Base to Outer Case or Unit to Base 
GE3014 Connector for Leads 

NP66086B Nameplate Clip 


Always Give Catalog Number 


Revised Jan. 1938 


Household Cabinet Parts—Page 31 





Household Cabinet Parts—Page 32 


Revised Jan. 1938 








GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


RC-5-3 7A-^-Cabinet Parts 


H4A36 


H10A30 



H9A10 

H13A157 


H13A158 


NP67860B 


{ 


H6A118 

H7A131 


H15A43 

H13A104 

H15A31 


H15A50 

H15A41 

11X339 

H6A117 

H27A41 


Accessories 

A20H15 Rubber Spacer with H20A62 Screw and 179789 Fiber Washer for 
H20A201 Clamp 

C20A81 Screw Fastening Inner Liner Cover to Evaporator 

C20A82 Washer for C20A81 Screw 

C20A83 Steel Washer for C20A81 Screw 

H3A22 Inner Liner Cover 

H3A81 Inner Liner with Shelf Supports 

H4A36 Cabinet Cover 

H5A155 Insulation between Inner Liner Cover and Cabinet Cover 
H5A158 Cabinet Insulation (Set) 

H5A173 Insulation for Base 

H6A117 Refrigerating Machine Compartment Door 
H6A118 Door Complete (Right-Hand Cabinet) 

H6A119 Door Complete (Left-Hand Cabinet) 

H7A18 Inner Door Panel 

H7A131 Outer Door Panel (Right-Hand Cabinet) 

H7A132 Outer Door Panel (Left-Hand Cabinet) 

H9A10 Door Corner 

H9A27 Door Jamb Corner 

H10A27 Door Strip (Horizontal) 

H10A28 Door Strip (Vertical, Hinge Side) 

H10A30 Door Jamb Strip (Horizontal) 

H10A78 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

H10A79 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

H10A103 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 

H10A104 Door Jamb Strip (Vertical, Latch Side) 

HllAll Tapping Strip for Outer Case (Vertical) 

H11A12 Tapping Strip for Outer Case (Bottom) 

H11A13 Tapping Strip for Inner Liner (Vertical) 

H11A14 Tapping Strip for Inner Liner (Horizontal) 

H11A16 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A17 Tapping Strip for Outer Door Panel (Horizontal) 

H11A18 Tapping Strip for Inner Door Panel (Vertical) 

H11A19 Tapping Strip for Inner Door Panel (Horizontal) 

H11A20 Tapping Strip for Outer Case and Hinge 
H11A47 Tapping Strip for Door and Hinge 

H11A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
liner 

H11A107 Tapping Strip for Outer Case (Top) 

H11A124 Tapping Strip for Outer Door Panel (Latch Side) 

H12A2 Screw Fastening Straight or Headed Shelf Support to Inner Liner 

H12X2 Screw for Door Strip. Door Jamb Strip or Inner Liner Cover 

H13A104 Seal for Latch Handle 

H13A142 Rubber Bushing for Light Receptacle 

H13A148 Gasket between Latch Case and Outer Door Panel 

H13A152 Gasket for H20A16I Clip 

H13A157 Rubber Door Gasket 

H13A158 Gasket for H4A36 Cabinet Cover 

H14A19 Strike 

H14A20 Strike Case 

H15A31 Escutcheon Plate for Latch Handle 
H15A4I Escutcheon for Door Strip and Latch Bolt 
H15A43 Latch Case with Bolt, Spring, Gasket and Nut 
H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door Panel 
H15A50 Latch Handle 

t Refer to Accessories Section for parts included. 


H16A37 Hinge with End Covers 

H16A38 Cover for Hinge 

H17A42 Shelf (Top, Small) 

H17A43 Shelf (Top, Large) 

H17A44 Shelf (Middle or Bottom) 

H17A89 Shelf Support (Straight) 

H17A90 Shelf Support (Headed) 

H18A18 Washer for 261646 Screw (%” O.D.) 

H18A22 Washer for 261646 Screw (%'\O.D.) 

H18A54 Momentary Contact Switch with Short Leads 
H18A92 Rivet Fastening H11A20 to Outer Case, or H11A47 to Outer 
Door Panel 

H19A5 Lamp Guard 

H19A6 Retaining Spring for Momentary Contact Switch 
H19A15 Light Receptacle with Porcelain Bushing (Short Leads) 

H19A18 Lockwasher for Momentary Contact Switch 
H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 
H20A4 Rivet Fastening HllAll to Outer Case, H11A13 and H11A14 to 
Inner Liner or H11A16 and H11A17 to Outer Door Panel 
H20A6 Screw for Nameplate Clip 
H20A47 Screw for Hinge 

H20A59 Cork Spacer between Inner Liner Cover and Evaporator 
H20A60 Screw lor H20A162 Clip or for Fastening H20A201 and H20A202 
Clamps to Cabinet 

H20A62 Screw Fastening Rubber Spacer to H20A201 Clamp 

1I20A74 Black Fiber Washer for H12X2 Inner Liner Cover Screw (%" O.D.) 

H20A75 Rubber Washer for H12X2 Inner Liner Cover Screw (%" O.D.) 

H20A86 Screw Fastening H20A161 Clip 

H20A110 Rubber Plug for Inner Liner Cover 

H20A117 Ix>ckwasher for Latch Handle Nut 

H20A161 Clip for Cabinet Cover (Front) 

H20A162 Clip for-Cabinet Cover (Back) 

H20A165 Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

H20A166 Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

H20A167 Ice Tray lifter Hook 

H20A181 Catch for Refrigerating Machine Compartment Door 
H20A182 Rubber Spacer for Refrigerating Machine Compartment Door 
H20A201 Clamp for Tubes (Upper) 

H20A202 Clamp for Tubes (Middle or Lower) 

H22A29 Insulation for Refrigerating Machine Compartment Door 
H27A41 Rnap 

13919 Nut for C20A81 Screw 

145995 Screw Fastening Insulation to Base 

145996 Nut for 145995 Screw 

165736 Washer for 145995 Screw (%” O.D.) 

179789 Fiber Washer for H20A62 Screw 

261646 Screw Fastening Base to Outer Case or Unit to Base 

11X339 Screw for Strike or Escutcheon 

49X972 Porcelain Bushing for Light Receptacle 

58X310 Lockwasher for 11X339 Strike Screw 

58X337 Screw Fastening H20A181 Catch to Cabinet 

61X328 Lockwasher for C20A81 Screw (1)^" O.D.) 

GE3014 Connector for Leads 
NP67860B Nameplate Clip 


Always Give Catalog Number 


Issued Jan. 1938 
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GENERAL ELECTRIC COMPANY = = APPLIANCE AND MERCHANDISE DEPARTMENT 


B-5-38A—Cabinet Parts 


H4A36 


H10A123 


H10A122 
HI 2X2 
H10A118 
H9A31 


H13A180 


H13A158 


NP66086B 



H6A111 

H27A48 

H30A34 

H28A31 


AlR106f 

H3A97 

H4A36 

H5A184 

H5X20 

H6A111 

H6AI68 

H6A169 

H7A168 

H7A169 

H7A170 

H9A31 

H9A32 

H10A117 

H10A118 

H10A119 

H10A120 

H10A121 

H10A122 

H10A123 

H11A11 

H11A20 

H11A47 

H11A49 

H11A59 

H11A124 

H11AI25 

H11A127 

H11A128 

H11A129 

H11A130 

H11A131 

H11A132 

H11A133 

H11A134 

H12A2 

HI 2X2 

H13A148 

H13A149 

H13A158 

H13A180 

H13A181 

H14A19 

H14A20 

H15A41 


Accessories 

Inner Liner with Shelf Supports 
Cabinet Cover 

Insulation between Inner Liner Cover and Cabinet Cover 
Cabinet Insulation (Kimsul, 18' roll) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Outer Door Panel with Tapping Strips (Right-Hand Cabinet) 
Outer Door Panel with Tapping Strips (Left-Hand Cabinet) 

Inner Door Panel 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Bottom) 

Door Jamb Strip (Top) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Outer Door Panel and Hinge 
Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner or Spring to Refrigerating Machine Compartment Door 
Tapping Strip for Outer Case and Condenser or for Back Clip for 
Cabinet Cover 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Outer Case (Top) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner and Slotted Shelf Support 
Screw Fastening I117A89 or HI7A90 Shelf Supports to Inner Liner 
Screw for Door Strip, Door Jamb Strip, Light Switch or Inner 
Liner Cover 

Gasket between Latch Case and Outer Door Panel 

Seal for Latch Handle 

Rubber Gasket for Cabinet Cover 

Rubber Door Gasket 

Fiber Gasket between Light Switch and Door Jamb Strip 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 


H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

HI7A89 

H17A90 

H17A95 

H17A96 

HI7A97 

H17A98 

H17A105 

H17A111 

HI7A122 

HI7A132 

H17A133 

HI7A134 

H17A13S 

H18A3 

H18A22 

H18A92 

H19A26 

H19A27 

H20A4 

H20A6 

H20A47 

H20A49 

H20A60 

H20A62 

H20A74 

H20A86 

H20A110 

H20AII7 

H20A118 

H20A159 

H20A161 

H20A170 

H20AI74 

H20AI81 

H20A239 

H20A240 

H20A241 

H20A242 

H20A243 

II20A247 

H20A248 

H20A249 

H20A250 

H20A251 

H20A253 

H20A256J 

H20A282J 

H22A29 

H27A48 

H28A3I 

H30A34 

H30A39 

H30A40 

H30A4I 

H30A42 

153608 

160980 

165736 

177811 

179789 

261646 

11X339 

20X536 

46X784 

58X310 

58X324 

58X325 

58X326 

58X350 

69X893 

78X81 

80X132 

1GA21H3 

GE3014 

NP66086B 


Scuff Plate and Clip for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon 

Escutcheon for Latch Handle 

Hinge with End Covers 

Center Cover for Hinge 

Shelf Support (Straight) or Nut for 46X784 Skirt Screw 04 " long) 
Shelf Support (Headed) 

Shelf Support (Double Slot, H” thick) 

Shelf Support (Double Slot, % /L" thick) 

Shelf Support (Double Slot, H" thick) 

Shelf Support (Double Slot, J4" thick) 

Stop for Shelf 

Fiber Washer for Double Slot Shelf Support 
Shelf Support (Straight, %" long) 

Sliding Shelf with Stop (Lower) 

Sliding Shelf with Stop (Upper) 

Shelf (Top) 

Removable Half Shelf (Bottom) 

Washer for H17A90 Shelf Support 04 " O.D.) 

Washer for 153608 or 261646 Screws (J4" O.D.) 

Rivet for H11A20 or H11A47 Tapping Strips 
Lamp Guard 

Bushing for Light Receptacle 

Rivet for H11A11, H11A124, H11AI27, H11A128, HI1A130, 
H11A131, H11A182 or HIIA133 Tapping Strips 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A181 Catch 

Screw for H20A170 Clip, Tube Seal, H20A239 Catch, or H20A282 
Bracket 

Screw Fastening H20A243 Spacer to Bottom of Condenser 
Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner 04" O.D.) 

Screw for H20A161 Clip 
Rubber Plug for Inner liner Cover 
Lock washer for Latch Handle Nut 
Rivet for Hi 1A59 Tapping Strip 

Screw Fastening H17A.95, H17A96, HI7A97 or HI7A98 Shelf 
Supports to Inner Liner 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

Catch for Refrigerating Machine Compartment Door 
Catch for Refrigerating Machine Compartment Door Spring 
Washer for H20A181 Catch (J4" O.D.) 

Spring for Refrigerating Machine Compartment Door 
Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

Rubber Spacer for Bottom of Condenser 
Support for Shelf and Drawer 
Rubber Bumper for Shelf 
Rubber Button for H20A247 Support 

Washer between Front Panel and Pan for Vegetable Drawer 
d" O.D.) 

Rubber Washer between Scuff Plate Clip and Outer Door Panel 

04" O.D.) 

Rubber Spacer for Shelf Support 

Bracket for Separator Release (Early production Cabinets) 
Bracket for Separator Release (Late production Cabinets) 
Insulation for Refrigerating Machine Compartment Door 
Base 

Skirt for Base 

Handle for Vegetable Drawer 

Vegetable Drawer 

Front Panel for Vegetable Drawer 

Pan for Vegetable Drawer 

Cover for Vegetable Drawer 

Screw Fastening Condenser to Base 

Washer for 46X784 Screw {%" O.D.) 

Washer for 69X893 or H20AI74 Screws 04" O.D.) 

Nut for 153608 or 261646 Screws 

Fiber Washer for 58X350 Screw (H” O.D.) 

Screw Fastening Unit to Base 

Screw for H14A19 Strike, H14A20 Strike Case, or H15A43 Latch 
Case 

Screw Fastening Cabinet to Base 
Screw Fastening Skirt to Base 
Lockwasher for 11X339 Strike Screw 
Lockwasher for H20A159 Screw 
Lockwasher for 58X326 Scuff Plate Nut 
Nut Fastening Scuff Plate to Outer Door Panel 
Screw Fastening Front Panel of Vegetable Drawer 
Screw Fastening Unit Condenser to Back of Outer Case, or 
H2OA170 Cup to Cabinet 
Light Receptacle 

Washer for H20A62 Screw 04 " O.D.) 

Momentary Contact Switch with 8" Leads 
Connector for Leads 
Nameplate Clip 


f Refer to Accessories Section for parts included. 

£ II20A282 is fastened to the liner with a screw while H20A256 is clamped between liner and liner cover. These parts are not interchangeable. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 



Cat. No. Name 0 / Part 

H4A36 TOP COVER FOR CABINET ^ _ 

HI3AI58 Gasket for top cover 

H20AI6I Clip for top. cover , front 

H20AI70 Clip for top cover, back 

H20A86 Screw for Cat. H20AI6I (10-30) 

H20A60 Screw fastening Cat. H20AI70 to top cover, or for refrig¬ 
erant line sealing plate {No. 8} 

69X893 Screw fastening Condenser to outer case or Cat. H20A170 to 

Cabinet (No. 10) 

165736 Washer for Cat, 69X893 

H20A213 Rubber spacer for back of condenser 

H20A62 Screw fastening spacer to condenser (No. 8) 

80X132 Washer for Cat. H20A62 

H27A19 BASE WITH SCREWS FOR CONDENSER 

153608 Cap screw fastening condenser to base 

17781 I Nut for Cat. (53608 

HI8A22 Washer for Cat. 153608 

20X536 Cap screw fastening Cabinet to base (1 /<+ in.-20) 

160980 Washer for Cat. 20X536 

261616 Cap Screw Fastening Refrigerating Machine to 8ase 

(5/16 in.-18) 

177811 Nut for Cat. 261616 

HI8A22 Washer for Cat. 261616 

H6A(17 LOWER DOOR PANEL 

H20A21I Spring Clip for Lower Door Panel 

H20AI71 Screw for Cat. H20A21I (10-30) 

165736 Washer for Cat. H20AI71 

H20A212 Rubber Button Spacer for Lower Door Panel 
H20AI8! Support for Lower Door Panel 

H20A19 Screw f 0 r Cat. H20AI8I (No. 8) 

H20A210 Washer for Cat. H20A19 

H20A239 Catch for Spring Clip Cat. H20A21I 

H20A60 Screw for Cat. H20A239 (No. 8) 

DOOR FOR CABINET 

H7AI7I Outer Door Panel (Right-Hand Cabinet) 

H7AI72 Outer Door Panel (Left- Hand Cabinet) 

H J 3A180 Door Gasket 

HI0AII7 Door Strip, Hinge Side 

HI0AJI9 Door Strip, Top or Botto-i 

HI0AII8 Door Strip, Latch Side, with Escutcheon for Latch Bolt 

8 HI5A4I Escutcheon for Latch Bolt 

9 H12X2 Screw for Ooor Strip (10-30) 

JO H9A3I Door Corner 

H7AI70 Inner Door Panel 

HI5A13 Latch, with Gasket, Nut and Lockwasher 

HI5A11 Spring for Latch 

HI5A45 Nut for Latch and Handle 


y 0 Cat. No. Name of Part 

HI3AI48 Gasket Between Latch and Outer Door Panel 

H20AII7 Lockwasher for Cat. HJ5A15 

12 11X339 Screw Fastening Latch to Door Strip (10-30) 

H20A6 Screw for Nameplate Clip (1-18) 

NP67860A Nameplate 

NP67860B Nameplate Clip 

13 HI5A50 Latch.Handle without Escutcheon 

II HI5A3I Escutcheon for Latch Handle 

15 HI3AI18 Gasket Between Latch Handle and Door Panel 

HI6A37 Hinge with End Covers 

HI6A38 Middle Cover for Hinge 

H20A17 Screw for Hinge (12-28) 

16 HUAI9 Strike for Latch Bolt 

17 HI1A20 strike Case 

11X339 Screw for Cat. HI1AI9 (10-30) 

58X310 Lockwasher for Cat. 11X339 

IGA2IH3 Door Switch with 8 inch Leads 
HI3AI8I Gasket for Cat. IGA2IH3 

H12X2 Screw for Cat. IGA2IH3 (10-30) 

18 HI0AI2I Door Jamb Strip, Latch Side 

19 HI0AI22 Door Jamb Strip, Bottom 

20 HI0AI23 Door Jamb Strip, Top 

HI0A120 Door Jamb Strip, Hinge Side 

21 HI2X2 Screw for Door Jamb Strip (10-30) 

22 H9A32 Door Jamb Corner 

23 H3A98 INNER LINER WITH SHELF SUPPORTS 

21 HI7A89 Shelf Support, Straight (1/2 in. long) 

HI7AI22 Shelf Support, Straight (3/1 in. tong) 

HI7A90 Shelf Support, Headed (1/2 in. long) 

HI8A3 Washer for Cat. HI7A90 

HI2A2 Screw for Shelf Support (J/4 in.-20) 

H20AII0 Rubber Plug for Inner Liner Cover 

H12X2 Screw Fastening Inner Lfner Cover to Inner Liner (10-30) 

H20A71 Washer (Fiber) for Cat. H12X2 

HI7AI31 Shelf, Small, Side of Evaporator 

25 HI7AI37 Shelf, Large, Top 

26 H17AI36 Shelf, Large, Middle or Bottom 
H20A211 Hook for ice tray lifter (early production) 

H20A282 Bracket for Ice Tray Separator Release (late production) 
H20A60 Screw for Cat. H20A282 (No. 8) 

78X81 Lamp Receptacle 

HI9A27 Bushing for Lamp Receptacle 

HI9A26 Lamp Guard 

GE30I1 Connector for Wire 

H5AI85 Cabinet Insulation (set) 

H22A29 Insulation for lower door panel 

AIRI07 Accessories 


•Superseded by Cat. H3AII9. Cat. 78X135 Lamp Receptacle and Cat. H20A60 Screw must be used with Cat. H3AI19 Liner. 


■•Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Revised April 1911 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


JB5-39A, JB5-39B-Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-IG UNIT 
FOR ACCESSORIES REFER TO ACCESSORIES SECTION 



Her. 

Mo. 

Catalog 

Number 

Name of Part 



Ref. 

No. 

Catalog 

Number 

Name of Part 

—m 

H4A36 

TOP COVER FOR CABINET 



IB 

H20AII7 

Lockwasher for Cat. HI5A45 

2 

H13A 158 

Gasket for Top Cover 



19 

11X339 

Screw Fastening Latch to Door Strip (10-30) 


H20AI6I 

Clip for Top Cover, Front 




H20A6 

Screw for Nameplate Clip (4-48) 


H20AI70 

Clip for Top Cover, Back 




NP66086A 

Nameplate 


H20A86 

Screw for Cet. H20AI6I (10-30) 




NP660868 

Nameplate Cl ip 


H20A60 i 

Screw for Fastening H20AI70 to Top Cover, 

or 

Refrigerant 

20 

HI5A62 

Latch Handle without Escutcheon 



Line Sealing Plate (No. 8) 



21 

HI5A47 

Escutcheon for Latch Handle 


69X893 

Screw Fastening Condenser to Outer Case, 

or H20AI70 to 

22 

HI3AI49 

Gasket Between Latch Handle and Door Panel 



Cabinet'(Do. 10) 



23 

HI6A49 

Hinge with End Covers 


H20A243 

Rubber Spacer for Back of Condenser 



24 

8 I6A50 

Middle Cover for. Hinge 


H20A62 

Screw Fastening Spacer to Condenser (No. 

8) 



H20A47 

Screw for Hinge (12-28) 


80X132 

Washer for Cat. H20A62 



25 

HI4AI9 

Strike for Latch Bolt 

3 

H27A49 

BASE WITH SCREWS FOR CONDENSER 



26 

H14A20 

Strike Case 


91X208 

Cap Screw Fastening Condenser to Base (5/16 

in.-IB) 


11X339 

Screw for Cat. H18*19 (10-30) 


177811 

Nut for Cat. 91X208 




5BX3I0 

Lockwasher for Cat. 11X339 


HI6A22 

Washer for Cat. 91X208 (7/8 in. 0.0.) 




IGA2IH3 

Ooor Switch with 8 Inch Leads 


H ISA 18 

Wether for Cat. 91X208 (5/8 In. 0.0.) 




HI3AI8I 

Gasket for Cat. IGA2IH3 


20X536 

Cap Screw Fastening Outer Case to Base (l/4 in.-20) 


HI 2X2 

Screw for Cat. I6AZIH3 (10-30) 


160960 

Washer for Cat. 2QX536 



27 

HI0AI2I 

Ooor Jamb Strip, Latch Side 


26 1646 

Cap Screw Fastening Refr Igerati ng Machine to 8aee (5/16 in.-18) 

28 

H 1 DA 122 

Door Jamb Strip, Bottom 


177811 

Nut for Cat. 261646 



29 

HI0AI23 

Ooor Jamb Strip, Top 


HI8A22 

Washer for Cat. 261646 




HIOAI20 

Door Jamb Strip, Hinge Side 

4 

H6AIII 

LOWER OOOR PANEL 



30 

H 12X2 

Screw for Door Jamb Strip (10-30) 

5 

H20A24I 

Spring Clip for Lower Door Panel 



31 

H9A32 

Door Jamb Corner 


*H20A174 

Screw for Cot. H20A2RI (10-30) 



32 

H3A98 

INNER LINER WITH SHELF SUPPORTS (J8-5-39A) 


165736 

Washer for Cat. H20AI74 



32 

H3AI 19 

INNER LINER WITH SHELF SUPPORTS (JB-5-398) 


H2QA242 

Rubber Button Spacer for Lower Door Panel 



33 

HI7A89 

Shelf Support, Straight (1/2 in. long) 

6 

H20AI8I 

Support for Lower Door Panel 



34 

HI7AI22 

Shelf Support, Straight (3/4 in. long) 


H20A49 

Screw for Cat. H20AI8I (No. 8) 



35 

HI7A90 

Shelf Support, Headed (1/2 in. long) 


: H20A240 

Washer for Cat. H20A49 




HI2A2 

Screw for Shelf Support (1/4 in.-20) 

7 

! H20A239 

Catch for Spring Clip Cat. H20A24I 




H20AI10 

Rubber Plug for Inner Liner Cover 


H20A60 

Screw for Cat. H20A239 (No. 8) 




tH12X2 

Screw Fastening Inner Liner Cover to Inner Liner (10-30) 

8 

- 

OOOR FOR CABINET 




1H20A74 

Washer (Fiber) for Cat. HI2X2 

8 

H7A227 

Outer Door Panel (Right-Hand Cabinet) 




tH20A75 

Washer (Rubber) for Cat. HI2X2 


H7A228 

Outer Door Panel (Left-Hand Cabinet) 




HI7AI34 

Shelf, Small, Side of Evaporator 

9 

HI3AI80 

Ooor Gasket 



36 

HI7AI37 

Shelf, Large, Top 


HIOAI 17 

Ooor Strip, Hinge Side 



37 

HI7AI36 

Shelf, Large, Middle or 8ottom 


HIOAI 19 

Ooor Strip, Top or Bottom 




H20A282 

Bracket for Ice Tray Separator Release 

10 

HI0AII8 

Ooor Strip, Latch Side, with Escutcheon 

for 

Latch Bolt 


H20A60 

Screw for Cat. H20A2B2 (No. 8) 

II 

HI5A4I 

Escutcheon for Latch Bolt 




78X81 

Lamp Receptacle (J8-5-39A) 

12 

HI 2X2 

Screw for Door Strip (10-30) 




HI9A27 

Bushing for Lamp Receptacle (J8-5-39A) 

13 

H9A3I 

Ooor Corner 




H 19 A 26 

Lamp Guard (J8-5-39A) 


H7AI70 

Inner Door Panel 




78X435 

Lamp Receptacle (J8-5-398) 

14 

HI5A43 

Latch, with Gasket, Nut and Lockwaaher 




H20A60 

Screw for 78X435 (No. 8) 

18 

HI5A44 

Spring for Latch 




1 GE30I4 

Connector for Wire 

16 

HI5A45 

Nut for Latch and Handle 




H5X20 

Cabinet Insulation (Kimsul, 18' roll) 

17 

H13* IRS 

!_ 

Gasket Between Letch and Outer Door Panel 



•AIRI42 

Accessories 


* Refer to Accessories Section for Ports Included. 


* Later Production Cabinets used Cat. 105113 Screw (10-32) with Cat. 200384 Nut. 

f Later Production Cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Nut and Cat. H20A380 Washer. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


RC5-38A-Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CD-2 UNIT 
FOR ACCESSORIES REFER TO ACCESSORIES SECTION 



Ref. Cnteloi 

Ho. Humber _ Sam6 °f Part _ 

1 H4A36 TOP COVER FOR CA8INET 

2 HI3A158 Gasket for Top Cover 

H20AI6I Clip for Top Cover, Front 

H20AI70 Clip for Top Cover, Back 

H20A86 Screw for H20A161 (10-30) 

H20A60 Screw Fastening H20AI70 to Top Cover (No, 8) 

69X893 Screw Fastening H20AI70 to Cabinet (No. 10) 

165736 Washer for 69X893 Screw 
H20A287 Plate for Refrigerant Line Seal 
H20A288 Gasket for Refrigerant Line Seal 
H20A60 Screw for H20A287 (No. 8) 

H20A20t Clamp for Tubes, Upper 

H20A202 Clamp for Tubes, Lower 

H20A60 Screw for H20A20I and H20A202 (No. 8} 

H20A20 Spacer for Clamp H20A20I 
H20A62 Screw for H20A20 (No. 8) 

179789 Fiber Washer for H20A62 

3 H27A8I BASE 

20X536 Screw Fastening Cabinet to Base (1/4 in.-20) 
160980 Washer for 20X536 (3/4 in. O.D.) 

6X737 Screw Fastening Refrigerating Machine to Base 

(5/16 in.-18) 

HI8AI8 Steel Washer for 6X737 (5/8 in. O.D.) 

HI8A22 Washer for 6X737 (7/8 in. O.D.) 

I 77811 Nut for Screw 6X737 


4 

H6AI17 

LOWER DOOR PANEL 


H20A24I 

Spring Clip for Lower Door Panel 


H20AI74 

Sere, for H20A241 (10-30) 


165736 

Washer for H20AI74 (5/8 in. O.D.) 


H20A242 

Rubber Button Spacer for-Lower Door Panel 


H20AI8I 

Support for Lower Door Panel 


H20A240 

Washer for H20AI8I (7/8 in. O.D.) 


H20A49 

Screw for H20AI8! (No. 8) 


H20A239 

Catch for Spring Clip, Cat. H20A24I 


H20A60 

Screw for H20A239 (No. 8) 

5 

H6AI7I 

DOOR FOR RIGHT-HAND CABINET 


H6AI72 

DOOR FOR LEFT-HAND CABINET 

5 

H7AI7I 

Outer Door Panel (Right-Hand Cabinet) 


H7AI72 

Outer Door Panel (Left-Hand Cabinet) 

6 

HI3AI80 

Door Gasket 


H 10A1 17 

Door Strip, Hinge Side 


H 10A1 19 

Door Strip, Top or Bottom 

7 

KI0AI18 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

8 

HI5A4I 

Escutcheon for Door Strip and Latch Bolt 

9 

H12X2 

Screw for Door Strip (10-30) 

10 

H9A3I 

Door Corner 


H7AI70 

Inner Door Panel 

II 

HI5A43 

Latch, with Gasket, Nut and Lockwasher 


HI5A44 

Spring for Latch 


HI5A45 

Nut for Latch and Handle 


HI3AI48 

Gasket Between Latch and Outer Door Panel 


H20AI17 

Lockwasher for HI5A45 

12 

11X339 

Screw Fastening Latch to Door Strip (10-30) 

i- 


* Refer to Accessories Section for Parts Included. 

| Superseded by H3AII9. Cat. 78X435 Lamp Receptacle and H20A60 Screw must be 


Ref. Catalog 

Ho. Humber _ °f Part _ 

NP67860A Nameplate 

NP67860B Nameplate Cl ip 

H20A6 Screw for Nameplate Clip (4-48) 

13 HI5A50 Latch Handle without Escutcheon 

14 HI5A3I Escutcheon for Latch Handle 

15 HI3AI04 Gasket Between Latch Handle and Door Panel 

HI6A37 Hinge with End Covers 

HI6A38 Middle Cover for Hinge 

H20A47 Screw for Hinge (12-28) 

16 HI4AI9 Strike 

17 HI4A20 Strike Case 

11X339 Screw for Strike (10-30) 

58X310 Lockwasher for 11X339 

IGA2IH3 Door Switch with 8 in. Leads 

HI3AI8I Fiber Gasket Between Door Switch and Door Jamb Strip 
HI2X2 Screw for Door Switch (10-30) 

HI0AI20 Door Jamb Strip, Hinge Side 

18 HI0AI2I Door Jamb Strip, Latch Side 

19 HI0AI22 Door Jamb Strip, Bottom 

20 HI0AI23 Door Jamb Strip, Top 

21 HI2X2 Screw for Door Jamb Strip (10-30) 

22 H9A32 Door Jamb Corner 

23 |H3A98 INNER LINER WITH SHELF SUPPORTS 

24 HI7A89 Shelf Support, Straight 

HI7A90 Shelf Support, Headed 

HI6A3 Washer for HI7A90 (1/2 in. O.D.) 

HI2A2 Screw for Shelf Support (1/4 in.-20) 

H3A22 Inner Liner Cover 

H20A1I0 Rubber Plug for Inner Liner Cover 

H12X2 Screw for Inner Liner Cover (10-30) 

H20A74 Washer for HI2X2, Fiber (5/8 in. O.D.) 

H20A59 Cork Spacer Between Inner Liner Cover and Evaporator 
H20A337 Screw Fastening Evaporator to Inner Liner Cover (5/16 inn-18) 

H20A322 Steel Washer for H20A337 (1-1/8 in. O.D.) 

H20A323 Cork Washer for H20A337 (I in. O.D.) 

126869 Nut for H20A337 

61X328 Lockwasher for 126869 

HI7AI34 Shelf (Top, Small! 

25 HI7AI37 Shelf (Top, Large) 

26 HI7AI36 Shelf (Middle or Bottom) 

H20AI67 Hook for Ice Tray Lifter 

78XBI Lamp Receptacle 

Mi9A27 Bushing for Lamp Receptacle 

HI9A26 Lamp Guard 

GE30I4 Connector for Leads 

H5AI85 Cabinet Insulation (set) 

H22A29 Insulation for Lower Door Panel 

H5AI84 Insulation Between Inner Liner Cover & Top Cover 

H5A173 Insulation for 8ase 

150167 Screw Fastening Insulation to Base (10-32) 

165736 Washer for 150167 (5/8 in. O.D.) 

145996 Nut for 150167 

*AtRI30 Accessories 


with H3AII9 Liner. 


Revised April 1941 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B5-39A, PB5-39A-Cabinet Parts 

F OR REFRIGERATING MACHINE PARTS REFER TO CF-IG UNIT 
FOR ACCESSORIES REFER TO ACCESSORIES SECTION 



PB5-39A 


Ref. 

Catalog 

Humber 

Home of Part 

Ho. 

B5-39A 

PB5-39A 

1 

H4A36 t 

H4A39 

TOP COVER FOR CABINET 

2 

HI3AI5E 

HI3AI58 

Gasket for Top Cover 


H20AI6I 

H20AI6I 

Clip for Top Cover, Front 


H20AI70 

H2CAI70 

Cl ip for Top Cover, Back 


- 

H13 A 183 

Gasket for Cat. H20AI7G 


H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 


H20A60 

H20A60 

Screw Fastening H20AI70 to Top Cover, or for 
Refrigerant Line Sealing Plate (No. 8) 


- 

H13 A166 

Gasket for Refrigerant Line Sealing Plate 

3 

- 

H2A97 

OUTER CASE (RIGHT-HAND CABINET) 


- 

H2A98 

OUTER CASE (LEFT-HAN0 CABINET) 


69X893 

69X893 

Screw Fastening Condenser to Outer Case, or Cat. 
H20AI70 to Cabinet (No. 10) 


H20A243 

H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

H20A62 

Screw for Cat. H20A243 (No. 8) 


80X132 

80X132 

Washer for Cat. H20A62 

4 

H27A88 

H27A88 

BASE WITH SCREWS FOR CONDENSER 


91X208 

91X208 

Cap Screw Fastening Condenser to Base 
(5/16 in.-18) 


177811 

177811 

Nut for Cat. 91X208 


HI8AI8 

HI8AI8 

Hasher for Cat. 91X208, (5/8 in. 0.0.) 


HI8A22 

HI8A22 

Hasher for Cat. 91X208, (7/8 in. O.D.) 


- 

H20A254 

Rubber Pad Between Base ano CaDinet 


20X536 

20X529 

Cap Screw Fastening Outer Case to Base 
(1/4 in.-20} 


16098,0 

160980 

Washer for Cat. 20X529 or 20X536 


- 

H20A255 

Fiber Washer for Cat. 20X529 


26 1646 

261646 

Cap Screw Fastening Refrigerating Machine-to 

Base (5/16 in.-18) 


1778 II 

177811 

Nut for Cat. 26 1646 


H18A 22 

HI8A22 

Washer for Screw Cat. 261646 

5 

H27A89 

H27A89 

Grille for Base 


65X229 

65X229 

Cap Screw Fastening Grille to Base (l/4"-20) 


59X241 

59X241 

Wing Nut for Cat. 65X229 

6 

H7A2I5 

H7A2I9 

LOWER DOOR PANEL 

7 

- 

HISA 150 

Trim with Clipe for Lower Door Panel 


_ 

H20A358 

Cl ip for Trim 

8 

H20A24I 

H20A24I 

Spring Clip for Lower Ooor Panel 


*H20A174 

‘H20AI74 

Screw for Cat. H20A24I (10-30) 


165736 

165736 

Washer for Cat. H20AI74 


H20A242 

H20A242 

Rubber Button Spacer for Lower Door panel 

9 

H20AI8I 

H20AI8I 

Support for Lower Door Panel 


H20A49 

H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

H20A240 

Washer for Cat. H20A49 

10 

H20A239 

H20A239 

Catch for Spring Clip Cat. H20A24I 


H20A60 

H20A60 

Screw for Cat. H20A239 (No. 8) 

1 1 

_ 

- 

DOOR FOR CABINET 

1 1 

H7A216 

H7A220 

Outer Door Panel (Right-Hand Cabinet) 


H7A2I7 

H7A22I 

Outer Door Panel (Left-Hand Cabinet) 

12 

HI3AI80 

H 13 A 180 

Door Gasket 


Ref. 

: Catalog 

Humber 

Home of Part 

Ho. 




HIOAl 17 

HI0AII7 

Door Strip, Hinge Side 


HI0AI 19 

HI0AII9 

Door Strip, Top or Bottom 

13 

HI0AI47 

H10AI47 

Door Strip, Latch Side, with Escutcheon for 
Latch Bolt 

14 

H15A4 1 

HI5A4I 

Escutcheon for Latch Bolt 

lb 

H 12X2 

H 12X2 

Screw for Door Strip (I0-3C) 

16 

H9A3I 

H9A3I 

Door Corner 


H7A2I8 

H7A2I8 

Inner Door Panel 

17 

HI5A63 

HI5A63 

Latch with Gasket and Nut 

18 

HI5A64 

HI5A64 

Spring for Latch 

19 

HI5A65 

HI5A65 

Nut for Latch and Handle 

20 

HI5A66 

HI5A66 

Gasket Between Latch & Outer Door Panel 


11X339 

11X339 

Screw Fastening Latch to Door Strip (10-30) 

21 

HI6A55 

HI6A55 

Hinge, without Cover, Upper RH or Lower LH 

22 

HI6A56 

HI6A56 

Hinge, without Cover, Lower RH or Upper LH 


HI6A57 

HI6A57 

Space Tube Between Hinges 

23 

H 16 A 52 

HI6A52 

Cover for Hinge 


- 

HI3AI97 

Gasket Between Hinge & Outer Door Panel 


1286 19 

128619 

Screw Fastening Hinge to Outer Door (10-32) 

24 

HI5A67 

HI5A67 

Scuff Plate for Latch Handle 


H20A6 

H20A6 

Screw for Thermometer, Nameplate Clip or Scuff 
Plate (4-48) 


58X276 

58X276 

Screw Fastening Latch Handle to Outer Door 

Panel (No. 8) 

25 

HI5A68 

HI5A68 

Latch Handle Without Escutcheon 

26 

HI5A69 

HI5A69 

Escutcheon for Latch Handle 

27 

HI3AI95 

HI3AI95 

Gasket Between Latch Handle and Outer Ooor Panel 

28 

NP74779A 

NP74779A 

Nameplate 

28 

NP747798 

NP74779B 

Nameplate Cl ip 


167651 

167651 

Screw Fastening Hinge to Cabinet (12-28) 


- 

H 13 A19 

Gasket Between Hinge and Cabinet 

29 

HI4AI9 

HI4AI9 

Strike for Latch Bolt 

30 

HI4A20 

HI4A20 

Strike Case 


11X339 

1 1X339 

Screw for Strike (10-30) 


58X310 

58X310 

Lockwasher for Cat. 11X339 


IGA2IH3 

IGA2IH3 

Door Switch with 8 inch Leads 


HI3AI8I 

HI3AI8I 

Gasket for Cat. IGA2IH3 


HI 2X2 

H 12X2 

Screw for Cat. IGA2IH3 (10-30) 

31 

HI0A12I 

HI0AI2I 

Door Jamb Strip, Latch Side 

32 

HI0AI22 

HI0AI22 

Door Jamb Strip, Bottom 

33 

HI0AI23 

HI0AI23 

Door Jamb Strip, Top 


HI0AI20 

HI0AI20 

Door Jamb Strip, Hinge Side 

34 

H 12X2 

H 12X2 

Screw for Door Jamb Strip (10-30) 

35 

H9A32 

H9A32 

Door Jamb Corner 

36 

- 

H ISA 136 

Door Jamb Corner Trim 

37 

H3AI17 

H3AI17 

INNER LINER WITH SHELF SUPPORTS 

38 

HI7AI22 

HI7AI22 

Shelf Support, Straight, Slack (3/4 in. long) 

39 

HI7A90 

HI7A90 

Shelf Support, Headed (1/2 in. long) 


H20A253 

H20A253 

Spacer for Cat. HI7A90 

40 

HI7AI94 

HI7AI94 

Shelf Support, Headed, White (1/2 in. long) 


H 18 A3 

HI8A3 

Washer for Cat. HI7AI94 

41 

HI7AI95 

HI7AI95 

Shelf Support, Straight, White (3/4 in. long) 


HI2A2 

HI2A2 

Screw for HI7AI22, HI7A90, HI7AI94 or HI7AI95 
(1/4 in.-20) 

42 

HI7AI97 ! 

HI7AI97 . 

Shelf Support, Double Slot 

43 

H20A389 1 

H20A389 

Shim for HI7AI97 (.031 in. thick) 

43 

H20A390 j 

H20A390 

Shim for HI7AI97 (.0625 in. thick) 


H20AI59 1 

H20AI59 

Screw for Cat. ri17*197 (10-30) 


58X364 

58X364 

Lockwasher for Cat. H20AI59 


H20AII0 i 

H20AII0 

Rubber Plug for Inner Liner Cover 


|H 12X2 ! 

frt12X2 

Screw Fastening Inner Liner Cover to Inner Liner 
(10-30) 


fH20A74 

fH20A74 

Washer (Fiber) for Cat. HI2X2 


(H20A75 '! 

IH20A75 

Washer (Rubber) for Cat. HI2X2 

44 | 

H20A282 ! 

H20A282 

Bracket for Ice Tray Separator Release 


H20A60 

H20A60 

Screw for Cat. H20A282 (No. 8) 


H I7A20!) 

HI7A205 

Snelf, Small, Side of Evaporator 

45 

HI7A206 

HI7A206 

Sliding Shelf with Stops, Top, Large 


HISA 156 

HI BA 156 

Trin for Shelf Slide 

46 

HI7A207 

HI7A207 

Sliding Shelf with Stops, Bottom, Large 


HI7A202 

HI7A202 

Shelf Stop 


HI7A208 

HI7A208 

Shelf, Small, Over Utility Basket 


H20A248 

H20A248 

Bumper for Shelf 

47 

H30A75 

H30A79 

VEGETABLE DRAWER WITH COVER 

48 

H30A76 

H30A76 

Cover for Vegetable Drawer 


H30A77 

H30A77 

Pan for Vegetable Drawer 

47 

H30A78 

H30A80 

Front Panel for Vegetable Drawer 

49 

H30A66 

H30A70 

Handle for Vegetable Drawer 


H30A67 

H30A67 

Spacer Between Pan and Front Panel 


H20A34I 

H20A34I 

Screw Fastening Handle and Front Panel to Pan 
(10-30) 


205128 i 

205128 

Nut for Cat. H20A34I 


179789 1 

179789 

Washer for Cat. H20A34I 


A2IRII5 

A2IRI19 

UTILITY BASKET 


A2IRI16 

A2IRII6 

Utility Basket without Handle and Front Panel 


H30A78 

H30A80 

Front Panel for Utility Basket 


H30A84 

A2IR94 

Handle for Utility Basket 


H30A67 

H30A67 

Spacer Between Front Panel and Utility Basket 


H20A34I 

H20A34I 

Screw Fastening Handle and Front Panel to 
Utility Basket 


205128 

205128 

Nut for Cat. H20A34I 


H20A342 

H20A342 

Support for Vegetable Drawer and Utility Basket 


HI7AI25 

HI7AI25 

Rubber Bumper for Cat. H20A342 


78X435 

78X435 

Lamp Receptacle 


H20A60 

H20A60 

Screw for C.t. 78X438 (No. 8) 


GE30I4 

GE30I4 

Connector for Wire 


H5X20 

H5X20 

Cabinet Insulation (Kimsul, 18* roll) 


AIR139 

AIR 140 

'Accessories 


* Liter Production Cabinets used Cat. (05113 Screw (10-32) with Cat. 200384 Nut. 

t Later Production Cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Nut and Cat. H20A380 Washer. 

* Refer to Accessories Section for Parts Included. 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


VP-5A, VP-5C—Cabinet Parts 


H4A23 



H23A35 


H10A29 


H7A98 

H20A13 


H28A12 


Name of Part 

| Cat. No. 

VP-5A 

VP-5C 


A1R54 

A1R54 


H2A31 

H2A31 


H2A32 

H2A32 

Inner Liner with Shelf Supports. 

*H3A81 

H4A23 

H3A8I 

H4A23 

Insulation between Liner Cover and Top Cover. . 
Cabinet Insulation (Kimsul, 18' roll) 

H5A141 

H5X20 

H6A78 

H5A141 

H5X20 

H6A78 


H6A79 

H6A79 


H7A18 

H7A18 


H7A96 

H7A96 


H7A97 

H7A97 

Door Panel with Catches for Refrigerating 

H7A98 

H7A98 


H9A10 

H9AI0 


H9A13 

H9A13 


H10A27 

HI0A27 


H10A28 

HI0A28 


H10A29 

HI0A29 


H10A30 

H10A30 


H10A31 

HI0A31 

Door Jamb Strip (Vertical, Hinge Side, Right- 

H10A78 

H10A78 

Door Jamb Strip (Vertical, Hinge Side, Left- 

H10A79 

H10A79 


H11A11 

HI1A11 

Tapping Strip for Outer Case (Horizontal). 

HI1A12 

H1IA13 

H11A12 

HI1AI3 

Tapping Strip for Inner Liner (Horizontal). 

Tapping Strip for Door (Outer Vertical, Latch 

H11A14 

H11A15 

H11A14 

H11A15 

Tapping Strip for Door (Outer Vertical, Hinge 

H11A16 

HI1A16 

Tapping Strip for Door (Outer, Horizontal). 

H11A17 

H11A18 

H11A17 

HI1A18 

Tapping Strip for Door (Inner, Horizontal). 

HI1A19 

H11A20 

H11A19 

H11A20 


HI1A47 

H1IA47 


H11A49 

H11A49 

Tapping Strip for Outer Case and Condenser 

H11A59 

H11A59 


HI2A2 

H12A2 

Screw for Door Jamb Strip, Door Strip, or 

H12X2 

H12X2 


H13A59 

HI3A59 


H13A65 

H13A65 

Gasket between Hinge Tapping Strip and Door 

HI3A83 

H13A83 

Gasket for Latch Handle Escutcheon Plate and 
Outer Door Panel. 

H13A104 

H13A104 


Name of Part 

Cat, 

. No. 

VP-5A 

VP-5C 



H13A142 

H13A145 


H13A145 


H13A157 

H13A157 


H14A13 

H14A13 

H15A26 

H15A27 

H15A29 

H15A30 

H15A31 

H15A32 

H15A44 

Latch Case with Bolt and Spring, Gasket and Nut 

H15A26 

H15A27 


H15A29 


H15A30 


H15A31 


H15A32 


H15A44 


H16A26 

H16A26 


H16A27 

H16A27 


H16A28 

H16A28 


H16A30 

H16A30 


H17A1 

H17A1 


H17A3 

H17A3 

Shelf (Small). 

H17A20 

H17A20 


H17A21 

H17A21 

Shelf (Middle or Bottom). 

H17A22 

H17A22 


H18A3 

H18A3 

Washer for Screw fastening Condenser to Base... 

H18A18 

H18A22 

H18A18 

H18A22 


H18A54 

H18A54 

Rivet for lillA20 or HUA47 Tapping Strips.... 

H18A92 

H18A133 

H18A92 

H18A133 


H19A4 

H19A5 


H19A6 

H19A15 

Light Receptacle with Retaining Ring and Short 



H20A4 

H20A4 


H20A6 

H20A6 


H20A8 


H20A13 

H20A13 


H20A14 

H20A14 

Cap Screw fastening Cabinet to Base or Foot 

H20A15 

H20A15 


H20A18 

H20A18 


H20A47 

H20A47 


H20A48 

H20A48 


H20A56 

H20A56 


H20A60 

H20A60 

Spring Clip for Refrigerating Machine Com- 

H20A61 

H20A61 

Fiber Washer for H12X2 Screw. 

H20A74 

H20A74 


H20A75 

H20A75 


H20A98 

H20A98 


H20A110 

H20A110 


H20A117 

H20X117 


H20A118 

H20A118 

Catch for Refrigerating Machine Compartment 

H20A137 

H20A137 


H20A138 

H20A138 


H23A24 

H23A24 

Strike Case with Plunger (Right-Hand Cahinet); 
Strike Case with Plunger (Left-Hand Cabinet)., 
Foot Pedal Door Opener (Right-Hand Cabinet) . 
Foot Pedal Door Opener (Left-Hand Cabinet).. . 
Foot Pedal with Bracket and Hinge Pin (Right- 

H23A26 

H23A27 

H23A31 

H23A32 

H23A33 

H23A26 

H23A27 

H23A31 

H23A32 

H23A33 

Foot Pedal with Bracket and Hinge Pin (Left- 

H23A34 

H23A34 


H23A35 

H23A35 

Connecting Rod between Foot Pedal and Turn- 

H23A36 

H23A36 

Connecting Rod between Sealing Cup and 

H23A37 

H23A37 

Connecting Rod between Sealing Cup and 

H23A38 

H23A38 


H23A39 

H23A39 

Base for Cabinet and Refrigerating Machine.... 

H27A14 

H28A12 

H27A14 

H28A12 


H28A13 

H28A13 


14239 

14239 

Cap Screw fastening Refrigerating Machine to 

106775 

106775 


153609 


153998 

153998 

Washer for 69X893 or 11X339 Screws (%" O.D.) 
Nut fastening Condenser to Base or for 106775 

165736 

177811 

165736 

177811 


179789 


6X814 

6X814 

Screw for H20A13, H14A13, H23A26, H23A27 
or H20A137. 

11X339 

11X339 


29X705 

29X705 


49X789 


49X972 


58X310 

58X310 

Check Nut for Turnbuckle (Left-Hand Thread) 
Check Nut for Turnbuckle (Right-Hand Thread) 
Screw fastening Condenser to Cabinet. 

64X973 

64X974 

69X893 

GE3014 

64X973 

64X974 

69X893 

GE3014 

Clip for Nameplate.1 

i NP62762B 

NP62762R 


* When ordering specify for VP-5A Cabinet and one H19A15 Light Receptacle with Retaining Ring and short leads and one H13A142 Rubber Bushing will 
be furnished, no charge. 

t Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Revised Jan. 1938 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-5-37A—Cabinet Parts 


H4A39 
H10A30 
H3A81 
H17A43 
H14A20 
H14A19 
H17A89 
H17A113 
H17A112 
H10A104 
H9A27 
H10A30 
HI 2X2 
H10A103 
H9A10 
H13A157 



H13A158 

NP66086B 


{ 


H6A132 

H7A143 


H15A43 
H15A42 
H15A46 
H15A47 
H15A41 
11X339 


H2A67 

H6A131 

H27A34 

H28A25 


AIR 90+ Accessories 

H2A67 Outer Case (Right-Hand Cabinet) 

H2A68 Outer Case (Left-Hand Cabinet) 

H3A81 Inner Liner with Shelf Supports 

H4A39 Cabinet Cover 

H5A101 Insulation for Refrigerating Machine Compartment Side 

H5A155 Insulation between Inner Liner Cover and Top Cover 
H5A163 Cabinet Insulation (Set) 

H6A131 Refrigerating Machine Compartment Door 
H6A132 Door Complete (Right-Hand Cabinet) 

H6A133 Door Complete (Left-Hand Cabinet) 

H7A18 Inner Door Panel 

H7A143 Outer Door Panel (Right-Hand Cabinet) 

H7A144 Outer Door Panel (Left-Hand Cabinet) 

H9A10 Door Corner 

H9A27 Door Jamb Corner 

H10A27 Door Strip (Horizontal) 

H10A28 Door Strip (Vertical, Hinge Side) 

H10A30 Door Jamb Strip (Horizontal) 

H10A78 Door Jamb Strip (Vertical, Hinge Side. Right-Hand Cabinet) 

H10A79 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

H10A103 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
H10A104 Door Jamb Strip (Vertical, Latch Side) 

HllAll Tapping Strip for Outer Case (Vertical) 

H11A12 Tapping Strip for Outer Case (Bottom) 

H11A13 Tapping Strip for Inner Liner (Vertical) 

H11A14 Tapping Strip for Inner Liner (Horizontal) 

HI1A16 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A17 Tapping Strip for Outer Door Panel (Horizontal) 

H11A18 Tapping Strip for Inner Door Panel (Vertical, Side) 

H11A19 Tapping Strip for Inner Door Panel (Horizontal) 

H11A20 Tapping Strip for Outer Case and Hinge 
H11A47 Tapping Strip for Door and Hinge 

H11A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
H11A59 Tapping Strip for Outer Case and Condenser 

H11A107 Tapping Strip for Outer Case (Top) 

H11A124 Tapping Strip for Outer Door Papel (Vertical, Latch Side) 

H12A2 Screw Fastening Straight or Headed Shelf Support to Inner Liner 

H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A83 Gastet between H11A47 and Outer Door Panel 

H13A142 Rubber Bushing for Light Receptacle 

H13A148 Gasket between Latch Case and Outer Door Panel 

H13A149 Seal for Latch Handle 

t Refer to Accessories Section for parts included. 


H13A152 

H13A158 

H13A164 

H13A165 

H13A166 

H13A167 

H13A178 

H13AI79 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A43 

H17A89 

H17A90 

H17A112 

H17A113 

H17A118 

H18A18 

H18A22 

H18A43 

H18A54 

H18A92 

H18A133 

H18A134 

H18A135 

H19A5 

H19A6 

H19A15 

H19A18 

H19A2I 

H20A4 

H20A6 

H20A15 

H20A47 

H20A56 

H20A60 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A118 

H20A161 

H20A162 

H20A165 

H20A166 

H20A167 

H20A168 

H20A173 

H20A181 

H20A182 

H20A184 

H20A230 

H20A235 

H22A29 

H27A34 

H28A25 

165736 

177811 

261646 

279364 

11X339 

12X732 

30X562 

46X784 

49X972 

58X310 

58X325 

58X326 

58X337 

69X893 

80X132 

GE3014 

NP66086B 


Gasket for H20A161 Clip 
Gasket for Cabinet Cover 

Gasket between H11A59 and Back of Outer Case 
Gasket between H20A162 and Outer Case 
Gasket for Tube Seal long) 

Gasket for Tube Seal (2%" long) 

Rubber Door Gasket 

Rubber Gasket for H18A134 and H18A135 Trim 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon Plate 

Escutcheon Plate for Latch Handle 

Hinge with End Covers 

Cover for Hinge 

Shelf (Top, large) 

Shelf Support (Straight) or Nut for 46X784 Screw 
Shelf Support (Headed) 

Shelf, Sliding (First or Second from Bottom) 

Frame for H17A112 Sliding Shelf 
Shelf (Top, small) 

Washer for H20A15 or H20A173 Screws (%" O.D.) 

Washer for 106775, 261646 or H20A173 Screws O.D.) 

Fiber Washer for H20A173 or 261646 Screws 
Momentary Contact Switch (Short Leads) 

Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 

Door J amb Corner Trim 

Trim for Upper Right-Hand Corner of Outer Case (Front) 

Trim for Upper Left-Hand Corner of Outer Case (Front) 

Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 

Lock washer for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Case, Inner Liner or 
Outer Door Panel 
Screw for Nameplate Clip 

Cap Screw Fastening Front Cross Piece to Side of Base 
Screw for Hinge 

Gasket between Hinge and Outer Case or between Hinge and 
Outer Door Panel 
Screw for H20A162 Clip 

Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner Liner Cover 

Lockwasher for Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Clip fdr Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Ice Tray Lifter Hook 

Washer for H18A134 or H18A135 Trim 

Cap Screw Fastening Condenser or Back Cross Piece to Side of Base 
Catch for Refrigerating Machine Compartment Door 
Rubber Spacer for Refrigerating Machine Compartment Door 
Rubber Pad for Base 

Washer under Scuff Plate or Nameplate 

Fiber Shim between Hinge and Cabinet 

Insulation for Refrigerating Machine Compartment Door 

Base 

Skirt for Base 

Washer for 69X893 Screw or Steel Washer under Scuff Plate 
Nut for,H20A173, 106775 or 261646 Screws 
Cap Screw Fastening Unit to Base 
Screw Fastening Base to Outer Case 

Screw Fastening Latch Case to Door Strip or Screw for Strike 

Lockwasher for 177811 Nut 

Lockwasher for 46X784 Screw 

Screw Fastening Skirt to Base 

Porcelain Bushing for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Lockwasher for 58X326 Nut 

Nut Fastening Scuff Plate to Outer Door Panel 

Screw for H20A181 Catch 

Screw Fastening Unit Condenser to Back of Outer Case 
Washer for H20A60 Screw 
Connector for Lead 
Nameplate Clip 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-5-38A—Cabinet Parts 


H4A39 


H18A136- 

H10A123- 


H10A1 18- 
H9A31 


H13A158 


- NP66086B 



H13A182 


H27A50 


H28A32 


AlRl08f 

H2A77 

H2A78 

H3A97 

H4A39 

H5A184 

H5A186 

H6A131 

H6A174 

H6A175 

H7A170 

H7A173 

H7A174 

H9A31 

H9A32 

H10A117 

H10A118 

H10A119 

H10A120 

H10A121 

H10A122 

H10A123 

H11A11 

H11A20 

H11A47 

H11A49 

H11A59 

H11A124 

H11A125 

H11A127 

H11A128 

H11A129 

H11A130 

H11A131 

H11A132 

H11A133 

H11A134 

H12A2 

H12X2 

H13A83 

H13A148 

H13A149 

H13A158 

H13A164 

H13A166 

H13A181 

H13A182 

H13A183 

H14A19 

H14A20 

H15A41 


Accessories 

Outer Case (Right-Hand Cabinet) 

Outer Case (Left-Hand Cabinet) 

Inner Liner with Shelf Supports 
Cabinet Cover 

Insulation between Inner Liner Cover and Cabinet Cover 
Cabinet Insulation (Set) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Bottom) 

Door Jamb Strip (Top) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Outer Door Panel and Hinge 
Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner, or Spring to Refrigerating Machine Compartment Door 
Tapping Strip for Outer Case and Condenser, or Back Clip for 
Cabinet Cover 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Outer Case (Top) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Hinge Side; 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner and Slotted Shelf Supports 
Screw Fastening HI7A89 or HI7A90 Shelf Supports to Inner Liner 
Screw for Door Strip, Door Jamb Strip, Light Switch, or Inner 
Liner Cover 

Gasket between H11A47 Tapping Strip and Outer Door Panel 

Gasket between Latch Case and Outer Door Panel 

Seal for Latch Handle 

Rubber Gasket for Cabinet Cover 

Gasket for H11A59 Tapping Strip 

Gasket for Tube Seal (1%" loo?) 

Fiber Gasket between Light Switch and Door Jamb Strip 

Rubber Door Gasket 

Gasket for H20A170 Clip 

Strike 

Strike Case 

Escutcheon for Door Strip and Latcb Bolt 


H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

HI6A35 

H16A36 

H17A89 

H17A90 

HL7A95 

H17A96 

H17A97 

H17A98 

H17A105 

H17A111 

H17A132 

H17A133 

HL7A134 

H17A135 

H18A3 

H18A22 

H18A43 

H18A92 

H18A136 

H19A26 

H19A27 

H20A4 

H20A6 

H20A47 

H20A49 

H20A56 

H20A60 

H20A62 

H20A74 

H20A86 

H20A110 

H20A117 

H20A118 

H20A159 

H20A161 

H20A170 

H20A174 

H20A181 

H20A235 

H20A239 

H20A240 

H20A241 

H20A242 

H20A243 

H20A247 

H20A248 

H20A249 

H20A250 

H20A251 

H20A253 

H20A254 

H20A255 

H20A256J 

H20A282J 

H22A29 

H27A50 

H28A32 

H30A34 

H30A39 

H30A40 

H30A41 

H30A42 

153608 

160980 

165736 

177811 

179789 

261646 

11X339 

46X784 

58X310 

58X324 

58X325 

58X350 

69X893 

71X571 

78X81 

80X132 

GE3014 

1GA21H3 

NP66086B 


Scuff Plate and Clip for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon 

Escutcheon for Latch Handle 

Hinge with End Covers 

Center Cover for Hinge 

Shelf Support (Straight) or Nut for 46X784 Skirt Screw (X" long) 
Shelf Support (Headed) 

Shelf Support (Double Slot, H" thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, thick) 

Stop for Shelf 

Fiber Washer for Double Slot Shelf Support 
Sliding Shelf with Stop (Lower) 

Sliding Shelf with Stop (Upper) 

Shelf (Top) 

Removable Half Shelf (Bottom) 

Washer for HL7A90 Shelf Support (X" O.D.) 

Washer for 153608 or 261646 Screw (>6" O.D.) 

Fiber Washer for 153608 Screw (%" O.D.) 

Rivet for H11A20 or H11A47 Tapping Strips 
Door Jamb Corner Trim 
Lamp Guard 

Bushing for Light Receptacle 

Rivet for H11AI1, H11A124, H11A127, H11A128, H11A130, 
HI1A131, H11A132 or H11A133 Tapping Strips 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A181 Catch 

Gasket between Hinge and Outer Case, or between Hinge and 
Outer Door Panel 

Screw Fastening H20A170 Clip, H20A239 Catch or Tube Seal to 
Cabinet or H20A282 Bracket 

Screw Fastening H20A243 Spacer to Bottom of Condenser 
Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner O.D.) 

Screw for H20A161 Clip 
Rubber Plug for Inner Liner Cover 
Lock washer for Latch Handle Nut 
Rivet for H11A59 Tapping Strip 

Screw Fastening H17A95, H17A96, H17A97, or H17A98 Shelf 
Supports to Inner Liner 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

Catch for Refrigerating Machine Compartment Door 
Fiber Shim between Hinge and Outer Case 
Catch for Refrigerating Machine Compartment Door Spring 
Washer for H20A181 Catch O.D.) 

Spring for Refrigerating Machine Compartment Door 
Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

Rubber Spacer for Bottom of Condenser 
Support for Shelf and Drawer 
Rubber Bumpier for Shelf 
Rubber Button for H20A247 Support 

Washer between Front Panel and Pan for Vegetable Drawer 
(1" O.D.) 

Rubber Washer between Scuff Plate Clip and Outer Door Panel 
(X" O.D.) 

Rubber Spacer for Shelf Support 
Rubber Pad between Base and Cabinet 
Fiber Washer for 71X571 Screw (%" O.D.) 

Bracket for Separator Release (Early production Cabinets) 

Bracket for Separator Release (Late production Cabinets) 
Insulation for Refrigerating Machine Compartment Door 
Base 

Skirt for Base 

Handle for Vegetable Drawer 

Vegetable Drawer 

Front Panel for Vegetable Drawer 

Pan for Vegetable Drawer 

Cover for Vegetable Drawer 

Screw Fastening Condenser to Base 

Washer for 71X571 Screw (%” O.D.) 

Washer for 69X893 or H20A174 Screws (X" O.D.) 

Nut for 153608 or 261646 Screws 

Fiber Washer for 58X350 Screw (O.D.) 

Screw Fastening Unit to Base 

Screw for H14A19 Strike, H14A20 Strike Case, or H15A43 Latch 
Case 

Screw Fastening Skirt to Base 
Lockwasher for 11X339 Strike Screw 
Lockwasher for H20A159 Screw 
Lockwasher for 58X326 Nut 

Screw Fastening Front Panel of Vegetable Drawer 
Screw Fastening Unit Condenser to Back of Outer Case, or 
H20A170 Clip to Cabinet 
Screw Fastening Cabinet to Base 
Light Receptacle 

Washer for H20A62 Screw (X" O.D.) 

Connector for Leads 

Momentary Contact Switch with 8" Leads 
Nameplate Clip 


t Refer to Accessories Section for parts included. 

$ H20A282 is fastened to the liner with a screw while H20A256 is clamped between liner and liner cover. These parts are not interchangeable. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


X-5A, X-5C, X-5D and X-5G—Cabinet Parts 


NP59179B 



H9A11 
H10A23 


H20A12 

H1A10V 

H1A12, 

H23A20 


H18A94 
H15A18 
JH15A7 
IH15A17 
H15A4 
H16A10 
H16A15 
H16A16 


H13A31 


HI A3 
H1A13 


Name of Part 

X-5A 

X-5D 

X-5C 

X-SG 




A1R39 

fAc< tries (X-5A, D, and G).' 

A1R25 

A1R36 

A1R38 

Leg without Bracket (IlH"). 

H1A3 

H1A13 

H1A13 

Leg with Bracket (11 ^'0. 

H1A10 

H1A12 

H1A12 

Log with Bracket (5 % n ) . 

H1A11 

H1A11 

H1A11 

Inner Liner. 

H3A18 

*H3A31 

♦H3A31 

Cabinet Insulation (Set). 

: 

HSA52 

H5AS2 

Door Complete. 

H6A15 

H6A29 

H6A29 

Inner Door Panel. 

H7A16 

H7A16 

H7A16 


H7A17 

H7A35 

H7A35 

Door Corner. 

H9A10 

H9A10 

H9A10 

Door Jamb Comer.. 

H9A11 

H9AI1 

H9A11 

Door Jamb Strip (Latch Side). 

H10A21 

H10A21 

H10A21 

Door Jamb Strip (Hin^e Side) .. 

H10A22 

H10A48 

•H10A48 

Door Jamb Strip (Horizontal). 

H10A23 

H10A23 

H10A23 

Door Strip with Escutcheon Plate (Latch 




Side). 

H10A24 

H10A24 

H10A24 

Door Strip (Hin^e Side). 

H10A25 

H10A25 

H10A25 

Door Strip (Horizontal). 

H10A26 

H10A26 

H10A26 

Tapping Strip for Door (Outer, Vertical) 

H11A5 

H11A5 

H11A5 

Tapping Strip for Door (Outer, Horiz.) . . 

H11A6 

H11A6 

H11A6 

Tapping Strip for Door (Inner, Vertical) 

H11A7 

H11A7 

H11A7 

Tapping Strip for Door (Inner, Horiz.). . 

H11A8 

H11A8 

H11A8 

Tapping Strip for Inner Liner (Horiz.). . 

H11A9 

H11A9 

H11A9 

Tapping Strip for Inner Liner (Vertical). 

H11A10 

H11A10 

H11A47 

H11A10 

H11A47 



H11A48 

H11A48 

Screw for Sealing Cup and Gasket. 

H12A4 

H20A48 

H20A48 


H12A10 





H12X2 

H12X2 

Rubber Door Gasket. 

H13A31 

H13A31 

H13A31 

Gasket for Leg. 

H13A32 

H13A27 

H13A27 

Gasket for Sealing Cup. 

H13A59 

H13A59 

H13A59 

Gasket for 49X542 Receptacle. 

H13A60 

H13A60 

H13A60 

Sponge Rubber Gasket for Inner Liner. . 

H13A61 

H13A61 

H13A61 

Strike. 

H14A13 

H14A13 

H14A13 

Latch Bolt with Rivet. 

H15A4 

H15A4 

H15A4 

Latch. 

H15A7 

H15A17 

H1SA17 



H15A18 

H15A18 

Latch Handle Spring-. 

H15A49 

H15A55 

H1SA55 

Latch Handle Pin. 

H15A54 

H15A56 

HI5A56 


H16A9 




H16A10 





H16A15 

H16A15 



H16A16 

H16A16 

Shelf (Top). 

H17A18 

H17A37 

H17A39 

Shelf (Middle or Bottom). 

H17A19 

H17A31 

H17A31 


Name of Part 

X-5A 

X-SD 

X-5C 

X-5G 

Special Top Shelf (for use with CK.-1 
Unit). 

H17A50 




H18A18 

H18A18 

H18A18 


H18A22 

H18A22 

H18A22 

Momentary Contact Switch with Leads. 
Escutcheon Plate for Door Strip (Latch 

H18AS4 

H18A94 

H18A54 

H18A94 

H18AS4 

H18A94 


H19A4 

H19A4 

H19A4 


H20A4 

H20A4 

H20A4 


H20A6 

H20A6 

H20A6 

Speed Nut for 49X563 or 49X564 Recep- 

H20A8 

H20A8 

H20A8 

Retaining Washer for 49X542 Receptacle 

H20A9 

H20A10 

H20A9 

H20A10 

H20A9 

H20A10 


H20A12 

H20A12 

H20A12 


H20A15 

H20A1S 

H20A15 


H20A21 

JH20A21 

H20A47 


♦ 

H20A47 



H20A49 

ZH20A49 


H20A58 

H20A58 

H20A58 

Light Adapter Bracket (for use with 
CK-l Unit) . . 

H20A73 


Foot Pedal with Hinge, Bolt, Nut and 

H23A20 

H23A20 

H23A20 


H23A21 

H23A21 

H23A21 


H23A22 

H23A22 

H23A22 

Connecting Rod (Lower) for use with 

H23A23 

H23A23 

H23A23 


H23A24 

H23A24 

H23A24 

Strike Case with Plunger (Right-Hand 

H23A26 

H23A26 

H23A26 

Strike Case with Plunger (Left-Hand 

H23A27 

H23A27 

H23A27 


H23A28 

H23A28 

H23A28 


H23A29 

H23A29 

H23A29 

Connecting Rod (Lower) for use with 

H23A30 

H23A30 

H23A30 


11X10 

11X10 

11X10 

Screw for Door Strip, Door Jamb Strip 

11X339 




11X339 

11X339 

Flush Cup Receptacle with Leads. 

Light Receptacle 

49X542 

49X789 

61X327 

49X542 

49X789 

61X327 

49X542 

49X789 

61X327 


89943 

89943 

89943 


144066 

144066 

Clip for Nameplate. 

NP59179B 

NP59179B 

NP59179B 


* X-5G Cabinet uses H10A49 Door Jamb strip (Hinge Side) * Superseded bv Cat. H3A53 Inner Liner. Cat. H19A15 Light Receptacle and 

t X-SG Cabinet turn H20AS7 Door Spring c *'- HI3A142 Rubber Bushing must be used with H3A53. 

§ Use Kimsui. Cat. H5X20 covers 18' roll. 

t Refer to Accessories Section for parts included. * 

Note: A few of these cabinets were called HX-50. 

Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


X-5B, X-5E and X-5F—Cabinet Parts 


NP59179B 



HI A3 
H1A13 


H18A94 

H15A18 

H15A7 

H15A17 

H15A4 

HI6A10 

H16A15 

H16A16 


H13A31 


1 A3 
H1A13 


Name of Part 


(Set) 


t Accessories. 

Leg (11H"). 

Inner Liner. 

Cabinet Insulation 
Door Complete.... 

Inner Door Panel.. 

Outer Door Panel. 

Door Corner. 

Door Jamb Corner 
Door Jamb Strip (Latch 

Side). 

Door Jamb Strip (Hori¬ 
zontal) . 

Door Strip with 

Escutcheon Plate 

(Latch Side). 

Door Strip (Hinge Side). 
Door Strip (Horizontal). 
Door Jamb Strip (Hinge 

Side). 

Tapping Strip for Door 
(Outer, Side) 
Tapping Strip for Door 
(Outer, Horizontal) 
Tapping Strip for Door 

(Inner, Side). 

Tapping Strip for Door 
(Inner, Horizontal). 
Tapping Strip for Inner 
Liner (Horizontal).. 
Tapping Strip for Inner 
Liner (Side) 

Tapping Strip for Door 
(with Latch Pad)... 

Hinge Pad. 

Latch Pad. 

Hardware Screw (except 

Strike). 

Screw for Door or Door 
Jamb Strip. 


X-5B 


A1R30 

H1A3 

H3A25 

¥ 

H6A15 

H7A16 

H7A17 

H9A10 

H9A11 

H10A21 

H10A23 


H10A24 

H10A25 

H10A26 

H10A42 

H11A5 

H11A6 

H11A7 

H11A8 

H11A9 

H11A10 

H11A22 


H12A10 


X-5E 


A1R37 

H1A13 

H3A32 

H5A53 

H6A29 

H7A16 

H7A35 

H9A10 

H9A11 

H10A21 

H10A23 

H10A24 

H10A25 

H10A26 

H10A42 

H11A5 

H11A6 

H11A7 

H11A8 

H11A9 

H11A10 


H11A47 

H11A48 


H12X2 


X-5F 


A1R39 

H1A13 

H3A32 

H5A53 

H6A29 

H7A16 

H7A35 

H9A10 

H9A11 

H10A21 

H10A23 


H10A24 

H10A25 

H10A26 

H10A42 

H11A5 

H11A6 

H11A7 

H11A8 

H11A9 

H11A10 


H11A47 

H11A48 


H12X2 


* Use Kimsul. Cat. H5X20 covers 18' roll, 
t Refer to Accessories Section for parts included. 
Note: A few of these cabinets were called HX-50. 


Name of Part 

X-5B 

X-5E 

X-5F 

Rubber Door Gasket.... 

H13A31 

H13A31 

H13A31 

Gasket for Leg. 

H13A32 

H13A27 

H13A27 

Sponge Rubber Gasket 




for Inner Liner. 

H13A61 

H13A61 

H13A61 

Strike Case. 

H14A6 

H14A6 

H14A6 

Strike. 

H14A13 

H14A13 

H14A13 

Latch Bolt with Rivet... 

H15A4 

H15A4 

H15A4 

Latch. 

H15A7 

H15A17 

H15A17 

Escutcheon Plate for 






H15A18 

H15A18 

Latch Handle Spring.... 

H15A49 

H15A55 

H15A55 

Latch Handle Pin. 

H15A54 

H15A56 

H15A56 


H16A9 




H16A10 



Hinge. 


H16A15 

H16A15 



H16A16 

H16A16 

Shelf (Top). 

H17A30 

H17A37 

H17A39 

Shelf (Middle or Bottom) 

H17A31 

H17A31 

H17A31 

Special Top Shelf (for 





H17A50 



Washer for H20A15 Cap 




Screw. 

H18A18 

H18A18 

H18A18 

Washer for Short Leg. . . 

H18A22 

H18A22 

H18A22 

EscutcheonPlateforDoor 




Strip (Latch Side). . 

H18A94 

H18A94 

H18A94 

Rivet for Tapping Strip. 

H20A4 

H20A4 

H20A4 

Screw for Nameplate Clip 

H20A6 

H20A6 

H20A6 

Cap Screw for Leg. 

H20A15 

H20A15 

H20A15 



H20A47 

H20A47 

Box Top Adapter 




(DR-1B Unit). 

H20A58 

H20A58 

H20A58 

Leg (5«"). 

11X10 

11X10 

11X10 

Screw for Door Strip, 




Door Jamb Strip or 





11X339 



Screw for Strike. 


11X339 

11X339 



144066 

144066 

Clip for Nameplate. 

NP59179B 

NP59179B 

NP59179B 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


M-5A, M-5C—Cabinet Parts 



H20A12 

H23A20 


H9A10 

/H16A16 

\H16A29 

/H16A15 

\H16A26 

/H6A29 

IH7A35 

HI8A94 

H15AI8 

H15A17 

H15A4 

H10A24 

H13A31 


H1A13 



Cat. 

No. 


M-5A 

M-5C 


A1R55 

A1R55 


H1A11 

H1A11 


H1A12 

H1A12 


H1A13 

H1A13 


♦H3A31 

H3A53 


HSA52 

H5A52 


H6A29 

H6A29 


H7A16 

H7A16 


H7A35 

H7A35 


H9A10 

H9A10 


H9A11 

H9A11 


H10A2I 

H10A21 

Door Jamb Strip (Vertiqal, Hinge Side, Right- 
Hand Cabinet) for use with Spring in Hmge 

H10A22 

H10A23 

H10A22 

H10A23 

Door Strip with Escutcheon Plate (Vertical, 

H10A24 

H10A24 


H10A25 

H10A25 


H10A26 

H10A2f 

Door Jamb Strip (Vertical, Hinge Side) for use 

H10A49 

Door Jamb Strip (Vertical, Hinge Side, Left- 
Hand Cabinet) for use with Spring in Hinge 

H10A86 

H11A5 

H10A86 

H11A5 

Tapping Strip for Door (Outer, Horizontal). . . . 

H11A6 

H11A7 

H11A6 

H11A7 

Tapping Strip for Door (Inner, Horizontal). 

H11A8 

H11A9 

H11A8 

H11A9 

Tapping Strip for Inner Liner (Vertical). 

H11A10 

H11A20 

H11A10 

H11A20 


H11A47 

H11A47 


H11A48 

H11A48 

Tapping Strip for Outer Case (Vertical). 

Tapping Strip for Outer Case (Horizontal). 

Screw for Door Strip or Door Jamb Strip. 

H11A70 

H11A71 

H12X2 

H13A27 

H11A70 

H11A71 

H12X2 

H13A27 


H13A31 

H13A31 


H13A59 

H13A59 


H13A60 

H13A60 


H13A142 


H14Ai3 

H14A13 


H15A4 

H15A4 


H15A17 

H15A17 


H15A18 

H15A18 


H15A55 

H1SA55 


H15A56 

H15A56 

Hinge for use with Cover 3K" long. 

H16A1S 


t Refer to Accessories Section for parts included. 

a Superseded by Cat. H3A53 Inner Liner. Cat. H19A15 Light Receptacle and 
Cat. H13A142 Rubber Bushing must be used with H3A53. 


Name of Part 

|j Cat. No. 

M-SA 

M-5C 


H16A16 



H16A26 

H16A26 


H16A27 

H16A27 


H16A28 

H16A28 


H16A29 

H16A29 


H17A19 

H17A19 

Shelf (Top). 

H17A74 

HI7A74 


H18A18 

H18A18 


H18A22 

H18A22 


H18A54 

H18A54 

Rivet for H11A20, H11A47, or H11A48 Tapping 

H18A92 

H18A92 


H18A94 

H18A94 


H19A4 

H19A5 


H19A12 

Light Receptacle with Retaining Ring and Short 


H19A15 


H20A4 

H20A4 


H20A8 


H20A9 

H20A9 


H20A10 

H20A10 


H20A12 

H20A12 


H20A15 

H20A15 


H20A47 

H20A47 


H20A48 

H20A48 


H20A57 


H20A98 

H20A98 

Foot Pedal with Hinge, Bolt, Nut and Washer.. 

H23A20 

H23A21 

H23A20 

H23A21 


H23A22 

H23A22 

Connecting Rod (Lower) for use with Long Leg. 

H23A23 

H23A24 

H23A23 

H23A24 

Strike Case with Plunger (Right-Hand Cabinet) 
Strike Case with Plunger (Left-Hand Cabinet). 

H23A26 

H23A27 

H23A28 

H23A26 

H23A27 

H23A28 

Connecting Rod (Upper). 

Connecting Rod (Lower) for use with Short Leg 
Nut for Foot Pedal Bolt. 

H23A29 

H23A30 

89943 

144066 

H23A29 

H23A30 

89943 

144066 

Leg without Foot Pedal Support {$%”) . 

Screw for Strike. 

11X10 

11X339 

49X542 

11X10 

11X339 

49X542 


49X789 


49X972 

Lockwasher for Strike. 

58X310 

61X327 

58X310 

61X327 

Connector for Lead. 

GE3014 

GE3014 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


T-5C—Cabinet Parts 


AlR38f Accessories 

H1A1 Leg without Bracket (11H") 

H1A8 Leg with Bracket (llX'O 

H1A9 Leg with Bracket (5$i") 

♦H3A31 Inner liner 

H5A54 Cabinet Insulation (Set) 

H6A30 Door 

H7A16 Inner Door Panel 

H7A36 Outer Door Panel 

H8A33 Top Front Panel 

H8A34 Bottom Front Panel 

H8A35 Latch Side Panel 

H8A54 Hinge Side Panel 

H9A8 Metal Trim 

H9A10 Door Corner 

H9A11 Door Jamb Corner 

H10A21 Door Jamb. Strip (Latch Side) 

H10A23 Door Jamb Strip (Horizontal) 

H10A24 Door Strip (Latch Side) with Escutcheon Plate 
H10A25 Door Strip (Hinge Side) 

H10A26 Door Strip (Horizontal) 

H10A49 Door Jamb Strip (Hinge Side) 

H11A5 Tapping Strip (Vertical) for Outer Door 
H11A6 Tapping Strip (Horizontal) for Outer Door 
H11A7 Tapping Strip (Vertical) for Inner Door 
H11A8 Tapping Strip (Horizontal) for Inner Door 

H11A9 Tapping Strip (Horizontal) for Inner Liner 

H11A10 Tapping Strip (Vertical) for Inner Liner 
H11A47 Hinge Pad 

H11A48 Latch Pad 

H12A9 Cap Screw for Leg 

H12X2 Screw for Door Strip or Door Jamb Strip 

H13A31 Rubber Door Gasket 

H13A47 Sponge Rubber Gasket for Side Panel 

H13A48 Sponge Rubber Gasket for Front Panels 

H13A59 Gasket for Sealing Cup 

H13A60 Gasket for 49X542 Receptacle 

H13A61 Sponge Rubber Gasket for Liner 

H14A12 Strike 

H15A4 Latch Bolt with Rivet 

H15A17 Latch 

H15A18 Latch Cover 

H15A55 Latch Handle Spring 

H15A56 Latch Handle Pin 

H16A15 Hinge 

t Refer to Accessories Section for parts included. 

* Superseded by Cal. No. H3A53 Inner Liner. Cat. No. H19A15 Light Receptacle 
and Cat. No. H13A142 Rubber Bushing must be used with H3A53. 



H17A38 Shelf (Top) 

H18A18 Washer for H12A9 Cap Screw 

H18A22 Washer for Short Leg 

H18A38 Washer for H20A49 Screw 

H18A43 Fiber Washer between Leg and Pane 

H18A54 Momentary Contact Switch with Leads 

H18A92 Rivet for Hinge or Latch Pad 

H18A94 Escutcheon Plate for H10A24 Door Strip 

H19A4 Lamp Guard 

H20A4 Rivet for Tapping Strip 

H20A6 Strew for Nameplate Clip 

H20A8 Speed Nut for 49X563 or 49X564 Receptacle 

H20A9 Retaining Washer for 49X542 Receptacle 

H20A10 Lock Nut for 49X542 Receptacle 

H20A40 Shim between Side Panel and Outer Case 

H20A47 Screw for Hinge 

H20A48 Screw for Sealing Cup and Gasket 

H20A49 Screw for Side Panel 

H20A50 Pad between Hinge and Cabinet 

H20A51 Pad between Side Panel and Outer Case 

H20A53 Washer (0.134") between Hinge and Cabine 

H20A54 Washer (0.010") between Hinge and Cabinet 

H20A55 Washer (0.020") between Hinge and Cabinet 

H20A56 Pad between Hinge and Door 

H20A57 Door Spring 

H23A20 Foot Pedal with Hinge, Bolt, Nut and Washer 

H23A21 Ball Joint Connector 

H23A22 Lock Nut for H23A21 Connector 

H23A23 Connecting Rod (Lower) for use with Long Leg 

H23A24 Sealing Cup with Rod 

H23A26 Strike Case with Plunger (Right Hand) 

H23A27 Strike Case with Plunger (Left Hand) 

H23A28 Foot Pedal Door Opener 

H23A29 Connecting Rod (Upper) 

H23A30 Connecting Rod (Lower) for use with Short Leg 

1X452 Nut for Foot Pedal Bolt 

11X11 Leg with Bracket (S%") 

49X542 Flush Cup Receptacle with Leads 

49X789 Light Receptacle 

61X327 Lockwasher for 1X452 Nut 

144066 Screw for Latch 

NP59179B Nameplate Clip 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


MP-5A, MP-5C—Cabinet Parts 


H10A23 

H3A311 

H3A53/ 

H10A21 

H17A74 

H14A13 

H23A26 

HI7A19 


H9A11 

H10A23 

H1A8 

H23A21 

H23A20 



H2A21 

H9A10 


/H16A16 

1H16A30 

/H16A15 

\H16A26 

/H6A30 

\H7A36 

H18A94 

H15A18 


H15A17 


H15A4 


H10A24 

H13A31 


H1A1 


Name of Part 

Cat. 

No. 

MP-5A 

MP-5C 


A1R63 

A1R63 


H1A1 

H1A1 


H1A8 

H1A8 


H1A9 

H1A9 


H2A21 

H2A22 

•H3A31 

H5A120 

H2A21 

H2A22 

H3A53 

H5A120 





H6A30 

H6A30 


H7A16 

H7A16 


H7A36 

H7A36 


H9A10 

H9A11 

H9A10 


H9A11 


H10A21 

H10A21 

Door Jamb Strip (Vortical, Hinge Side, Right- 
Hand Cabinet) for use with Spring in Hinge. 

H10A22 

H10A23 

H10A22 

H10A23 

Door Strip with'Escutcheon Plate (Vertical, Latch 

H10A24 

H10A24 


H10A25 

H10A25 


H10A26 

H10A26 

Door Jamb Strip (Vertical, Hinge Side) for use 

H10A49 

Door Jamb Strip (Vertical, Hinge Side, Left- 
Hand Cabinet) for use with Spring in Hinge. 

H10A86 

H11A5 

H10A86 

H11A5 

Tapping Strip for Door (Outer, Horizontal). 

H11A6 

H11A7 

H11A6 

H11A7 

Tapping Strip for Door (inner. Horizontal). 

H11A8 

H11A9 

H11A8 

H11A9 


H11A10 

H11A10 


H11A20 

H11A20 


H11A47 

H11A47 


H11A48 

H11A48 


H11A70 

H11A70 


H11A71 

H11A71 


H12A9 

H12A9 


H13A31 

H13A31 


H13A59 

H13A59 

Gasket for 49X542 Receptacle. 

H13A60 

H13A60 

Gasket between Hinge 'tapping Strip and Outer 

H13A83 

H13A83 


H13A142 


H14A13 

H14A13 


H15A4 

H15A4 


H15A17 

H15A17 


H15A18 

H15A18 


H15A55 

H15A55 

Latch Handle F^n. 

H15A56 

H15A56 


f Refer to Accessories Section for parts included. 

* Superseded by Cat. H3A53 Inner Liner. Cat. H19A15 Light Receptacle and 
Cat. H13A142 Rubber Bushing must be used with H3A53. 


Name of Part 

Cat. 

No. 

MP-5A 

MP-5C 


H16A15 



H16A16 



H16A26 

H16A26 


H16A27 

H16A27 


H16A28 

H16A28 


H16A38 

H16A30 


H17A19 

H17A19 

Shelf (Top) . . _ __'. 

H17A74 

H17A74 


H18A18 

H18A18 


H18A22 

H18A22 

Fiber Washer between Leg and Outer Case. 

H18A43 

H18A54 

H18A43 

H18A54 

Rivet for H11A20, H11A47, or H11A48 Tapping 

H18A92 

H18A92 


H18A94 

H18A94 


H19A4 

H19A5 

Spring for Hi8A54 Switch. 

H19 A12 

Light"] with Retaining Ring and Short 


H19A15 


H20A4 

H20A4 


H20A8 

Retaining Washer for 49X542 Receptade. 

H20A9 

H20A10 

H20A9 

H20A10 


H20A47 

H20A47 


H20A48 

H20A48 


H20A50 

H20A50 


H20A56 

H20AS6 


H20A57 


H20A98 

H20A98 

Foot Pedal with Hinge, Bolt, Nut and Washer.. 

H23A20 

H23A21 

H23A20 

H23A21 


H23A22 

H23A22 

Connecting Rod (Lower) for use with Long Leg. . 

H23A23 

H23A24 

H23A23 

H23A24 

Strike "Case with Plunger (Right-Hand Cabinet). 
Strike Case with Plunger (Left-Hand Cabinet).. 

H23A26 

H23A27 

H23A28 

H23A26 

H23A27 

H23A26 


H23A29 

H23A29 

Connecting Rod (Lower) for use with Short Leg.. 

H23A30 

89943 

H23A30 

89943 


144066 

144066 


11X11 


Screw for Door Jamb Strip, Door Strip or Strike. 

11X339 

49X542 

11X339 

49X542 


49X789 


49X972 


58X310 

58X310 


61X327 

61X327 

Connector for Leads. 

GE3014 

GE3014 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


B-6-37A—Cabinet Parts 


H4A34 


H10A95. 


H 1 7A 1 30- 
H17A99- 


H13A154 


NP66086B 



H15A41 

11X339 


y3XT7- H “” 

^-H27A27 

t itr 

L._UOO AT) 


H28A22 


AlR79f 

H3A77 

H4A34 

H5A147 

H5A153 

H6A95 

H6A107 

H6A108 

H7A106 

H7A123 

H7A124 

H9A25 

H9A26 

H10A89 

H10A90 

H10A91 

H10A92 

H10A93 

H10A94 

H10A95 

H11A20 

H11A47 

H11A49 

H11A59 

H11A78 

H11A79 

H11A80 

H11A81 

H11A82 

H11A83 

H11A84 

H11A85 

H11A86 

H11A87 

H11A88 

H11A105 

H12A2 

HI 2X2 

H13A142 

H13A147 

H13A148 

H13A149 

H13A152 

H13A154 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A91 

H17A92 

H17A93 

H17A94 

H17A95 

H17A96 

H17A97 


Accessories 

Inner Liner with Shelf Supports 
Cabinet Cover 

Insulation between Inner Liner Cover and Top Cover 
Cabinet Insulation (Set) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 
Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Horizontal) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Door and Hinge 

Tapping Strip for Screw fastening Inner Liner Cover to Inner Liner 
Tapping Strip for Outer Case and Condenser 
Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Shelf Supports, without Screw 
Tapping Strip for Shelf Supports, with Screw for HI 7A90 Shelf 
Support 

Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case (Top) 

Screw Fastening Straight or Headed Shelf Support to Inner Liner 
Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 
Rubber Bushing for Light Receptacle 
Rubber Door Gasket 

Gasket between Latch Case and Outer Door Panel 

Seal for Latch Handle 

Gasket for H20A161 Clip 

Gasket for Cabinet Cover 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon Plate 

Escutcheon Plate for Latch Handle 

Hinge with End Covers 

Cover for Hinge 

Shelf Support (Straight) or Nut for 46X784 Screw 
Shelf Support (Headed) 

Shelf Support (Single Slot, H" thick) 

Shelf Support (Single Slot, 24" thick) 

Shelf Support (Single Slot, ff" thick) 

Shelf Support (Single Slot, thick) 

Shelf Support (Double Slot, thick) 

Sbelf Support (Double Slot, thick) 

Shelf Support (Double Slot, ft" thick) 


t Refer to Accessories Section for parts included. 


HI7A98 

H17A99 

H17A101 

H17A105 

H17A110 

H17A111 

H17A130 

H18A3 

H18A18 

H18A22 

H18A54 

HI8A92 

H19A5 

H19A6 

H19A15 

H19A18 

H19A21 

H20A4 

H20A6 

H20A47 

H20A60 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A118 

H20A155 

H20A159 

H20A161 

H20A162 

H20A165 

H20A166 

H20A181 

H20A182 

H20A230 

H22A23 

H22A25 

H27A27 

H28A22 

11X339 

12X732 

30X562 

46X784 

49X972 

58X310 

58X324 

58X325 

58X326 

58X337 

69X893 

80X132 

80X178 

106775 

165736 

177811 

261646 

279364 

GE3014 

NP66086B 


Shelf Support (Double Slot, thick) 

Shelf (First or Second from Bottom) 

Shelf (Top, BmaU) 

Stop for Shelf 

Fiber Washer for Single Slot Shelf Support 
Fiber Washer for Double Slot Shelf Support 
Shelf (Top, large) 

Washer for H12A2 Screw 

Washer for 80X178, 106775 or 279364 Screws (H" O.D.) 

Washer for 106775 or 261646 Screws O.D.) 

Momentary Contact Switch (Short Leads) 

Rivet fastening H11A20 to Outer Case or H11A47 to Outer Door 
Panel 

Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 
Lockwasher for Momentary Contact Switch 

Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Case, Inner Liner or 
Outer Door Panel 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A162 Clip 

Fiber Washer for Screw fastening Inner Liner Cover to Inner Liner 

Rubber Washer for Screw fastening Inner Liner Cover to Inner Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner Liner Cover 

Lockwasher for Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Ice Tray Lifter Hook 

Screw Fastening Slotted Shelf Support to Tapping Strip 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Spring Catch for Refrigerating Machine Compartment Door (Left- 
Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Catch for Refrigerating Machine Compartment Door 

Rubber Spacer for Refrigerating Machine Compartment Door 

Washer under Scuff Plate or Nameplate 

Insulation for Refrigerating Machine Compartment Side 

Insulation for Refrigerating Machine Compartment Door 

Base 

Skirt for Base 

Screw fastening Latch Case to Door Strip or Screw for Strike 

Lockwasher for 177811 Nut 

Lockwasher for 46X784 Screw 

Screw fastening Skirt to Base 

Porcelain Bushing for Light Reoeptacle 

Lockwasher for 11X339 Strike Screw 

Lockwasher for H20A159 Screw 

Lockwasher for 58X326 Nut 

Nut fastening Scuff Plate to Outer Door Panel 

Screw for H20A181 Catch 

Screw fastening Unit Condenser to Back of Outer Case 
Washer for H20A60 Screw 

Cap Screw Fastening Front Cross Piece to Side of Base 
Cap Screw Fastening Condenser and Back Cross Piece to Side of 
Base 

Washer for 69X893 Screw or Steel Washer under Scuff Plate 

Nut for 106775, 261646 or 279364 Screws 

Cap Screw Fastening Base to Outer Case or Unit to Base 

Cap Screw Fastening Back Cross Piece to Side of Base 

Connector for Leads 

Nameplate Clip 
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H4A34 

H10A95 

H3A82 
HI 2X2 

H17A114 

H14A20 
H14A19 

H17A89 
H17A115 

H10A94 

H9A26 

H10A95 

H12X2 

H10A90 

H9A25 

H13A147 



HT3A154 

NP67860B 

/H6A121 

IH7A223 

H15A43 

H13A104 

H15A31 

H15A50 

H15A41 

11X339 

H6A120 

H27A30 


AlR82f Accessories 

H3A82 Inner Liner with Shelf Supports 

H4A34 Cabinet Cover 

H5A147 Insulation between Inner Liner Cover and Top Cover 
H5A159 Cabinet Insulation (Set) 

H6A120 Refrigerating Machine Compartment Door 

H6A121 Door Complete (Right-Hand Cabinet) 

H6A122 Door Complete (Left-Hand Cabinet) 

H7A106 Inner Door Panel 

H7A223 Outer Door Panel (Right-Hand Cabinet) 

H7A224 Outer Door Panel (Left-Hand Cahinet) 

H9A25 Door Corner 

H9A26 Door Jamh Corner 

H10A89 Door Strip (Vertical, Hinge Side) 

H10A90 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
H10A91 Door Strip (Horizontal) 

H10A92 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

H10A93 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cahinet) 
H10A94 Door Jamb Strip (Vertical, Latch Side) 

H10A95 Door Jamb Strip (Horizontal) 

H11A20 Tapping Strip for Outer Case and Hinge 

H11A47 Tapping Strip for Door and Hinge 

Hll A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 

H11A59 Tapping Strip for Outer Case and Condenser 

H11A78 Tapping Strip for Inner Liner (Horizontal) 

H11A79 Tapping Strip for Inner Liner (Vertical) 

H11A82 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A83 Tapping Strip for Outer Door Panel (Horizontal) 

H11A84 Tapping Strip for Outer Door Panel (Vertical, Latch Side) 

H11A85 Tapping Strip for Inner Door Panel (Vertical) 

H11A86 Tapping Strip for Inner Door Panel (Horizontal) 

H11A87 Tapping Strip for Outer Case (Bottom) 

H11A88 Tapping Strip for Outer Case (Vertical) 

H11A105 Tapping Strip for Outer Case (Topi 

H12A2 Screw Fastening Straight or Headed Shelf Support to Inner Liner 

H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A104 Seal for Latch Handle 

H13A142 Rubber Bushing for Light Receptacle 

H13A147 Rubber Door Gasket 

H13A148 Gasket between Latch Case and Outer Door Panel 

H13A152 Gasket for H20A16I Clip 

H13A154 Gasket for Cabinet Cover 

H14A19 Strike 

H14A20 Strike Case 

H15A31 Escutcheon Plate for Latch Handle 

H15A41 Escutcheon for Door Strip and Latch Bolt 

H15A43 Latch Case with Bolt, Spring, Gasket and Nut 

H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

H15A50 Latch Handle without Escutcheon Plate 

H16A37 Hinge with End Covers 

H16A38 Cover for Hinge 

H17A89 Shelf Support (Straight) 

H17A90 Shelf Support (Headed) 

f Refer to Accessories Section for parts included. 


H17A101 Shelf (Top, small) 

H17A114 Shelf (Top, large) 

H17A115 Shelf (Middle or Bottom) 

H18A3 Washer for H12A2 Screw 

H18A18 Washer for 80X178, 106775 or 279364 Screws (X" O.D.) 

H18A22 Washer for 106775 or 261646 Screws {%" O.D.) 

H18A54 Momentary Contact Switch (Short Leads) 

H18A92 Rivet Fastening H11A20 to Outer Case or H11A47 to Outer Door 
Panel 

H19A5 Lamp Guard 

H19A6 Retaining Spring for Momentary Contact Switch 

H19A15 Light Receptacle with Porcelain Bushing (Short Leads) 

H19A18 Lock washer for Momentary Contact Switch 
H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 
H20A4 Rivet Fastening Tapping Strip to Inner Liner, Outer Case or 
Outer Door Panel 

H20A6 Screw for Nameplate Clip 

H20A47 Screw for Hinge 

H20A60 Screw for H20A162 Clip 

H20A74 Fiber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

H20A75 Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

H20A86 Screw for H20A161 Clip 
H20A110 Rubber Plug for Inner Liner Cover 
H20A117 Lockwasher for Latch Handle Nut 
H20A118 Rivet Fastening H11A59 to Back of Outer Case 
H20A161 Clip for Cabinet Cover (Front) 

H20A162 Clip for Cabinet Cover (Back) 

H20A165 Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

H20A166 Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

H20A167 Ice Tray Lifter Hook 

H20A181 Catch for Refrigerating Machine Compartment Door 
H20A182 Rubber Spacer for Refrigerating Machine Compartment Door 
H22A25 Insulation for Refrigerating Machine Compartment Door 
H27A30 Base 

11X339 Screw Fastening Latch Case to Door Strip or Screw for Strike 

12X732 Lockwasher for 177811 Nut 

49X972 Porcelain Bushing for Light Receptacle 

58X310 Lockwasher for Strike Screw 11X339 

58X337 Screw for H20A181 Catch 

69X893 Screw Fastening Unit Condenser to Back of Outer Case 
80X132 Washer for H20A60 Screw 

80X178 Cap Screw Fastening Front Cross Piece to Side of Base 

106775 Cap Screw Fastening Condenser and Back Cross Piece to Side of 

Base 

165736 Washer for 69X893 Screw 

177811 Nut for 106775, 261646 or 279364 Screws 

261646 Cap Screw Fastening Base to Outer Case or Unit to Base 

279364 Cap Screw Fastening Back Cross Piece to Side of Base 

GE3014 Connector for Leads 

NP67860B Nameplate Clip 


Always Give Catalog Number 


Revised Jan. 1938 
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H13A154 


NP67860B 

JH6A121 

IH7A223 

H15A41 

H13A104 

H15A31 


H15A50 

H15A43 

11X339 

H6A120 


H27A42 


AlR82t 

A20H15 

C20A81 

C20A82 

C20A83 

H3A82 

H3A91 

H4A34 

H5A147 

H5A159 

H5A174 

H6A120 

H6A121 

H6A122 

H7A106 

H7A223 

H7A224 

H9A25 

H9A26 

H10A89 

H10A90 

H10A91 

H10A92 

H10A93 

H10A94 

H10A95 

H11A20 

H11A47 

H11A49 

H11A78 

H11A79 

H11A82 

H11A83 

H11A84 

K11A85 

H11A86 

H11A87 

H11A88 

H11A105 

H12A2 

H12X2 

H13A104 

H13A142 

H13A147 

H13A148 

H13A152 

H13A154 

H14A19 

H14A20 

H15A31 

H15A41 

H15A43 

H15A44 

H15A4S 

H15A50 

H16A37 

H16A38 

H17A89 


Rubber Spacer with H20A62 Screw and 179789 Fiber Washer for 
H20A201 Clamp 

Screw Fastening Inner Liner Cover to Evaporator 
Washer for C20A81 Screw (1H" 0. D.) 

Steel Washer for C20A81 Screw (10. D.) 

Inner Liner with Shelf Supports 
Inner Liner Cover 
Cabinet Cover 

Insulation between Inner Liner Cover and Cabinet Cover 
Cabinet Insulation (Set) 

Insulation for Base 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side v Right-Hand Cabinet) 

Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Horizontal) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Door and Hinge 

Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case (Top) 

Screw Fastening Straight or Headed Shelf Support to Inner Liner 

Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

Seal for Latch Handle 

Rubber Bushing for Light Receptacle 

Rubber Door Gasket 

Gasket between Latch Case and Outer Door Panel 

Gasket for H20A161 Clip 

Gasket for Cabinet Cover 

Strike 

Strike Case 

Escutcheon Plate for Latch Handle 
Escutcheon for Door Strip and Latch Bolt 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle 

Hinge with End Cover 

Cover for Hinge 

Shelf Support (Straight) 


t Refer to Accessories Section for parts included. 


H17A90 

H17A101 

H17A114’ 

H17A115 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A5 

H19A6 

H19A15 

H19A18 

H19A21 

H20A4 

H20A6 

H20A47 

H20A59 

H20A60 

H20A62 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A161 

H20A162 

H20A165 

H20A166 

H20A167 

H20A181 

H20A182 

H20A201 

H20A202 

H22A25 

H27A42 

13919 

145995 

145996 

165736 

177811 

179789 

261646 

279364 

11X339 

49X972 

58X310 

58X337 

61X328 

GE3014 

NP67860B 


Shelf Support (Headed) 

Shelf (Top, Small) 

Shelf (Top. Large) 

Shelf (Middle or Bottom) 

Washer between H17A90 Shelf Support and Inner Liner (}■£" 
O. D.) 

Washer for 261646 Screw (%” O. D.) 

Washer for 279364 Screw 

Momentary Contact Switch with Short Leads 
Rivet Fastening H11A20 Tapping Strip to Outer Case, or H11A47 
Tapping Strip to Door 
Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 
Lockwasher for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Case, Inner Liner or 
Outer Door Panel 
Screw for Nameplate Clip 
Screw for Hinge 

Cork Spacer Between Inner Liner Cover and Evaporator 
Screw for Tube Seal, H20A162 Clip or Fastening H20A201 or 
H20A202 Clamps to Cabinet 
Screw Fastening Rubber Spacer to H20A201 Clamp 
Fiber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 
Rubber Plug for Inner Liner Cover 
Lockwasher for Latch Handle Nut 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Ice Tray Lifter Hook 

Catch for Refrigerating Machine Compartment Door 
Rubber Spacer for Refrigerating Machine Compartment Door 
Clamp for Tubes (Upper) 

Clamp for Tubes (Middle or Lower) 

Insulation for Refrigerating Machine Compartment Door 
Base 

Nut for C20A81 Screw 

Screw Fastening Insulation to Base 

Nut for 145995 Screw 

Washer for 145995 Screw 

Nut for 279364 Screw 

Fiber Washer for H20A62 Screw 

Screw Fastening Unit to Base 

Screw Fastening Back Cross Piece to Side of Base 

Screw for Latch Case or Strike 

Porcelain Bushing for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Screw Fastening H20A181 Catch to Cabinet 

Lockwasher for C20A81 Screw (1)^" O. D.) 

Connector 
Nameplate Clip 


Always Give Catalog Number 
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REF. 

no. 

CAT. NO. 

NAME OF PART 

1. 

H4A34 

TOP COVER FOR CABINET 

2. 

HI3AI54 

Gasket for Top Cover 


H20A|61 

Clip for Top Cover, Front 


H20AI62 

Clip for Top Cover, Back 


H20A86 

Screw for H20AI6I (10-30) 


H20A60 

Screw for Cat. H20AI62 or Refrigerant Line Sealing Plate 
(No. 8) 


69X693 

Screw Fastening Condenser to Outer Case [No. 10) 


165736 

Washer for Cat. 69X893 


H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

Screw for Cat. H20A243 (No. 8) 


80X132 

Washer for Cat. H20A62 

3. 

H27A46 

BASE WITH SCREWS FOR CONDENSER 


153608 

Cap Screw Fastening Condenser to Base (5/16 in.-16) 


177811 

Nut for Cat. 153608 


HI 8*22 

Washer for Cat. (53608 (7/8 in. 0.0.) 


20X536 

Cap Screw Fastening Outer Case to Base (1/4 in,-20) 


I609B0 

Washer for Cat. 20X536 


261616 

Cap Screw Fastening Refrigerating Machine to Base (5/16 in.-18) 


177811 

Nut for Cat. 261616 


HI6A22 

Washer for Cat. 261646 

4. 

H26A29 

Skirt for Base 


16X781 

Screw Fastening Skirt to Base (1/4 in.-20) 


H17A89 . 

Nut for Cat. 46X784 

5. 

H6A95 ! 

LOWER OOOR PANEL 


H20A24I ; 

Spring Clip for Cat. H6A95 


H20AI71 ! 

Screw for Cat. H20*29l (10-30) 


165736 

Washer for Cat. H20AI74 


H20A242 

Rubber Button Spacer for Cat. H6A95 


H20AIBI 

Support for Cat. H6A95 


H20A49 

Screw for Cat. H20A18I (No. 8) 


H20A240 

Washer for Cat. H20A49 


H20A239 

Catch for Spring Clip Cat. H20A24I 


H20A60 

Screw for Cat. H20A239 (No. 8) 

6. 

H6AI07 

OOOR FOR RIGHT-HAND CABINET 


H6AI08 

DOOR FOR LEFT - HANO CABINET 

6 . 

H7AI23 

Outer Door Panel (Right-Hand Cabinet) 


H7AI24 

Outer Door Panel (Left-Hand Cabinet) 

7. 

HI3AU7 

Door Gasket 


H10A89 

Ooor Strip, Hinge Side 


HI0A91 

Door Strip, Top or Bottom 

8 . 

HI0A90 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

9. 

HI5A4I 

Escutcheon for Latch Bolt 

10. 

HI 2X2 

Screw for Door Strip (10-30) 

1 i. 

H9A25 

Door Corner 


H7AI06 

Inner Door Panel 

12. 

HI 5*43 

Latch with Gasket, Nut, and Lockwasher 


HJ5A44 

Spring for Latch 


HI5A45 

Nut for Latch and Handle 


H20AI 17 

Lockwasher for Cat. HI5A45 


HI3AI48 

Gasket Between Latch and Outer Door Panel 

13. 

11X339 

Screw Fastening Latch to Door Strip (10-30) 


HI6A35 

Hinge with End Covers 


HI6A36 

Middle Cover for Hinge 


H20A47 

Screw for Hinge (12-28) 

14. 

HI5A42 

Scuff Plate and Clip for Latch Handle 


H20A251 

Rubber Washer for Scuff Plate 


58X326 

Nut for Cat. HI5A42 


58X325 

Lockwasher for Cat. 58X326 


NP66086B 

Nameplate Clip 


REF. 

NO. 

CAT. NO. 

NAME OF PART 


H20A6 

Screw for Nameplate Clip (4-48) 

15. 

KI5A46 

Latch Handle without Escutcheon 

16. 

HI5A47 

Escutcheon for Latch Handle 


HI3AI49 

Gasket Between Latch Handle and Outer Door Panel 

17. 

HI4AI9 

Str ike for Latch Bolt 

18. 

HI4A20 

Strike Case 


11X339 

Screw for Strike (10-30) 


56X310 

Lockwasher for Cat. 11X339 


IGA2IH3 

Door Switch with 8 in. Leads 


HI3AI8I 

Gasket for Cat. IGA2IK3 


HI 2X2 

Screw for Cat. IGA2IH3 (10-30) 

19. 

HI0A94 

Door Jamb Strip, Latch Side 

20. 

H10A95 

Door Jamb Strip, Bottom 

21 . 

H10A1 15 

Door Jamb Str ip, Top 


HI0AI 16 

Ooor Jamb Strip, Hinge Side 

22. 

H12X2 

Screw for Ooor Jamb Strip (10-30) 

23. 

H9A26 

Door Jamb Corner 

24. 

H3A96 

INNER LINER WITH SHELF SUPPORTS 


HI 7*89 

Shelf Support, Straight, (1/2 in. long) 


HI7A90 

Shelf Support, Headed 


H20A253 

Rubber Spacer for Cat. HI7*90 


HI8A3 

Washer for Cat. HI7*90 


KI2A2 

Screw for Cat. 1117*89, HI7*90 (1/1 In.-20) 

25. 

HI 7*96 

Shelf Support, Double Slot (3/4 In. thick) 


HI7AUI 

Fiber Washer for Cat. HI7*96 


H20AI59 

Screw for Cat. HI7*96 (10-30) 


58X324 

Lockwasher for Cat. H20AI59 


H20AI10 

Rubber Plug for Inner Liner Cover 


HI 2X2 

Screw Fastening Inner Liner Cover to Inner Liner (10-30) 


H20A74 

Washer (Fiber) for Cat. HI2X2 

26. 

'H20A282 

Bracket for Ice Tray Separator Release (Late 



Product ion Cabinets) 


•H20A252 

Bracket for Ice Tray Separator Release (Early 



Production Cabinets) 


K20A60 

Screw for Cat. H20A282 (No. 8} 


HI7A129 

Shelf, Small, Side of Evaporator 

27. 

HI7AI30 

Sliding Shelf with Stops, Upper 

28. 

H17*99 

Sliding Shelf with Stops, Lower 

29. 

HI 7*105 

Stop for Shelf 


HI7AI3I 

Removable Shelf, Bottom 


H20A246 

Bumper for Shelf 

30. 

H30A35 

VEGETABLE DRAWER 


H30A37 

Pan for Cat. H30*35 

30. 

H30A3B 

Front Panel for Cat. H30A35 

32. 

H30A34 

Handle for Cat. H30A35 


H20A250 

Washer Between Cat. H30A38 and H30A37 


58X350 

Screw Fastening Front Panel to Vegetable Drawer (No. 10) 


179789 

Washer for Cat. 58X350 

31 . 

H30A36 

Cover for Cat H30A35 


H20A247 

Support for Cat. H30A35 and HI7*131 


H20A249 

Rubber Button for Cat. H20A247 


78X81 

Lamp Receptacle 


HI9A27 

Bushing for Lamp Receptacle 


HI9A26 

Lamp Guard 


GE30I4 

Connector for Wire 


H5AI6I 

Cabinet Insulation (set) 


H22A25 

Insulation for Lower Ooor Panel 


H22A23 

Insulation for Refrigerating Machine Compartment Side 


+H5AI79 

Insulation Between Inner Liner Cover and Top Cover 


**A1R104 

Accessories 


*H20A282 is fastened to the liner with a screw while H20A252 is clamped between liner and liner cover. These parts are not interchangeable. 
•’Refer to Accessories Section for Parts Included. 


7 use Kimsul, Cat. H5X20 


Revised March 1939 


Always Give Catalog Humber 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


JB6-37B, JB6-37C and JB6-38A—Cabinet Parts 



REF. 

HO. 

CATALOG NO. 


REF. 

NO. 

CATAL 

G NO. 


JB6-38A 

JB6-37C 

JB6-37B 

hame of part 

JB6-38A 

JB6-37C 

JB6-37B 

NAME OF PART 

1 . 

H4A34 

H4A34 

TOP COVER FOR CABINET 


HI6A37 

HI6A37 

Hinge with End Covers 

2. 

HI3AI54 

HI3AIS4 

Gasket for Top Cover 


H16 A3 6 

HI6A38 

Center Cover for Hinge 


H20AI6I 

H20AI6I 

Clip for Top Cover, Front 


H20A47 

H20A47 

Screw for Hinge (12-28) 


K20AI62 

H20AI62 

Clip for Top Cover, Back 


NP67860B 

NP67860B 

Nameplate Clip 


H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 


H20A6 


Screw for Nameplate Clip (4-48) 


H20A60 

H20A60 

Screw for H20AI62 Clip, or Refrigerant Line Sealing 

16. 

HI4AI9 

HI4AI9 

Strike 




Plate (No. 8) 

17. 

HI4A20 

HI4A20 

Strike Case 


69X893 

69X893 

Screw Fastening Condenser to Outer Case (No. 10) 


1 1X339 

i 1X339 

Screw for HI4AI9 (10-30) 


165736 

165736 

Hasher for 69X893 (8/8 In. O.D.) 


58X310 

58X310 

Lockwasher for 11X339 


H20A243 

H20A243 

Rubber Spacer for Back of Condenser 


IGA2IH3 

HI8A54 

Door Switch with Short Leads 


H20A62 

H20A62 

Screw Fastening Spacer to Condenser (No. 8) 


HI3AI8I 

- 

Gasket for IGA2IH3 


80X132 

60X132 

Hasher for H20A62 (1/2 in. O.D.) 


H12X2 

- 

Screw for IGA2IH3 (10-30) 

3. 

H27A45 

H27A45 

BASE WITH SCREWS FOR CONDENSER 


- 

HI9A6 

Retaining Spring for HI8A54 


153608 

153608 

Cap Screw Fastening Condenser to Base (5/16 in. 


- 

HI9AI8 

Lockwasher for HI8A54 




-18) 


- 

HI9A2I 

Nut for HI8AS4 


HI8A22 

HI8A22 

Washer for 153608 Screw 

18. 

HI0A94 

HI0A94 

Door Jamb Strip, Latch Side 


177811 

177811 

Nut for 153608 Screw 

19. 

HI0A95 

HI0A95 

Door Jamb Strip, Bottom 


20X536 

20X536 

Cap Screw Fastening Outer Case to Base (1/4 in.-20) 

20. 

HI0AI1C 

HI0A95 

Door Jamb Strip, Top 


160980 

160980 

Washer for 20X536 Screw (3/4 in. D.F.) 


HI0AI16 

HI0A92 

Door Jamb Strip, Hinge Side (Right-Hand Cabinet! 


261646 

261646 

Cap Screw Fastening Unit to Base (5/16 in.-18) 


HI0AI16 

HIOA93 

Door Jamb Strip, Hinge Side (Left-Hand Cabinet) 


H 1 8*22 

HI8A22 

Washer for 261646 Screw (7/8 in. O.D.) 

21. 

HI2X2 

H12X2 

Screw for Door Jamb Strip (10-30) 


177811 

177611 

Nut for 261646 Screw 

22. 

H9A26 

H9A26 

Door Jamb Corner 

4. 

H6A120 

H6AI20 

LOWER DOOR PANEL 

23. 

H3A95 

t H3A113 

INNER LINER WITH SHELF SUPPORTS 


H20A24I 

H20A24I 

Spr ing Clip for H6AI20 

24. 

HI7A89 

HI7A89 

Shelf Support, Straight (1/2 in. long) 


H20AI74 

H20AI74 

Screw for H20A24I (10-30) 


HI7AI22 

- 

Shelf Support, Straight (3/4 in. long) 


165736 

165736 

Hasher for H20AI74 (8/8 In. O.D.) 


HI7A90 

H17A90 

Shelf Support, Headed 


H20A242 

H20A242 

Rubber Button Spacer for H6AI20 


HI2A2 

HI2A2 

Screw for Shelf Support (1/4 In.-20) 


H20AI81 

H20AI8I 

Support for H6AI20 


H20AI10 

H20AII0 

Rubber Plug for Inner Liner Cover 


H20A49 

H20A49 

Screw for H20AI8I (No. 8) 


HI2X2 

HI2X2 

Screw Fastening Inner Liner Cover to Inner Liner 


H20A240 

H20A240 

Washer for H20A49 (7/8 in. 0.0.) 




(10-30) 


H20A239 

H20A239 

Catch for Spring Clip, Cat. H20A24I 


H20A74 

H20A74 

Washer for HI2X2 (5/8 in. O.D.) 


H20A60 

H20A60 

Screw for H20A239 (No. 8) 


HI7AI29 

HI7AI29 

Shelf, Small, Side of Evaporator 

5. 

H6AI2I 

H6AI2I 

DOOR FOR RIQHT-HAND CABINET 

25. 

H17A114 

HI7AI14 

Shelf, Top, Large 


H6AI22 

H6AI22 

DOOR FOR LEFT - HAND CABINET 

26. 

HI7AI15 

HI7AI15 

Shelf, Middle or Bottom 

5. 

H7A223 

H7A223 

Duter Door Panel, Right-Hand Cabinet 


H20A244 

- 

Hook for Ice Tray Lifter (Early Production Cabinets) 


H7A224 

H7A224 

Outer Door Panel, Left-Hand Cabinet 




(JB-6-3BA) 

6. 

HI3AI47 

HI3AI47 

Door Gasket 


H20AI67 

H20AI67 

Hook for Ice Tray Lifter (JB-6-37B and C) 


HI0A85 

HI0A85 

Door Strip, Hinge Side 


•H20A252 

- 

Bracket for Separator Releaae (Early Production 


HI 04 1 

HI0A9I 

Door Strip, Top or Bottom 




Cabinets) (JB-6-38A) 

7. 

HIOA90 

HI0A90 

Door Strip, Latch Side, with Escutcheon for Latch 


*H20A282 

- 

Bracket for Separator Releaae (Late Production 

8. 

HI5A4I 

HI5A4I 

Escutcheon for Door Strip and Latch Bolt 




Cabinets) (JB-6-38A) 

9. 

H12X2 

HI 2X2 

Screw for Door Strip (10-30) 


H20A60 

- 

Screw for H20A282 (No. 8) 

10. 

H9A25 

H9A25 

Door Corner 


78X81 

- 

Lamp Receptacle 


H7AI06 

H7A106 

Inner Door Panel 


- 

HI9AI5 

Lamp Receptacle with Porcelain Bushing, Short Leads 

II. 

HI5A43 

HI5A43 

Latch, with Gasket, Nut, and Lockwasher 


- 

49X972 

Porcelain Bushing for Lamp Receptacle 


HI5A44 

HI5A44 

Spring for Latch 


HI9A27 

HI3AI42 

Rubber Bushing for Lamp Receptacle 


HI5A45 

HI5A45 

Nut for Latch and Handle 


HI9A26 

HI9A5 

Lamp Guard 


HI3AI48 

HI3AI48 

Gasket Between Latch and Outer Door Panel 


GE30I4 

GE30I4 

Connector for Wirea 


H20AII7 

H20AI17 

Lockwasher for HI5A45 


H5AI78 

H5AI78 

Cabinet Insulation (set) 

12. 

11X339 

11X339 

Screw Fastening Latch to Door Strip (10-30) 


f H5AI79 

t H5AI79 

Insulation Between Inner Liner Cover I Top Cover 

13. 

HI5A50 

HI5A50 

Latch Handle without Escutcheon 


H22A25 

H22A25 

Insulation for H6AI20 


HI5A3I 

HI5A3I 

Escutcheon for Latch Handle 


AIR 102 

- 

••Accessories (JB-6-38A) 

m 

HI3AI04 

HI3AI04 

Gasket Between Latch Handle and Door Panel 


AIR129 

AIR129 

’'Accessories (JB-6-37C, JB-S-37BJ 


*H20A282 is Fastened to the Liner with a Screw, While H20A252 is Clamped between Liner and Liner Cover, These Parts are not Interchangeable. 
'•Refer to Accessories Section for Parts included. 

tSuperseded by Cat. H3AII5 Inner Liner, Cat. HI9A28 Lamp Receptacle and Cat. H20A60 Screw must be used with Cat. H3AII5 Inner Liner. 
fUse Kimsul, Cat. H5X20. 

Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-6-37A—Cabinet Parts 



H10A94 
H9A29 
H10A95 
H12X2 
H10A90 
H9A25 
H13A147 


AlR92| Accessories 

H2A69 Outer Case (Right-Hand Cabinet) 

H2A70 Outer Case (Left-Hand Cabinet) 

H3A77 Inner Liner with Shelf Supports 

H4A40 Cabinet Cover 

H5A147 Insulation between Inner Liner Cover and Top Cover 
H5A165 Cabinet Insulation (Set) 

H6A137 Refrigerating Machine Compartment Door 
H6A138 Door Complete (Right-Hand Cabinet) 

H6A139 Door Complete (Left-Hand Cabinet) 

H7A106 Inner Door Panel 

H7A147 Outer Door Panel (Right-Hand Cabinet) 

H7A148 Outer Door Panel (Left-Hand Cabinet) 

H9A25 Door Corner 

H9A26 Door Jamb Corner 

H10A89 Door Strip (Vertical, Hinge Side) 

H10A90 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
H10A91 Door Strip (Horizontal) 

H10A92 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

H10A93 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

H10A94 Door Jamb Strip (Vertical, Latch Side) 

H10A95 Door Jamb Strip (Horizontal) 

H11A20 Tapping Strip for Outer Case and Hinge 
H11A47 Tapping Strip for Door and Hinge 

H11A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
H11A59 Tapping Strip for Outer Case and Condenser 
H11A78 Tapping Strip for Inner Liner (Horizontal) 

H11A79 Tapping Strip for Inner Liner (Vertical) 

H1IA80 Tapping Strip for Shelf Support without Screw 
H11A81 Tapping Strip for Shelf Support with Screw for H17A90 Shelf 
Support 

H11A82 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A83 Tapping Strip for Outer Door Panel (Horizontal) 

H11A84 Tapping Strip for Outer Door Panel (Vertical, Latch Side) 

H11A85 Tapping Strip for Inner Door Panel (Vertical) 

H11A86 Tapping Strip for Inner Door Panel (Horizontal) 

H11A87 Tapping Strip for Outer Case (Bottom) 

H11A88 Tapping Strip for Outer Case (Horizontal) 

H11A105 Tapping Strip for Outer Case (Top) 

H12A2 Screw Fastening Straight or Headed Shelf Support to Inner Liner 

H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A83 Gasket between H11A47 and Outer Door Panel 

H13A142 Rubber Bushing for Light Receptacle 

H13A148 Gasket between Latch Case and Outer Door Panel 

H13A149 Seal for Latch Handle 

H13A152 Gasket for H20A161 Clip 

H13A154 Gasket for Cabinet Cover 

H13A164 Gasket between H11A59 and Back of Outer Case 
H13A165 Gasket between H20A162 and Outer Case 
H13A166 Gasket for Tube Seal long) 

H13A167 Gasket for Tube Seal ( 2%" long) 

H13A175 Rubber Door Gasket 

t Refer to Accessories Section for parts included. 


H13A179 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A91 

H17A92 

H17A93 

H17A94 

H17A95 

H17A96 

H17A97 

H17A98 

H17A99 

H17A101 

H17A105 

H17A110 

H17A111 

H17A130 

H18A3 

H18A18 

H18A22 

H18A43 

H18A54 

H18A92 

H18A133 

H18A134 

H18A135 

H19A5 

H19A6 

H19A15 

H19A18 

H19A21 

H20A4 

H20A6 

H20A47 

H20A56 

H20A60 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A118 

H20A155 

H20A159 

H20A161 

H20A162 

H20A165 

H20A166 

H20A168 

H20A181 

H20A182 

H20A230 

H20A235 

H22A23 

H22A25 

H27A35 

H28A26 

106775 

165736 

177811 

261646 

279364 

11X339 

12X732 

30X562 

46X784 

49X972 

58X310 

58X324 

58X325 

58X326 

58X337 

69X893 

80X132 

80X178 

GE3014 

NP66086B 


Rubber Gasket for H18A134 or H18A135 Trim 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon Plate 

Escutcheon Plate for Latch Handle 

Hinge with End Covers 

Cover for Hinge 

Nut for 46X784 Screw or Shelf Support (Straight) 

Shelf Support (Headed) 

Shelf Support (Single Slot, ft" thick) 

Shelf Support (Single Slot, thick) 

Shelf Support (Single Slot, W' thick) 

Shelf Support (Single Slot, thick) 

Shelf Support (Double Slot, f$ // thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, +f" thick) 

Shelf Support (Double Slot, thick) 

Shelf (First or Second from Bottom) 

Shelf (Top, small) 

Stop for Shelf 

Fiber Washer for Single Slot Shelf Support 
Fiber Washer for Double Slot Shelf Support 
Shelf (Top, large) 

Washer for HI2A2 Screw 

Washer for 80X178, 106775 or 279364 Screws (H" O.D.) 

Washer for 106775 or 261646 Screws (%" O.D.) 

Fiber Washer for 80X178, 106775, 279364 or 261646 Screws 
Momentary Contact Switch, Short Leads 

Rivet Fastening H11A47 to Outer Door Panel or H11A20 to 
Outer Case 

Door Jamb Corner Trim 

Trim for Upper Right-Hand Corner of Outer Case (Front) 

Trim for Upper Left-Hand Corner of Outer Case (Front) 

Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 

Lock was her for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Case, Inner Liner or 
Outer Door Panel 
Screw for Nameplate Clip 
Screw for Hinge 

Gasket between Hinge and Outer Case or between Hinge and 
Outer Door Panel 
Screw for H20A162 Clip 

Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner Liner Cover 

Lockwasber for Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Ice Tray Lifter Hook 

Screw Fastening Slotted Shelf Support to Tapping Strip 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Washer for H18A134 or H18A135 Trim 

Catch for Refrigerating Machine Compartment Door 

Rubber Spacer for Refrigerating Machine Compartment Door 

Washer under Scuff Plate or Nameplate 

Fiber Shim between Hinge and Cabinet 

Insulation for Refrigerating Machine Compartment Side 

Insulation for Refrigerating Machine Compartment Door 

Base 

Skirt for Base 

Cap Screw Fastening Condenser and Back Cross Piece to Side of 
Base 

Steel Washer under Scuff Plate or for 69X893 Screw 

Nut for 106775. 261646 or 279364 Screws 

Cap Screw Fastening Base to Outer Case or Unit to Base 

Cap Screw Fastening Back Cross Piece to Side of Base 

Screw Fastening Latch Case to Door Strip or Screw for Strike 

Lockwasher for 177811 Nut 

Lockwasher for 46X784 Screw 

Screw Fastening Skirt to Base 

Porcelain Bushing for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Lockwasher for H20A159 Screw 

Lockwasher for 58X326 Nut 

Nut Fastening Scuff Plate to Outer Door Panel 

Screw for H20A181 Catch 

Screw Fastening Unit Condenser to Back of Outer Case 
Washer for H20A60 Screw 

Cap Screw Fastening Front Cross Piece to Side of Base 
Connector for Leads 
Nameplate Clip 


Always Give Catalog Number 


Revised Jan. 1938 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB6-39A —Cabinet Parts 



REF. 

NO. 

CAT. NO. 

NAME OF PART 

1 . 

H4A34 

TOP COVER FOR CABINET 

2. 

HI3AI54 

Gasket for Cat. H4A34 


H20AI6I 

Clip for Top Cover, Front 


H20AI62 

Clip for Top Cover, Back 


H20A86 

Screw for Cat. H20AI6I (10-30) 


H20A60 

Screw for Cat. H20AI62 or Refrigerant Line 
Seal ing Plate (No. 8) 


69X893 

Screw Fastening Condenser to Outer Case 
(No. 10) 


K20A243 

Rubber Spacer for Back of Condenser 


H20A62 

Screw Fastening Spacer to Condenser (Ko. 8) 


S0XI32 

Washer for Cat. H20A62 


H27A90 

Front Angle with Front Gliders for Base 


H27A9I 

Back Angie for Base 


A2RI3 

G! ider, Back 


106775 

Cap Screw Fastening Rack Angle to Back 
Glider (5/16 in.-18) 


177811 

Nut for Cat. 106775 


HI8AIE 

Washer for Cat. 106775 


6X737 

Cap Screw Fastening Condenser to Base 
(5/16 in.-18) 


HI8A22 

Washer for Cat. 6X737 


20X536 

Cap Screw Fastening Outer Case to Base 
(1/4 in.-20) 


•Refer to Accessories Section for Parts included. 

‘Later Production Cabinets used Cat. 105113 Screw (10-32 
fLater Production Cabinets used Cat. 105136 Screw (10-32 


REF. 

NO. 

CAT. NO. 

NAME OF PART 


160980 

Washer for Cat. ioX536 


261646 

Cap Screw Fastening Refrigerating Machine 
to Base (5/16 in.-18) 


177811 

Nut for Cat. 261646 


HI8A22 

Washer for Cat. 261646 

3. 

H7A222 

LOWER DOOR PANEL 

4. 

H20A24I 

Spring Clip for Cat. H7A222 


H20AI74 

Screw for Cat. H20A24I (10-30) 


165736 

Washer for Cat. H20AI74 


H20A242 

Rubber Button Spacer for Cat. H7A222 

5. 

H20AI8I 

Support for Cat. H7A222 


H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. H20A49 

6. 

H20A239 

Catch for Spring Clip Cat. H20A24I 


H20A60 

Screw for Cat. H20A239 (No. 8) 

7. 


DOOR FOR CABINET 

7. 

H7A223 

Outer Door Panel (Right-Hand Cabinet) 


H7A224 

Outer Door Panel (Left-Hand Cabinet) 

8. 

HI3AI47 

Door Gasket 


HI0A89 

Door Strip, Hinge Side 


HI0A9I 

Door Strip, Top or Bottom 

9. 

HI0A90 

Door Strip, Latch Side, with Escutcheon 
for Latch Bolt 

10. 

HI5A4I 

Escutcheon for Latch Bolt 


HI2X2 

Screw for Door Strip (10-30) 

11 . 

H9A25 

Door Corner 


H7A106 

Inner Door Panel 

12. 

H15A43 

Latch with Gasket, Nut and Lockwasher 

13. 

HI5A44 

Spring for Latch 

14. 

HI5A45 

Nut for Latch and Handle 

15. 

HI3AI48 

Gasket Between Latch and Outer Door 

Panel 

16. 

H20AI17 

Lockwasher for Cat. HI5A45 

17. 

11X339 

Screw Fasten i ng Latch to Door Strip (10-30) 


H20A6 

Screw for Nameplate Clip (4-48) 


NP67860B 

Nameplate Clip 

18. 

HI5A50 

Latch Handle without Escutcheon 

19. 

HI5A31 

Escutcheon for Latch Handle 

20. 

HI3AI04 

Gasket Between Latch Handle and Door Panel 

21. 

HI6A37 

Hinge with End Covers 

22. 

HI6A38 

Middle Cover for Hinge 


H20A47 

Screw for Hinge (12-28) 

23. 

HI4AI9 

Strike for Latch Bolt 

24. 

HI4A20 

Strike Case 


1 1X339 

Screw for Strike (10-30) 


58X310 

Lockwasher for Cat. 11X339 

25. 

HI0A94 

Door Jamb Strip, Latch Side 

26. 

HI0A95 

Door Jamb Strip, Top or Bottom 


HI0AI16 

Door Jamb Strip, Hinge Side 

27. 

HI 2X2 

Screw for Door Jamb Strip (10-30) 

28. 

H9A26 

Door Jamb Corner 

29. 

H3AI 18 

INNER LINER WITH SHELF SUPPORT 

30. 

HI7A89 

Shelf Support, Straight (1/2 in. long) 


HI2A2 

Screw for Shelf Support (1/4 in.-20) 


H20AI10 

Rubber Plug for Inner Liner Cover 


f H12X2 

Screw Fastening Inner Liner Cover to Inner 
Liner (10-30) 


f H20A74 

Washer (Fiber) for Cat. HI2X2 


fH20A75 

Washer (Rubber) for Cat. HI2X2 

31. 

HI7AI14 

Shelf, Large, Top 

32. 

HI7AI15 

Shelf, Large, Middle or Rottom 

Hook for Ice Tray Release 


H20A244 


H5X20 

Cabinet Insulation (Kimsul, 18'roll) 


•AIRI4I 

Accessories 


with Cat. 200384 Nut. 

with Cat. 200384 Nut and Cat. H20A380 Washer. 


Always Give Catalog Number 


ssued March 1939 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LBC6-39A, LB6-39B, LB6-39C-Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2G UNIT (FOR LBC0-39A) AND TO CF-2H UNIT (FOR LB0-39B & C) 
FOR ACCESSORIES REFER TO ACCESSORIES SECTION 



Catcilo 

Number 


Ref. 

No. 

LBC6-Z9A 

LB6-B9B 

LB6-L9C 

Name of Part 

1 

H4A34 

H4A34 

TOP COVER FOR CA8IHET 

2 

HI3AI54 

HI3AI54 

Gasket for Cat. H4A34 


H20AISI 

H20A16I 

Clip for top cover, front 


H20AI62 

H20AI62 

Clip for top cover, back 


H20A86 

H20A86 

Screw for Cat. H204I6I (10-30) 


SIX648 

91X648 

Screw for Cat. M2OA162 or refrigerant line sealing 
plate (ho. 8) 


69X893 

69X893 

Screw fastening condenser to outer case (ho. 10) 


H20A243 

H20A243 

Rubber spacer for back of condenser 


H20A62 

H20A62 

Screw fastening spacer to condenser (No. 8) 


80X132 

80X132 

Washer for Cat. H20A62 

3 

H27A90 

K27A90 

Front angle with front gliders for base 


H27A9I 

H27A9I 

Back angle for base 

4 

A2RI3 

A2RI3 

G1 ider, back 


267234 

267234 

Cap screw fastening back angle to back glider 
(5/16 in.-18) 


177811 

17781 1 

hut for Cat. 267234 


HI8AI8 

HI8AI8 

V'asher for Cat. 267234 


6X737 

3X737 

Cap screw fastening condenser to basa (5/16 in.-18) 


HI8A22 

HI 8422 

1 Washer for Cat. 6X737 


20X536 

20X536 

Cap screw fastening outer case to base (1/4 in.-20) 


160980 

160980 

washer for Cat. 20X536 


71X272 

71X272 

Screw fastening refrigerating machine to base 
(5/15 in.-18) 


177811 

177811 

hut for Cat. 71X272 


91X649 

HI8A22 

Washer for Cat. 71X272 

5 

H7A222 

K7A222 

LOWER DOOR PANEL 

6 

H20A24I 

H20A24I 

Spring clip for Lower door panel 


105113 

1051 13 

Screw for Cat. H20A24I (10-32) 


200384 

200384 

hut for Cat. I05113 


165736 

165735 

Wasner for Cat. 105113 



Catalog Number 


Ref. 

No. 

; LBC6-29A 
LBG--.9B 

LB6-B9C 

Nume of Part 


H20A242 

K20A242 

Rubber button spacer for Lower door panel 

7 

H20AI8I 

H20AI8I 

Support for lower door panel 


H20A49 

H20A49 

Screw fcr Cat. F:2jDAl&I (Ho. 8) 


K20A240 

H20A240 

Washer for Cat. H20 a4S 

8 

H20A23S 

H20A239 

Catch for spring clip Cat. K20A24I 


91X648 

91X648 

Screw for Cat. H20A2J9 (No. 8) 

9 

- 

- 

DOOR FOR CABINET 

S 

H7A223 

H7A223 

Outer door panel (right-hand cabinet) 


H7A224 

H7A224 

Outer door panel (left-hand cabinet) 

9 

•H7A322 

- 

Outer door panel (right-hand cabinet) 


*H7A323 

- 

Outer door panel (left-hand cabinet) 

10 

HI3AI47 

HUAI 47 

Door gasket 


HI0A89 

HI0A89 

Door strip, hinge side 

1 1 

HI0A9I 

HI0A9I 

Door strip, top or bottom 

12 

HI0ASC 

HI0A90 

Door strip, latch side, with escutcheon for 
latch bolt 

13 

H15A41 

H15A41 

Escutcheon for latch bolt 

14 

H 12X2 

HI 2X2 

Screw for door strip (10-30) 

14 

•H20A38I 

- 

Screw for door strip, stainless steel (No. 8 

15 

H9A25 

H9A2E 

Door corner 


H7AI06 

H7AI06 

Inner door panel 

15 

HI5A43 

HI5A43 

- Latch with gasket, nut, and lockwasher 

17 

HI5A44 

HI5A44 

Spring for latch 

18 

HI5A45 

HI5A45 

Hut for latch and handle 

19 

HUAI 48 

HI3AU8 

Gasket between latch and outer door panel 

20 

H20AI 17 

1 H20AM7 

Lockwasher for Cat. HI5A45 

21 

11X339 

11X339 

Screw fastening latch to door strip (10-30) 

21 

*92X882 

- 

Screw fastening latch to door strip, stainless 
steel (No. 10) 


H20A6 

H20AS 

Screw for nameplate clip (4-48) 

22 

H15A50 

1 HI5A50 

Latch handle without escutcheon 

23 

HI5A3I 

H15A3 1 

Escutcheon for latch handle 

24 

HI3AI04 

HUAI 04 

Gasket between latch handle and door panel 

25 

H16A37 

HI6A37 

Hinge with end covers (Except LBC6-39A) 

26 

HI6A39 

- 

Hinge with end covers (LBC6-39A) 

27 

HI6A38 

HI6A38 

Middle cover for hinge 


H20A47 

H20A47 

Screw for hinge (f2-28) 


K20A386 

■ 

Screw fastening hinge to Cabinet (12-28) 

(LB6-39B) 

29 

NP67860A 

HP67860A 

Nameplate 


NP67860D 

NP67860B 

Cl ip for nameplate 

30 

HI4A22 

HI4A22 

Strike for latch bolt (Except LBC6-39A) 

30 

HUAI 9 

- 

Strike for latch bolt (LBC6-39A) 

31 

HI4A20 

H 1 4A20 

Strike case 


11X339 

11X339 

Screw for strike (10-30) 


*92X882 

- 

Screw for strike, stainless steel (No. 10) 


58X310 

58X310 

Lockwasher for Cat, 11X339 or 92X882 

32 

IGA2IH3 

1GA21H3 

Door switch with eight inch leads 


HI3AI8I 

HI3AI8I 

Gasket for door switch 


HI 2X2 

HI 2X2 

Screw for door switch (10-30) 

33 

K10A94 

HI 0494 

Door jamb strip, latch side 

34 

HI0A95 

HI0A95 

Door jamb strip, bottom 

35 

H10A115 

HI0AI 15 

Door jamb strip, top 


HI0AI 16 

HIOAI 16 

Door jamb strip, hinge side 

36 

H12X2 

HI 2X2 

Screw for door jamb strip (10-30) 

36 

*H20A38l 

- 

Screw for door jamb strip, stainless steel (No. 8) 

37 

K9A26 

H9A25 

Door jamb corner 

38 

M 3 A1 24 

113 A11 8 

INNER LINER WITH SHELF SUPPORTS 

39 

BI7A89 

KI7A89 

Shelf support, straight (1/2 in. long) 


HI2A2 

HI2A2 

Screw for shelf support (1/4 in.-20) 


H20A382 

- 

Bracket for lamp receptacle 


£1X648 

_ 

Screw for Cat. H20A382 (No. 8) 


K20AI 10 

M2 0A1 10 

Rubber plug for inner liner cover 


105136 

105136 

Screw fastening inner liner cover to inner liner 
(10-32) 


200384 

200384 

Nut for Cat. 105136 


H20A380 

H20A380 

Washer for Cat. I05U6 


H20A255 

- 

Fiber Washer for Cat. 105136 


- 

H20A382 ; 

Bracket for lamp receptacle 


- 

H20AI59 ! 

Screw for Cat. N20A382 (10-30) 


- 

HIIA49 

Tapping strip for Cat. H20A159 


- 

H20A230 

Rubber washer for Cat. HIIA4S 


_ 

H20A380 

Washer for Cat. HI 1A4S 


_ ; 

H20A244 

Hook for freezing tray lifter 

40 

H20A262 ; 

- 

Bracket for freezing tray lifter 


91X648 

- 

Screw for Cat. H20A282 (No. 6) 

41 

HI7A! 14 

HI7AIIH 

Shelf, large, top 

42 

HI7AI 15 

H17AI 15 

Shelf, large, middle, or bottom 


78X719 

78X719 

Lamp receptacle 


H20A406 

H20A406 

Connector with insulation for wires (Except LEC6- 
39A) 


GE30I4 

- 

Connector for wires (L8C6-3SA) 


H5X20 

H5X20 

Cabinet Insulation (Kimsul,. 18’ roll) 



•For use on later production LB6-39B Cabinets using prestole tapping strips and stainless steel screws. 


Always Give Catalofl Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


RC6-38A-Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CD-3 UNIT 
FOR ACCESSORIES REFER TO ACCESSORIES SECTION 



Ref. 
No. ' 

Catalog 

Number 

Name of Part 

1 

H4A34 

TOP COVER FOR CABINET 

2 

HI3AI54 

Gasket for Top Cover 


H20 A 16 1 

Clip for Top Cover, Front 


H20AI62 

Clip for Top Cover, Back 


H20A86 

Screw for H20AI6I f10-30) 


H20A60 

Screw for H20AI62 (No. 8) 


H20A287 

Plate for Refrigerant Line Seal 


H20A288 

Gasket for Refrigerant Line Seal 


H20A60 

Screw for H20A287 (No. 8) 


H20A20I 

Clamp for Tubes, Upper 


H20A202 

Clamp for Tubes, Lower 


H20A60 

Screw for H20A20I and H20A202 (No. 8) 


H20A20 

Spacer for Clamp H2 0A201 


H20A62 

Screw for H20A20 (No. 8) 


179789 

Fiber Washer for H20A62 

3 

H27A83 

BASE 


20X536 

Screw Fastening Cabinet to Base (1/4 in.-20) 


160980 

Hasher for 20X536 (3/8 in. 0.D.) 


6X737 

Screw Fastening Refrigerating Machine to Base (5/16 in.-18) 


: HI8AI8 

Steel Hasher for 6X737 (5/8 in. O.D.) 

4 

H6AI20 

LOWER DOOR PANEL 


1 H20A24I 

Spring Clip for Lower Door Panel 


; H20AI74 

Screw for H20A28I (10-30) 


1 165736 

Washer for H20AI74 (5/8 in. O.D.) 


R20A2H2 

Rubber Button Spacer for Lower Door Panel 


H20AI8I 

Support for Lower Door Panel 


H20A240 

Hasher for H20AI8I (7/8 in. 0.0.) 


H20A49 

Screw for H20AI8I (No. 8) 


H20A239 

Catch for Spring Clip, Cat. H20A24I 


H20A60 

Screw for H20A239 (No. 8) 

5 

H6AI2I 

DOOR FOR RIGHT-HAND CABINET 


H6AI22 

DOOR FOR LEFT-HAND CABINET 

5 

H7A223 

Outer Door Panel (Right-Hand Cabinet) 


H7A224 

Outer Door Panel (Left-Hand Cabinet) 

6 

H I3AI47 

Door Gasket 


HI0A89 

Door Strip, Hinge Side 


HI0A9I 

Door Strip, Top or Bottom 

7 

HI0A90 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

8 

HI5A4I 

Escutcheon for Door Strip and Latch Bolt 

9 

HI 2X2 

Screw for Door Strip (10-30} 

10 

H9A25 

Door Corner 


H7AI06 

Inner Door Panel 

1 1 

HI5A43 

Latch, with Gasket, Nut and Lockwasher 


HI5A44 

Spring for Latch 


HI5A45 

Nut for Latch and Handle 


HUAI 48 

Gasket Between Latch and Outer Door Panel 


H20AI17 

Lockwasher for H15A45 

12 

1 1X339 

Screw Fastening Latch to Door Strip (10-30) 


NP67860A 

Nameplate 


NP67860B 

Nameplate Cl ip 


H20A6 

Screw for Nameplate Clip (4-4B) 


* Refer to Accessories Section for Parts Included. 


Ref. 

No. 

Catalog 

Number 

Name of Part 

13 

HI5A50 

Latch Handle without Escutcheon 

14 

HI5A3I 

Escutcheon for Latch Handle 

15 

HI3AI04 

Gasket Between Latch Handle and Door Panel 


HI6A37 

Hinge with End Covers 


HI6A38 

Middle Cover for Hinge 


H20A47 

Screw for Hinge (12-28) 

16 

HI4AI9 

Strike 

17 

HI4A20 

Strike Case 


11X339 

Screw for Strike (10-30) 


58X310 

Lockwasher for 11X339 


IGA2JH3 

Door Switch with 8 in. Leads 


HI3AI8I 

Fiber Gasket Between Door Switch and Door Jamb Strip 


HI 2X2 

Screw for Door Switch (10-30) 


HI0AI 16 

Door Jamb Strip, Hinge Side 

18 

HI0A94 

Door Jamb Strip, Latch Side 

19 

H10A95 

Door Jamb Strip, Bottom 

20 | 

H/0AII5 1 

Door Jamb Strip, Top 

21 ! 

HI 2X2 | 

Screw for Door Jamb Strip (10-30) 

22 ! 

H9A26 

Door Jamb Corner 

23 | 

H3A95 ! 

INNER LINER WITH SHELF SUPPORTS 

24 ! 

HI7A89 

Shelf Support, Straight 


HI7A90 

Shelf Support, Headed 


HI8A3 

Hasher for HI7A90 (1/2 in. O.D.) 


HI2A2 

Screw for Shelf Support (I/4 in.-20) 


H3A88 

Inner Liner Cover for CM-33 Unit 


H3A9I 

Inner Liner Cover for CD-3 Unit 


H20AI 10 

Rubber Plug for Inner Liner Cover 


HI 2X2 

Screw for Inner Liner Cover (10-30) 


H20A74 

Washer for H12X2, Fiber (5/8 in. O.D.) 


H20A59 

Cork Spacer Between Inner Liner Cover and Evaporator 


H20A337 

Screw Fastening Evaporator to inner Liner Cover (5/16 in.-18’ 


H20A322 

Steel Hasher for H20A337 (1-1/8 in. O.D.) 


H20A323 

Cork Washer for H20A337 (I in. O.D.) 


126869 

Nut for H20A337 


61X328 

Lockwasher for 126869 


HI7AI29 

Shelf (Top, Small) 

25 

HI7AI 14 

Shelf (Top, Large) 

26 

HUAI 15 

Shelf (Middle or Bottom) 


H20AI67 

Hook for Ice Tray Lifter 


78X81 

Lamp Receptacle 


HI9A27 

Bushing for Lamp Receptacle 


HI9A26 

Lamp Guard 


GE30I4 

Connector for Leads 


H5AI78 

Cabinet Insulation (set) 


H22A25 

Insulation for Lower Door Panel 


*H5A179 

Insulation Between Inner Liner Cover and Top Cover 


H5AI74 

Insulation for Base 


150167 

Screw Fastening Insulation to Base (10-32) 


165736 

Hasher for 150167 (5/8 in. O.D.) 


145996 

Nut for 150/67 


*A|R131 

Accessories 


* Use Kimsul, Cat. H5X20 


Always Give Catalog Number 


I 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


JB6-39A, JB6-39B — Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2G UNIT 
FOR ACCESSORIES REFER TO ACCESSORIES SECTION 







Ref. 

So. 

Catalog 

Number 

Same of Part 

1 

H4A34 

TOP COVER FOR CABINET 

2 

HI3AI54 

Gasket for Top Cover 


H20AI6I 

Clip for Top Cover, Front 


H20AI62 

Clip for Top Cover, Back 


H20A86 

Screw for Cst. H20AI61 (10-30) 


H20A60 

Screw for H20AI62 or Refrigerant Line Sealing Plate (No. 8) 


69X893 

Screw Fastening Condenser to Outer Case, (No. 10} 


H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

Screw Fastening Spacer to Condenser (No. 8) 


80X132 

Washer for Cat. H20A62 

3 

H27A45 

BASE WITH SCREWS FOR CONDENSER 


91X208 

Cap Screw Fastening Condenser to Base (5/16 in.-18) 


17781 1 

Nut for Cat. 91X208 


HI8A22 

Washer for Cat. 91X208 (7/8 in. O.D.) 


HI8AI8 

Washer for Cat. 91X208 (5/8 in. O.D.) 


20X536 

Cap Screw Fastening Outer Case to Base (1/4 in.-20) 


(60980 

Washer for Cat. 20X536 


261646 

Cap Screw Fastening Refrigerating Hachine to Base (5/16 inwll 


177811 

Nut for Cat. 261646 


HI8A22 

Washer for Cat. 261646 

4 

H6A95 

LOWER DOOR PANEL 

5 

H20A24i 

Spring Clip for Lower Door Panel 


*H20A174 

Screw for Cat. H20A24I (10-30) 


165736 

Washer for Cat. H20AI74 


H20A242 

Rubber Button Spacer for Lower Door Panel 

6 

H20AI8I 

Support for Lower Door Panel 


H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. H20A49 

7 

H20A239 

Catch for Spring Clip Cat. H20A24I 


H20A60 

Screw for Cat. H20A239 (No. 8) 

8 

- 

DOOR FOR CABINET 

8 

H7AI98 

Outer Door Panel (Right-Hand Cabinet) 


H7AI99 

Outer Door Panel (Left-Hand Cabinet) 

9 

HI3AI47 

Door Gasket 


HI0A89 

Door Str ip, Hinge Side 


HI0A9I 

Door Strip, Top or Bottom 

10 

HI0A90 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

II 

HI5A4I 

Escutcheon for Latch Bolt 

12 

H 12X2 

Screw for Door Strip (10-30) 

13 

H9A25 

Door Corner 


H7AI06 

Inner Door Panel 

14 

HI5A43 

Latch, with Gasket, Nut and Lockwasher 

15 

HI5A44 

Spring for Latch 

16 

HI5A45 

Nut for Latch and Handle 

17 

HI3AI48 

Gasket Between Latch and Outer Door Panel 

18 

H20AII7 

Lockwasher for Cat. HI5A45 

19 

11X339 

•Screw Fastening Latch to Door Strio (10-30) 


Ref. 

So. 

Catalog 

Number 

Same of Part 


H20A6 

Screw for Nameplate Clip (4-48) 


NP66086B 

Nameplate Clip 

20 

"HI5A62 

Latch Handle Without Escutcheon (All Chromium) 


'HI5A46 

Latch Handle without Escutcheon (White Stripes) 

21 

HI5A47 

Escutcheon for Latch Handle 

22 

HI3AI49 

Gasket Between Latch Handle and Door Panel 

23 

•HI6A49 

Hinge with End Covers (All Chromium) 

24 

*HI6A50 

Middle Cover for Hinge (All Chromium) 


•HI6A35 

Hinge with End Covers (White Stripes) 


*H I6A36 

Middle Cover for Hinge (White Stripes) 


H20A47 

Screw for Hinge (12-28) 

25 

HI4AI9 

Strike for Latch Bolt 

26 

HI4A20 

Strike Case 


11X339 

Screw for Cat. HI4AI9 (10-30) 


58X310 

Lockwasher for Cat. 11X339 


IGA2IH3 

Door Switch with 8 Inch Leads 


HI3AI8I 

Gasket for Cat. IGA2IH3 


H 12X2 

Screw for Cot. IGA2IH3 (10-30) 

27 

HI0A94 

Door Jamb Strip, Latch Side 

28 

HI0A95 

Door Jamb Strip, Bottom 

29 

HI0AI15 

Door Jamb Strip, Top 


HI0AII6 

Door Jamb Strip, Hinge Side 

30 

H 12X2 

Screw for Door Jamb Strip (10-30) 

31 

H9A26 

Door Jamb Corner 

32 

H3A95 

INNER LINER WITH SHELF SUPPORTS (JB-6-39A) 


H3AI15 

INNER LINER WITH SHELF SUPPORTS (JB-6-39B) 

33 

HI7A89 

Shelf Support, Straight (1/2 in. long) 

34 

HI7AI22 

Shelf Support, Straight (3/4 in. long) 

35 

HI7A90 

Shelf Support, Headed (1/2 in. long) 


HI2A2 

Screw for Shelf Support (l/4 in.-20) 


H20AI10 

Rubber Plug for Inner Liner Cover 


t H12X2 

Screw Fastening Inner Liner Cover t'o Inner Liner (10-30) 


tW0A74 

Washer (Fiber) for Cat. HI2X2 


t H20A75 

Washer (Rubber) for Cat. K12X2 


HI7AI29 

Shelf, Small, Side of Evaporator 

36 

HI7AII4 

Shelf, Large, Top 

37 

HI7AI15 

Shelf, Large, Middle or Bottom 


H20A282 

Bracket for ice Tray Separator Release 


H20A60 

Screw for Cat. H20A282 (No. 8} 


78XBI 

Lamp Receptacle (JB-6-39A) 


HI9A27 

Bushing for Lamp Receptacle (JB-6-39A) 


H19A26 

Lamp Guard (JB-6-39A) 


HI9A28 

Lamp Receptacle (JB-6-3SB) 


H20A60 

Screw for HI9A28 (No. 8) 


GE30J4 

Connector for Wire 


H5X20 

Cabinet Insulation (Kimsui, 18' roll) 


**AIR133 

Accessories 


* Early Production Cabinets Used Hardware with White Stripes on Chromium. Later Production Used All Chromium Hardware. 
l * Refer to Accessories Section for Parts Included. 

* Later Production Cabinets Used Cat. 105113 Screw (10-32) with Cat. 200384 Nut. 

t Later Production Cabinets used Cat. 105136 Screw ( 10 - 32 ) with Cat. .200384 Nut and Cat. H20A380 Washer. 
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GENERAL ELECTRIC COMP A N 1 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B6-39A, PB6-39A—Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2G UNIT 


FOR ACCESSORIES REFER 



hef. 

Catalog 

Mumber 

Marne of Part 

No. 

B6-39A 

PB6-39A 

1 

H4A52 

H4A53 

TOP COVER FOR CABINET 

2 

HI3AJ54 

HI3AI54 

Gasket for Top Cover 


H20AIS 1 

H20AI6I 

Clip for Top Cover, Front 


H 20 A 162 , 

H20AI62 ; 

Clip for Top Cover, Back 


- ! 

HI3AI65 

Gasket for Cat. H20AI62 


H20A86 I 

H20A86 1 

Screw for Cat. N20AI6I (10-30) 


H20A60 

H20A60 j 

Screw for H20AI62, or for Refrigerant Line 

Sealing Pi ate (No. 8) 



HI3AI66 

Gasket for Refrigerant Line Sealing Plate 

3 

- 

H2A93 

OUTER CASE (RIGHT-HAND CABINET) 


- 

H2A94 

OUTER CASE (LEFT-HAND CABINET) 


69X893 

69X893 

Screw Fastening Condenser to Outer Case (No. 10) 


H20A243 

H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

H20AS 2 

Screw for Cat. H20A243 (No. B) 


80X132 

80X132 

Washer for Cat. H20A62 

4 

H27A84 

H27A84 

BASE WITH SCREWS FOR CONDENSER 


91X208 

91X208 

Cap Screw Fastening Condenser to Base 
(5/16 in.-18) 


177811 

1778(1 

Nut for Cat. 91X208 


HISA 18 

HI8AI8 

Washer for Cat. 91X208, (5/8 in. 0.0.) 


HI8A22 

HI8A22 

Washer for Cat. 91X208, (7/8 in. O.D.) 


- 

H20A254 

Rubber Pad Between 8ase and Cabinet 


20X536 

20X529 

Cap Screw Fastening Outer Case to 8ase 
(1/4 in.-20) 


160980 

160980 

Washer for Cat. 20X529 or 20X536 


- 

H20A255 

Fiber Washer for Cat. 20X529 


26 1646 

26 1646 

Cap Screw Fastening Refrigerating Machine to 

Base (5/(6 in,-18) 


17781 1 

1778II 

Nut for Cat. 261646 


HI8A22 

HI8A22 

Washer for Screw Cat. 261646 

5 

H27A85 

H27A85 

, Grille for Base 


65X229 

65X229 

Cap Screw Fastening Grille to Base (l/4"-20) 


59X241 

59X241 

Wing Nut for Cat. 65X229 

6 

H7A200 

H7A204 

LOWER 000R PANEL 

7 

- 

H 18A 148 

! Trim with Clips for Lower Door Panel 


- 

H 

Clip for Trim 

8 

H20A24I 

H20A24I 

Spring Clip for Lower Door Panel 


A H20A174 

A H20A174 

Screw for Cat. H20A24I (10-30) 


(65736 

165736 

Washer for Cat. H20AI74 


H20A242 

H20A242 

Rubber Button Spacer for Lower Door Panel 

9 

H20AI8I 

H20AI8I 

Support for Lower Door Panel 


H20A49 

H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

H20A240 

Washer for Cat. H20A49 

10 

H20A239 

H20A239 

Catch for Spring Clip Cat. H20A24I 


H20A60 

H20A60 

Screw for Cat. H20A239 (No. 8) 

1 1 

- 

- 

DOOR FOR CABINET 

1 1 

H7A20I 

H7A205 

Outer Door Panel (Right-Hand Cabinet) 


* Refer to Accessories Section for Parts Included. 

* Later Production Cabinets used Cat. 105113 Screw (10-32) with Cat, 200304 Hut. 
f Later Production Cabinets used Cat. [05(36 Screw (10-32) with Cat. 200384 Hut 


TO ACCESSORIES SECTION 


hef. 

Catalog 

Number 


Mo. 

B6-39A 

PB6-39A 



H7A202 

H7A206 

Outer Door Panel (Left-Hand Cabinet) 

12 

HI3AI47 

HI3A147 

Door Gasket 


HI0A89 

HI0A89 

Door Strip, Hinge Side 


H10A9I 

HI0A9I 

Door Strip, Top or Bottom 

13 

HI0AI43 

HI0A143 

Door Strip, Latch Side, with Escutcheon for 
Latch Bolt 

14 

H (5A4 ( 

HI5A4I 

Escutcheon for Latch 8olt 

15 

HI 2X2 

H 12X2 

Screw for Door Strip (10-30) 

16 

H9A25 

H9A25 

Door Corner 


H7A203 

H7A203 

Inner Door Panel 

17 

HI5A63 

HI5A63 

Latch with Gasket and Hut 

(8 

HI5A64 

H15A64 

Spring for Latch 

19 

HI5A65 

HI5A65 

Nut for Latch and Handle 

20 

HI5A66 

HI5A66 

Gasket 8etween Latch S Outer Door Panel 


11X339 

11X339 

Screw Fastening Latch to Door Strip (10-30) 

21 

HI6A55 

HI6A55 

Hinge, without Cover, Upper RH or Lower LH 

22 

HI6A56 

H16A56 

Hinge, without Cover, Lower RH or Upper LH 


HI6A58 

H I6A58 

Space Tube Between Hinges 

23 

HI6A52 

HI6A52 

Cover for Hinge 


- 

HI3AI97 

Gasket Between Hinge & Outer Door Panel 


1286 19 

1286 19 

Screw Fastening Hinge to Outer Door (10-32) 

24 

HI5A67 

HI5A67 

Scuff Plate for Latch Handle 


H20A6 

H20A6 

Screw for Thermometer, Nameplate Clip or 

Scuff Plate (4-48) 


58X276 

58X276 

Screw Fastening Latch Handle to Outer Door 
Panel (No. 8) 

25 

HI5A68 

HI5A63 

Latch Handle Without Escutcheon 

26 

HI5A69 

HI5A69 

Escutcheon for Latch Handle 

27 

HI3A195 

HI3AI95 

Gasket Between Latch Handle and Outer Door Panel 

28 

NP74779A 

NP74779A 

Namep1 ate 

28 

NP74779B 

NP74779B 

Nameplate Clip 


167651 

167651 

Screw Fastening Hinge to Cabinet (12-28) 


- 

HI3AI96 

Gasket Between Hinge and Cabinet 

29 

HI4AI9 

HI4AJ9 

Strike for Latch Bol t 

30 

HI4A20 

HI4A20 

Strike Case 


1 1X339 

11X339 

Screw for Strike (10-30) 


58X310 

58X310 

Lockwasher for Cat. 11X339 


IGA2IH3 

IGA2IH3 

Door Switch with 8 Inch Lead# 


H J3A IS 1 

HI3AI8I 

Gasket for Cat. IGA2IH3 


H 12X2 

H 12X2 

Screw for Cat. IGA2IH3 (10-30) 

31 

HI0A94 

HI0A94 

Door Jamb Strip, Latch Side 

32 

HI0A95 

HI0A95 

Door Jamb Strip, Bottom 

33 

HIOAI15 

HIOAI 15 

Door Jamb Strip, Top 


HIOAI16 

HIOAI 16 

Door Jamb Strip, Hinge Side 

34 

HI 2X2 

HI 2X2 

Screw for Door Jamb Strip (10-30) 

35 

H9A26 

H9A26 

Door Jamb Corner 

36 

- 

H ISA 136 

Door Jamb Corner Trim 

37 , 

H3AI 16 

H3AII6 

INNER LINER WITH SHELF SUPPORTS 

38 

HI7AJ22 

HI7AI22 

Shelf Support, Straight, Slack (3/4 in. long) 

39 

HI7A90 

HI7A90 

Shelf Support, Headed (1/2 in. long) 


H20A253 

H20A253 

Spacer for Cat. HI7A90 

40 

HI7AI94 

H 17 A194 

Shelf Support, Headed, White (1/2 in. long) 


HI8A3 

HI8A3 

Washer for Cat. HI7AI94 

41 

HI7AI95 

HI7AI95 

Shelf Support, Straight, White (3/4 in. long) 


HI2A2 

j HI2A2 

Screw for HI7AI22, HI7A90, HI7AI94 or HI7AI95 
(1/4 in.-20) 

42 

H 17 A1 97 

' HI7AI97 

Shelf Support, Double Slot 

43 

H20A389 

H20A389 

Shim for HI7AI97 (.031 in. thick) 

43 

H20A390 

H20A390 

Shim for HI7AI97 (.0625 in. thick) 


H20AI59 

H20AI59 

Screw for Cat. HI7AI97 (10-30) 


58X364 

58X364 

Lockwasher for Cat. H20AI59 


H20AI 10 

H20AI10 

Rubber Plug for Inner Liner Cover 


|H12X2 

fH12X2 

Screw Fastening Inner Liner Cover to Inner Liner 
(10-30) 


fH20A74 

fH20A74 

Washer (Fiber) for Cat. H12X2 


fH 20A75 

fH20A75 

Washer (Rubber) for Cat. HJ2X2 

44 

H20A282 

H20A282 

8racket for Ice Tray Separator Release 


H20A60 

H20A60 

Screw for Cat. H20A282 (No. 8) 


HI7A200 

HI7A200 

Shelf, Small, Side of Evaporator 

45 

HI7A20I 

HI7A20I 

Sliding Shelf with Stops, Top, Large 


HISA 156 

H ISA 156 

Trim for Shelf Slide 

46 

HI7A203 

HI7A203 

Sliding Snelf with Stops, Bottom, Large 


HI7A202 

HI7A202 

Shelf Stop 


HI7A204 

HI7A204 

Shelf, Small, Over Utility Basket 


H20A248 

H20A248 

Bumper for Shelf 

47 

H30A62 

H30A68 

VEGETABLE DRAWER WITH COVER 

48 

H30A63 

H30A63 

Cover for Vegetable Drawer 


H30A64 

H30A64 

Pan for Vegetable Drawer 

47 

H30A65 

H30A69 

Front Panel for Vegetable Drawer 

49 

H30A66 

H30A70 

Handle for Vegetable Drawer 


H30A67 

H30A67 

Spacer Between Pan and Front Panel 


H20A34I 

H20A34I 

Screw Fastening Handle and Front Panel to Pan 
(10-30) 


205128 

205128 

Nut for Cat. H20A34I 


179789 

179789 

Washer for Cat. H20A34I 


A2IR82 

A2IR93 

UTILITY BASKET 


A2IR83 

A2IR83 

Utility Basket without Handle and Front Panel 


H30A65 

H30A68 

Front Panel for Utility Basket 


A2IR84 

A2IR94 

Handle for Utility Basket 


H30A67 

H30A67 

Spacer Between Front Panel and Utility Basket 


H20A34I 

H20A34I 

Screw Fastening Handle and Front Panel to 
Utility Basket 


205128 

205128 

Nut for Cat. H20A34I 


H20A342 

H20A342 

Support for Vegetable Drawer and Utility Basket 


HI7AI25 

HI7AI25 

Rubber Bumper for Cat. H20A342 


78X435 

78X435 

Lamp Receptacle 


H20A60 

H20A60 

Screw for Cat. 78X938 (No. 8) 


GE30I4 

GE30I4 

Connector for Wire 


H5X20 

H5X20 

Cabinet.Insulat ion (Kimsul, 18' roll) 


AIR 134 

AIRI35 

’Accessories 


Cat. H20A380 Washer. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


R-5*, G-55 and S-62—Cabinet Parts 



1X641 


11X12 


11X508 


11X6 Sponge Gasket for R-5, G-55 

11X12 Leg 

11X265 Door Gasket Complete (4 Pieces) 

11X269 Door Strip (Horizontal) for G-55 

11X270 Door Strip (Vertical) for G-55 

11X275 Door Jamb Strip (Horizontal) for G-55 

11X276 Door Jamb Strip (Vertical) for G-55 

11X280 Door Comer for G-55 and R-5 

11X283 Door Jamb Comer for G-55 and R-5 

11X293 Inner Liner for G-55 

11X307 Inner Door Panel for G-55 and R-5 

11X338 Hardware Screw 

11X339 Door Strip Screw 

11X340 Nameplate Screw 

11X506 Door Comer for S-62 

11X507 Door Jamb Comer for S-62 

11X508 Complete Door 

11X509 Inner Door Panel for S-62 

11X510 Outer Door Panel for G-55 and S-62 Cabinets and 
R-5 above No. 43,090 
11X512 Shelf (Adjustable) for S-62 
11X513 Door Strip (Horizontal) for S-62 
11X514 Door Strip (Vertical) for S-62 
11X515 Door Jamb Strip (Horizontal) for S-62 


11X516 Door Jamb Strip (Vertical) for S-62 
11X517 Sponge Gasket for S-62 
11X518 Hinge (Chromium) 

11X520 Latch, Right or Left Hand (Chromium) 

11X521 Strike, Right Hand (Chromium) 

11X522 Strike, Left Hand (Chromium) 

11X532 Shelf (Offset) for New Unit Replacement for G-55 
and R-5 Cabinets Nos. 10,000 to 103,457 
11X533 Shelf (Offset) for New Unit Replacement for G-55 
Cabinets Nos. 103,458 to 117,357 
11X610 Shelf (Adjustable) for G-55 and R-5 
11X641 Outer Door Panel for R-5 Cabinets below No. 43,090 
11X713 Inner Liner for S-62 
11X812 Cabinet Insulation (Set) 

H10A17 Door Jamb Strip (Horizontal) for R-5 
H10A18 Door Jamb Strip (Vertical) for R-5 
H10A19 Door Strip (Vertical) for R-5 
H10A20 Door Strip (Horizontal) for R-5 
H18A96 Tapping Strip (Horizontal) for Inner Door 11X307 
H18A97 Tapping Strip (Vertical) for Inner Door 11X307 
H18A98 Tapping Strip (Horizontal) for Outer Door for G-55 
H18A99 Tapping Strip (Vertical) for Outer Door for G-55 
H18A100 Tapping Strip (Horizontal) for Outer Door 11X641 
H18A101 Tapping Strip (Vertical) for Outer Door 11X641 


R-5 Cabinets made by G. E. Co. Serial Nos. 5SL-10.000 to 5SL-66.932. 

Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


S-62S, SS-62 and S-67—Cabinet Parts 


11X50 


11X72 

11X72 

H17A7 

HI 1A 
11X71 


11X12 



1X517 


11X513 
11X727 
11X506 

—11X265 

11X510 

11X514 

11X722 
11X723 


11X508 


11X12 Leg 

11X265 Rubber Door Gasket (4 Pieces) 

11X340 Nameplate Screw 

11X506 Door Corner 

11X507 Door Jamb Corner 

11X508 Door Complete 

11X509 Inner Door Panel 

11X510 Outer Door Panel 

11X513 Door Strip (Horizontal) 

11X514 Door Strip (Vertical) 

11X515 Door Jamb Strip (Horizontal) 

11X516 Door Jamb Strip (Vertical) 

11X517 Sponge Gasket 
11X713 Inner Liner 

11X722 Latch (Right Hand) 

11X723 Latch (Left Hand) 

11X724 Strike (Right Hand) 

11X725 Strike (Left Hand) 


11X727 Hinge 

11X785 Door Strip Screw 

11X788 Hardware Screw 

11X815 Insulation (Set) 

58X2' Straight Adjustable Shelf 

H5A32 Insulation for Top 

H17A7 Sliding Shelf Only 

H17A8 Frame for Sliding Shelf 

H17A9 Shelf (Special Top) for DRR-31R 

H17X93 Half Size Sliding Shelf 

H17X94 Half Size Sliding Shelf Frame 

H18A102 Tapping Strip (Horizontal) for Outer Door 

H18A103 Tapping Strip (Vertical) for Outer Door 

H18A106 Tapping Strip for Hinge 

H18A107 Tapping Strip for Latch 

H20A3 Oversize Strip Screw 

H20A4 Eyelet for Tapping Strip 


Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 


Household Cabinet Parts—Page 44 


Revised Mar. 1937 




















GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


X-6A, XT-6A—Cabinet Parts 


NP59179B 


H1 A8\ 
H1A10J 



H16A16 

H16A15 


H6A84 

H6A42 

H7A43 

H7A52 


H15A17 

H15A18 



Heviaod Mir. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


M-6A, *M-6B and M-6C—Cabinet Parts 



H9A18 

11X515 


H20A12 

H23A20 


H15A4 

H15A17 

H15A18 

HI8A94 

H10A54 

H13A82 


H1A3 


Name of Part 

j Cat. No. 

M-6A 

M-6C 


A1R56 

A1R56 


HI A3 

H1A3 


H1A10 

H1A10 


H1A11 

H1A11 


H3A36 

H3A54 


H5X20 

H5X20 


H6A42 

H6A42 


H7A52 

H7A52 


H9AI0 

H9A10 


H9A18 

H9A18 


HI0A7 

H10A7 

Door Strip with Escutcheon Plate (Latch Side).. 

H10AS4 

H10A55 

H10A54 

H10A55 


H10A56 

H10A56 


H10A57 

Door Jamb Strip (Vertical, Hinge Side, Right- 

H10A87 

Door Jamb Strip (Vertical, Hinge Side, Left- 


H10A88 


H11A1 

H11A1 

Tapping Strip for Inner Liner (Horizontal). 

H11A2 

H11A3 

H11A2 

H11A3 

Tapping Strip for Door (Inner, Horizontal). 

H11A4 

H11A20 

H11A4 

H11A20 


H11A41 

H11A41 


H11A47 

H11A47 


H11A48 

H11A48 


H11A50 

H11A50 


H12A2 

H12A2 


H12X2 

H12X2 


H13A32 

H13A32 


H13A59 

H13A59 


H13A60 

H13A60 


H13A82 

H13A82 


H13A142 


H14A13 

H14A13 


H15A4 

H15A4 


H15A17 

H15A17 


H15A18 

H15A18 


H15A55 

H15A55 


H15A56 

H15A56 


HI6A15 

H16A26 

Cover for Hinge. 

H16A16 

H16A29 

H16A27 



H16A28 


H17A1 

HI7A1 

Shelf (Top). 

H17A76 

H17A88 

Shelf (Middle or Bottom). 

H17A77 


Name of Part 

I Cat. No. 

M-6A 

M-6C 



H17A85 



H17A86 


H18A3 

H18A3 


H18A18 

HX8A18 


H18A22 

H18A22 


H18A54 

H18A54 

Rivet for H11A20, HI1A47 or H1IA48 Tapping 

H18A92 

H18A92 


H18A94 

H18A94 

Tapping Strip for Door (Outer, Horizontal). 

H18A102 

H18A103 

H18A102 

H18A103 


H19A4 

H19A5 


H19A6 

Light Receptacle with Retaining Ring and Short 


H19A15 


H20A4 

H20A4 


H20A8 


H20A9 

H20A9 

*? 

a 

£ 

3 

i 

s 

3 

H20A10 

H20A10 


H20A12 

H20A12 


H20A15 

H20A15 


H20A47 

H20A47 


H20A48 

H20A48 


mu II ■ 


H20A98 

H20A98 

Foot Pedal with Hinge, Bolt, Nut and Washer.. 

H23A20 

H23A21 

H23A20 

H23A21 


H23A22 

H23A22 

Connecting Rod (Lower) for use with Long Leg.. 

H23A23 

H23A24 

H23A23 

H23A24 

Strike Case with Plunger (Right-Hand Cabinet). 
Strike Case with Plunger (Left-Hand Cabinet).. 
Connecting Rod (Lower) for use with Short Leg. 

H23A26 

H23A27 

H23A30 

H23A58 

H23A26 

H23A27 

H23A30 

H23A58 


H23A59 

H23A59 


89943 

89943 


144066 

144066* 

Leg without Bracket for Foot Pedal (5^"). 

11X10 

11X339 

11X10 

11X339 


11X509 

11X509 


11X515 

11X515 


49X542 

49X542 


49X789 


49X972 



58X310 


61X327 

61X327 

Connector for Leads. 

GE3014 

GE3014 


* M-6B Cabinet same aa M-6A Cabinet except replace middle and bottom shelf Cat. No. H17A77 with Cat. No. H17A85 sliding sheU and Cat. No. H17A86 
sliding shelf frame. Cat. No. H17A76 top shelf is for use with Evaporator on side and Cat. No. H17A88 top shelf is for use with Evaporator in oenter. 
t Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Household Cabinet Parts—Page 46 


Revised Mar. 1937 































































































































GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


SM-66A, SM-66B and SM-66C—Cabinet Parts 



Name of Part 


Cat. No. 


SM-66A 

SM-66B 

SM-66C 

tAccessories (with CK-15A Unit).. 

A1R62 

A1R69 

A1R69 

f Accessories (with CK.-2C Unit)... 

A1R68 

H1A14 

A1R70 

A1R70 

Leg (11 Vfi") . 

H1A3 

HI A3 

Inner Liner with Shelf Supports... 

HSA36 

H3A36 

H3A54 


H5A108 

H5A108 

H5A108 

Door Complete. 

H6A42 

H6A42 

H6A42 


H7A52 

H7A52 

H7AS2 


H9A10 

H9A10 

H9A10 

Door Jamb Corner. 

H9A18 

H9A18 

H9A18 

Door Jamb Strip (Vertical, Latch 

H10A7 

H10A7 

H10A7 

Dow Strip with Escutcheon Plate 
(Vertical, Latch Side). 

H10A54 

H10A54 

H10A54 

Dow Strip (Vertical, Hinge Side) . 

H10A55 

H10A55 

H10A55 

Door Strip (Horizontal). 

H10A56 

H10A56 

H10A56 

Door Jamb Strip (Vertical, Hinge 
Side, Right-Hand Cabinet). .. 

H10A87 

H10A87 

H10A87 

Door Jamb Strip (Vertical, Hinge 
Side, Left-Hand Cabinet). 

H10A88 

H10AR8 

H10A88 

Tapping Strip for Inner Liner 
(Vertical). 

H11A1 

H11A1 

HUAI 

Tapping Strip for Inner Liner 
(Horizontal). 

H11A2 

H11A2 

H11A2 

Tapping Strip for Dow (Inner, 
Vertical). 

H11A3 

H11A3 

H11A3 

Tapping Strip few Door (Inner, 
Horizontal). 

H11A4 

H11A4 

H11A4 

Tapping Strip for Hinge and Outer 
Case. 

HI1A20 

H11A20 ! 

H11A20 

Tapping Strip for Outer Case 
(Vertical). 

H11A41 

H11A41 

H11A41 

Tapping Strip for Door and Hinge 

H11A47 

H11A47 

H11A47 

Tapping Strip for Door and Latch. 

H11A48 

H11A48 

H11A48 

Tapping Strip for Outer Case 
(Horizontal). 

H11A50 

H11A50 

H11A50 

Screw few Shelf Support. 

Screw for Door Strip or Door 
Jamb Strip. 

H12A2 

H12A2 

H12A2 

H12X2 

H12X2 

H12X2 

Gasket for Leg. 

Gasket for 49X542 Receptacle.... 

H13A27 

H13A32 

H13A32 

H13A60 

H13A60 

H13A60 

Rubber Door Gasket. 

H13A82 

H13A82 

H13A82 

Rubber Bushing for Light Receptacle 

H14A13 

H14A13 

H13A142 

H14A13 

Strike Case. 

H14A14 

H14A14 

H14A14 


H1SA4 

H1SA4 

H1SA4 

Latch. 

H15A17 

H15A17 

H15A17 

Escutcheon Hate for Latch (Chrome 
Finish). 


H1SA18 

H15A18 


t Refer to Accessories Section for parts included. 


Cat. No. 

KEESSB 

SM-66B 

SM-66C 

H15A36 

H15A36 

H15A36 

H15A55 

H15 ASS 

H15A55 

H15A56 

H16A15 

H15A56 

H15A56 

H16A23 



H16A26 

H16A26 

H16A26 

H16A29 

H16A29 

H16A29 

H16A31 

H16A31 

H16A31 

H17A1 

H17A1 

H17A1 

H17A46 

H17A46 

H17A46 

H17A84 

H17A84 

H17A84 

H17A88 

H17A88 

H17A88 

H18A3 

H18A3 

H18A3 

H18 A18 

H18A18 

H18A18 


H18A22 

H18A22 

H18A54 

H18A54 

H18A54 

H18A92 

H18A92 

H18A92 

H18A94 

H18A94 

H18A94 

H18A102 

H18A102 

H18A102 

H18A103 

H18A103 

H18 A103 

H19A4 

H19A4 

H19A5 

H19A6 



H19A15 

H20A4 

H20A4 

H20A4 

H20A8 

H20A8 


H20A9 

H20A9 

H20A9 

H20A10 

H20A10 

H20A10 

H20A15 

H20A15 

H20A15 

H20A47 

H20A47 

H20A47 

H20A98 

H20A98 

H20A98 

144066 

144066 

144066 


11X10 

11X10 

11X339 

11X339 

11X339 

11X509 

11X509 

11X509 

11X515 

11X515 

11X515 

49X542 

49X542 

49X542 

49X789 

49X789 

PBBp 

58X310 

58X310 



GE3014 

GE3014 


Name of Part 


Escutcheon Plate for Latch (Black 

Dulux Finish). 

Latch Handle Spring. 

Latch Handle Pin.. 

Hinge for use with Cover 3)4" long 

Cover for H16A15 Hinge. 

Hinge few use with Cover 3iV" long 
Cover for H16A26 Hinge (White 

Dulux Finish). 

Cover for H16A26 Hinge (Black 

Dulux Finish). 

Shelf Support. 

Shelf (Middle or Bottom). . . 

Shelf (Top) (CK-15 Unit). .. 

Shelf (Top) (CK-2C Unit)... 
Washer for H12A2 Screw.... 
Washer for H20A15 Screw... 
Washer for 11X10 Leg. ..... 
Momentary Contact Switch with 

Rivet for ’ HHA 26 , ' H11A47, ' or] 
H11A48 Tapping Strips. ..... 
Escutcheon Plate for Latch Bolt. . 
Tapping Strip for Door (Outer, 

Horizontal).:. 

Tapping Strip for Door (Outer, 

Vertical). 

Lamp Guard. 

Spring for H18A54 Switch.. . 

Light Receptacle with Retaining] 

Ring and Short Leads. 

Rivet for Tapping Strips. 

Speed Nut for 49X563 Receptacle. 
Retaining Washer for 49X542] 

Receptacle. 

Lock Nut for 49X542 Receptacle.. 

Cap Screw for Leg. 

Screw for Hinge. 

Tray Lifter Hook. 

Screw for Latch. 

Leg (SX") . 

Screw for Strike. 

Inner Door Panel. 

Door Jamb Strip (Horizontal). 

Flush Cup Receptacle with Leads. 

Light Receptacle with Leads. 

Retaining lung for Light Receptacle 

Lock washer for Strike Screw. 

Connector for Leads. 


Always Give Catalog Number 


Revised Mar. 1937 
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M-6-37A—Cabinet Parts 


H20A60 

H20A156 

H3A77 

H17A130 

H17A911 

H17A92 

H17A93 

H17A94 

H14A19 

H14A20 

H17A99 

H17A951 
H17A96 
H17A97 [ 
H17A98J 

HI 2X2 
H10A94 
H9A26 

H10A95 

H10A90 

H31A13 

H31A15 

HI2X2 

H9A25 

H13A147 


AlR73f 

A2R10 

A2R11 

H3A77 

H5A143 

H6A8S 

H6A86 

H7A104 

H7A105 

H7A106 

H9A25 

H9A26 

H10A89 

H10A90 

H10A91 

H10A92 

H10A93 

H10A94 

H10A95 

H11A20 

H11A47 

H11A78 

H11A79 

H11A80 

H11A81 

H11A82 

H11A83 

H11A84 

H11A85 

H11A86 

H11A87 

H11A88 

H11A89 

H11A104 

H12A2 

H12X2 

H13A60 

H13A142 

H13A147 

H13A148 

H13A149 

H14A19 

H14A20 

H15A41 



/H6A85 

\H7A104 

H15A41 

H15A42 

H15A46 

H15A47 

H15A43 

11X339 


Glider for Outer Case (Left Front or Right Rear) 

Glider for Outer Case (Right Front or Left Rear) 

Inner Liner with Shelf Supports 
Cabinet Insulation (Set) 

Door Complete (Right Hand) 

Door Complete (Left Hand) 

Outer .Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Inner Door Panel 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical. Latch Side, with Escutcheon Plate) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 
Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 
Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Horizontal) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Door and Hinge _ 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 


Tapping Strip with Screw for H17A90 Shelf Support 
Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Case (Horizontal) 

Tapping Strip for Outer Case (Vertical) 

n_r__ QirWl 


Screw for Door Strip or Door Jamb Strip 
Gasket for Flush Cup Receptacle 
Rubber Bushing for Light Receptacle 
Rubber Door Gasket 

Gasket between Latch Case and Outer Door Panel 
Seal for Latch Handle 
Strike 
Strike Case 

Esc utcheon for Door Strip and Latch Bolt 


to Inner Liner 


H15A42 Scuff Plate for Latch Handle 

H15A43 Latch Case with Bolt, Spring, Gasket and Nut 

H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

H15A46 Latch Handle 

H15A47 Escutcheon Plate for Latch Handle 

H16A35 Hinge with End Covers 

H16A36 Cover for Hinge 

H17A89 Shelf Support (Straight) 

H17A90 Shelf Support (Headed) 

H17A91 Shelf Support (Single Slot, H" thick) 

H17A92 Shelf Support (Single Slot, H" thick) 

H17A93 Shelf Support (Single Slot, if" thick) 

H17A94 Shelf Support (Single Slot, H" thick) 

H17A95 Shelf Support (Double Slot, H" thick) 

H17A96 Shelf Support (Double Slot, thick) 

H17A97 Shelf Support (Double Slot, H" thick) 

H17A98 Shelf Support (Double Slot, Ji" thick) 

H17A99 Shelf (Middle or Bottom) 

H17A101 Shelf (Top, small) 

H17A105 Stop for Shelf 

H17A110 Fiber Washer for Single Slot Shelf Support 
H17A111 Fiber Washer for Double Slot Shelf Support 
H17A130 Shelf (Top, large) 

H18A3 Washer for H12A2 Screw 

H18A54 Momentary Contact Switch (Short Leads) 

H18A92 Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 

H19A5 Lamp Guard 

H19A6 Retaming Spring for Momentary Contact Switch 
H19A15 Light Receptacle with Porcelain Bushing (Short Leads) 

H19A18 Lockwasher for Momentary Contact Switch 
H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 

H20A4 Rivet Fastening Tapping Strip to Outer Case, Outer Door Panel 

or Inner Liner 

H20A9 Washer for Flush Cup Receptacle 
H20A10 Lock Nut for Flush Cup Receptacle 
H20A47 Screw for Hinge 

H20A60 Screw for H20A156 or H20A157 Clips 

H20A117 Lockwasher for Latch Handle Nut 

H20A138 Washer for 126914 or 58X287 Screws (Fiber) (.031" thick) 

H20A155 Ice Tray Lifter Hook 

H20A156 Clip for Top Cover or Unit Base (Front) 

H20A157 Clip for Top Cover or Unit Base (Back) 

H20A159 Screw Fastening Slotted Shelf Support to Tapping Strip 

H20A160 Speed Nut for 46X795 Glider Screw 

H20A168 Washer for 126914 or 58X287 Screws (.018" thick) 

H20A171* Rubber Washer between Glider and Base Plate 
H20A172t Rubber Stop for Storage Drawer 
H20A174 Screw Fastening Stmage Drawer Frame to Cabinet 
H20A175J Rubber Stop for Storage Drawer 
H20A230 Washer under Scuff Plate 

H22A23 Insulation for Storage Drawer Compartment (Side) 

H22A27 Insulation for Front Panel on Storage Drawer 
H27A24 Base Plate 

H31A13 Front Panel Only for Storage Drawer 
H31A14 Storage Drawer without Front Panel 

H31A15 Handle for Storage Drawer 

H31A16 Wire Partition for Storage Drawer 
H31A17 Stop for Storage Drawer (Hexagon Head) 

H31A18 Frame with Guide Channels for Storage Drawer 
H31A19 Guide Channel for Storage Drawer Frame (Right Hand) 

H31A20 Guide Channel for Storage Drawer Frame (Left Hand) 

H31A26 Clip for H31A13 Panel 
H31A27 Roller for H31A14 Storage Drawer 

H31A28 Rivet for H31A27 Roller 

H31A29 Roller for H31A19 or H31A20 Storage Drawer Guide Channels 
H31A30 Rivet for H31A29 Roller 

H31A31 Stop for Storage Drawer (Countersunk Flat Head) 

11X339 Screw Fastening Latch Case to Door Strip or Screw for Strike 
20X536 Cap Screw Fastening Guide Channel for Storage Drawer to Frame 
46X794* Screw Fastening Glider and Washer to Cabinet 
46X795 Screw Fastening Glider to Cabinet 
49X556 Flush Cup Receptacle (Short Leads) 

49X972 Porcelain Bushing for Light Receptacle 

58X287 Screw Fastening Front Panel to Storage Drawer or Clip to Front 
Panel 

58X310 Lockwasher for 11X339 Strike Screw or 126914 Screw 

58X324 Lockwasher for H20A159 Screw 

58X325 Lockwasher for 58X326 Nut 

58X326 Nut Fastening Scuff Plate to Outer Door Panel 

126914 Screw Fastening Handle to Storage Drawer 

150279 Washer for H20A174 or 58X287 Screws (.044" thick) 

150606 Cotter Pin for H31A31 Storage Drawer Stop 
160980 Washer for 20X536 Screw 

165736 Washer for H20A60 Screw or Steel Washer under Scuff Plate 


H22A23 

H22A27 

H27A24 

H31A13 

H31A14 

H31A15 

H31A16 

H31A17 

H31A18 

H31A19 

H31A20 

H31A26 

H31A27 

H31A28 

H31A29 

H31A30 

H31A31 

11X339 

20X536 

46X794* 

46X795 

49X556 

49X972 

58X287 


* On early run of the above type cabinet the glider was fastened by means of a flat head screw and a rubber washer was used between the glider and base plate. 

For use with this glider, which has a flat surface on both sides, order Cat. No. H20A171 and 46X794. 
i During the early run of the above type cabinet, four rubber bumpers for the storage drawer were inserted in front of the outer case and one on the rear side 
1 ofthertorage drawer. Order Catalog 320A172 for these cabinets. During the later ranthecabinet has two bumpers for the storage drawer inserted in the 
front of the outer case and three on the.rear side of the storage drawer. Order Catalog H20A175 for these cabinets, 
t Refer to Accessories Section for parts included. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


M6-38A and M8-38A—Cabinet Parts 



REF. 

NO. 

CATALOG NO. 

NAME OF P*fiT 

M-38A | 

H8-38A 

1. 

H20AI56 

H20AI56 

Clip for Cabinet Cover, Front 


165736 

165736 

Steel Washer under Clip H20AI56 

2. 

H20A60 

H20A60 

Screw for H20Af56, H20AI57 (No. 8) 


- 

69X893 

Screw for H20A284 {No. 10) 


49X542 

49X542 

Flush Cup Receptacle 


HI3A60 

HI3A60 

Gasket for Flush Cup Receptacle 


H20A9 

H20A9 

Washer for Flush Cup Receptacle 


H20AI0 

H20AI0 

Locknut for Flush Cup Receptacle 


A2RI0 

A2RI0 

Glider for Cabinet (Left Front or Right Rear) 

3. 

A2RI 1 

A2RI1 

Glider for Cabinet (Right Front or Left Rear) 


58X338 

46X795 

Screw Fastening Glider to Cabinet (1/4 in.-20) 


H20AI60 

H20AI60 

Speed Nut for 58X338 or 46X795 

4. 

H3IAI3 

H3IA2I 

STORAGE DRAWER FRONT PANEL, WITHOUT HANDLE OR CLIP 


58X287 

58X287 

Screwfor Fasten ing Front Panel to Storage Dr awer (No.8) 


150279 

150279 

Washer for 58X287 (.044 in. thick) 


H20AI68 

H20AI68 

Washer for 58X287 (.018 in. thick) 


H3IAI5 

H3IAI5 

Handle for Storage Drawer 


126914 

126914 

Screw Fastening Handle to Storage Orawer (10-24) 


K20AI6S 

H20AI68 

Washer for 126914 


58X310 

58X310 

Lockwasher for 126914 


H3IA26 

H3IA26 

Clip for H3IAI3, or H3IA2I 


58X287 

58X287 

Screw for H3IA26 (No. 8) 


150279 

150279 

Washer for 58X287 (-048 in. thick) 


H20AI68 

K20AI68 

Washer for 58X287 (.018 in. thick) 


H3IAI4 

M3IA22 

Storage Drawer without Front Panel 


H3IA27 

H3IA27 

Roller for Storage Drawer 


H3IA28 

H3IA28 

Rivet for H3IA27 


H3IAI6 

H3IAI6 

Wire Partition for Storage Drawer 


H3IAI8 

K3IA23 

Frame with Guide Channels for Storage Drawer 


H3IAI9 

H3IA24 

Guide Channel (Right-Hand) 


M3IA20 

H3IA25 

Guide Channel (Left-Hand) 


20X536 

20X536 

Screw Fastening Guide Channel to Frame (l/4"-20) 


160980 

160980 

Washer for 20X536 (3/4 in. 0.0.) 


H3IA29 

H3IA29 

Roller for Storage Drawer Guide Channel 


H3IA30 

H3IA30 

Rivet for H3IA29 


H20AI74 

H20AI74 

Screw Fastening Storage Drawer Frame to Cabinet (I0-3C 


150279 

150279 

Washer for H20AI74 


M3 1 A3 1 

H3IA3I 

Stop for Storage Drawer (Countersunk Flat Head) 


150606 

150606 

Cotter Pin for H3IA3I 


H20AI75 

H20AI75 

Rubber Stop for Storage Drawer 

6. 

H6A85 

H6A87 

DOOR FOR RIGHT-HAND CABINET 


H6AB6 

K6A88 

DOOR FOR LEFT - HAND CABINET 

6. 

H7AI04 

H7AI08 

Outer Door Panel (Right-Hand Cabinet) 


H7AI05 

H7AI09 

Outer Door Panel (Left-Hand Cabinet) 


'Refer to the Accessories Section for the Parts Included. 


^E^ 

CATALOG NO. 


NO. 




7. 

HI3AI47 

H13AI50 

Door Gasket 


HI0A&I 

HI0A98 

Door Strip, Top or Bottom 


HI0A89 

HI0AS6 

Door Strip, Hinge Side 

S. 

HI0A90 

HI0A97 

Door Strip, Latch Side, with Escutcheon for Latch 

Bolt 

9. 

H15A41 

HI5A41 

Escutcheon for Door Strip and Latch Bolt 

io. ; 

HI 2X2 

H 12X2 

Screw for Door Strip (10-30) 

11. 

H9A25 

H9A25 

Door Corner 


H7AI06 

H7AI07 

Inner Door Panel 

12. 

HI5A43 

HI5A43 

Latch, with Gasket, hut, and Lockwasher 


III5A44 

HI5A44 

Spring for Latch 


HI5A45 

HI5A45 

Nut for Latch and Handle 


HI3AI45 

HI3AI48 

Gasket Between Latch and Outer Door Panel 


H20AI17 

H20A1 17 

Lockwasher for H15A45 

13. 

i1X339 

1 1X339 

Screw Fastening Latch to Door Strip (10-30) 

14. 

H15A42 

HI5A42 

Scuff Plate and Clip for Latch ‘Handle 


H20A25I 

H20A25I 

Rubber Washer Between Scuff Plate Clip and Outer 

Door 


58X326 

58X326 ' 

Nut for Scuff Plate 


58X325 

58X325 

LocKwasher for 58X326 

15. 

HI5A46 

HI5A46 1 

Latch Handle without Escutcheon 

16. 

H15A47 

HI5A47 

Escutcheon for Latch Handle 

17. 

HI3AI4S 

HI3AI49 

Gasket Between Latch Handle and Door Panel 


HI6A35 

HI6A35 

Hinge with End Covers 


HI6A36 

HI6A36 

Middle Cover for Hinge 


H20A47 

H20A47 

Screw for Hinge (12-28) 

18. 

HI4AI9 

HI4AI5 , 

Strike 

19. 1 

HI4A20 

HI4A20 

Strike Case 

20. 

11X339 

11X339 

Screw for HI4AI2 and HI4A20 (10-30) 


55X310 

58X310 

Lockwasner for 11X339 


IGA2IH3 

IGA2IH3 

Door Switch with 8 in. Leads 


HI 2X2 

H12X2 

Screw for IGA2IH3 (10-30) 


HI3AI&I 

HI3A18I 

Fiber Gasket Between Door Switch and Door Jamb Strip 

21. 

HI0A&5 

H10A102 

Door Jamb Strip, Bottom 

22. 

HI0A94 

HI0AI0I 

Door Jamb Strip, Latch Side 

23. 

H10A115 

HI0A125 

Door Jamb Strip, Top 


H10AII6 

HI0AI24 

Door Jamb Strip, Hinge Side 

24. 

H12X2 

H12X2 

Screw for Door Jamb Strip (10-30). 

25. 

H9A26 

H9A26 

Door Jamb Corner 

26. 

H3A96 

H3A10I 

INNER LINER WITH SHELF SUPPORTS 


HI7A89 

HI7A89 

Shelf Support, Straight (1/2 in. long) 


HI7AI22 

HI7AI22 

Shelf Support, Straight (3/4 in. long) 


HI 7*90 

HI7A20 

Shelf Support, Headed 


H20A253 

H20A253 

Rubber Spacer for HI7A90 


HI8A3 

HI8A3 

Washer for HI7A90 (1/2 in. O.D.) 


HI2A2 

HI2A2 

Screw for Straight or Headed Shelf Support 
(1/4 in.-20) 

27. 

HI7A96 

HI7A96 

Shelf Support (Double Slot, 3/4 in. thick) 


HI7AIII i 

HI7AI 1 1 

Fiber Washer for Cat. HI/A96 


H20AI5S , 

H20AI59 

Screw for Cat. HI7A96 (10-30) 


52X324 

58X324 

Lockwasher for H20AI59 


H17A129 

HI7AI42 

Shelf, Top, Small 

28. 

HI7AI30 

HI7AI4I 

Sliding Shelf with Stop, Upper 

29. 

- 

HI7AI02 

Sliding Shelf with Stop, Lower or Middle 


HI7A&9 

- 

Sliding Shelf with Stop, Lower 

30. 

HI7AI05 

H17A105 

Stop for Shelf 


HI7A13I 

HI7AI43 

Removable Half Shelf, Bottom 

31. 

H20A248 

H20A248 

Rubber Bumper for Shelf 


H20A282 

H20A282 

Bracket for Separator Release 


H20A60 

H20A60 

Screw for H20A282 (No. 8) 


78XE2 

78X82 

Lamp Receptacle 


HI9A27 

HI9A27 

3ushing for Lamp Receptacle 


HI9A26 

HI9A26 

Lamp Guard 


GE30I4 

GE30I4 

Connector for Leads 


- 

A2IR57 

UTILITY BASKET 


- 

A2IR59 

Y/ire Partition for Utility Basket 


_ 

A2IR60 

Front Panel for Utility Basket 


- 

11X339 

Screw Fastening Front Panel to Utility Basket (IO-30) 


- 

H30A34 

Handle for Utility Basket 


- 

58X350 

Screw for N30A34 (No. 10) 


- 

179789 

Fiber Washer for 66X360 (13/32 in. 0.0.) 


- 

A2IR5S 

Wire Basket Less Front Panel and Partition 

32. 

H30A35 

H30A44 

VEGETABLE DRAWER 


H30A37 

H30A45 

Pan for Vegetable Drawer 

32. 

H30A38 

H30A46 

Front Panel for Vegetable Drawer 


H20A250 

H20A250 

Washer Between Front Panel and Pan for Vegetable 
Drawer 


58X350 

58X350 

Screw for Front Panel of Vegetable Drawer (No. 10) 


173789 

179789 

Fiber Washer for 58X350 (13/32 in. O.D.) 

33. 

H30A36 

H30A47 

Cover for Vegetable Drawer 

34. 

H30A34 

H30A34 

Handle for Vegetable Drawer 


H20A247 

H20A257 

Center Support for Vegetable Drawer and Shelf 


H20A249 

H20A24S 

Rubber Button for H20A247 or H20A257 


-HSA21 1 

H5A2I2 

Cabinet Insulation (set) 


H22A27 

H22A23 

Insulation for Front Panel on Storage Drawer 


H22A23 

H22A33 

Insulation for Storage Drawer Compartment Side 


'AIRI24 

*A 1R 125 

Accessor ies 


"Use Kimsul, Cat. No. H5X20. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 



Name of Part 

Rubber Door Gasket (4 Pieces). 

Nameplate Screw. 

Door Corner. 

Door Jamb Corner. 

Inner Door Panel. 

Straight Adjustable Shelf. 

Door Strip (Horizontal). 

Door Strip (Vertical ). . . 

Door Jamb Strip (Horizontal). . 

Door Jamb Strip (Vertical). 

Sliding Shelf Only. 

Frame for Sliding Shelf. 

Inner Liner. 

Door Strip Screw. 

Hardware Screw. 

Spacer (Top Back). 

Spacer (Top Right or Left Side). 
Spacer (Vertical), each Corner. . 

Spacer (Bottom). 

Top Panel. 

Front Panel (Right). 

Right or Left End Panel. 


P-55E PS-65 P-67E 


11X265 

H12A4 

11X506 

11X283 

11X509 

11X610 

11X513 

11X514 

11X275 

11X276 


11X293 

11X339 

H12A10 


Outer Door Panel. 

Door Complete. 

Door Gasket (Vertical). 

Door Gasket (Horizontal). 

Front Panel (Left). 

Sponge Rubber Gasket. 

Flange Gasket. 

Door Trim. 

Vertical Trim (Right Front or 
Left Rear). 


H8A20 

H8A21 

H8A23 

11X891 

11X892 

58X1 

H13A15 

11X800 

H8A22 

H13A16 


11X265 

11X340 

11X506 

11X507 

11X509 

11X512 

11X513 

11X514 

11X515 

11X516 

H17A7 

H17A8 

11X713 

11X785 

11X788 

11X884 

11X885 

11X886 

11X887 

11X888 

11X889 

11X890 

11X891 

11X892 

58X1 

H13A15 

11X800 

H8A22 

11X893 

11X894 

11X895 


11X265 

H12A4 

11X506 

11X507 

11X509 

58X2 

11X513 

11X514 

11X515 

11X516 

H17A7 

H17A8 

11X713 

11X339 

H12A10 


H8A20 

H8A21 

H8A23 

11X891 

11X892 

58X1 

H13A15 

11X800 

H8A22 

11X893 

11X894 


11X896 l 11X896 I 11X896 


Name of Part 

Vertical Trim (Left Front or Right 

Rear). 

Top Trim (Right or Left Side)... 

Top Trim (Front or Back). 

Top Corner Cap. 

Washer (Hinge). 

Washer (Leg). 

Washer (Strike). 

Washer (Latch). 

Hinge Shim (.080" thick). 

Hinge Shim (.060" thick). 

Latch Shim. 

Trim Screw, Side. 

Trim Screw, Top Corner.. 

Trim Screw, Side, Oversize. 

Trim Screw, Top Corner, Over¬ 
size . 

Hinge. 

Latch (Left Hand). 

Latch (Right Hand). 

Strike (Left Hand). 

Strike (Right Hand). 

Strike Shim. 

Washer for Top Panel Screw. 

Cap Screw for Leg. 

Washer for H12A9 Screw. 

Spacer for Leg. 

Washer for Nameplate Screw.... 
Rubber Seal for Door Jamb Strip. 

Insulation (Set). 

Top Shelf (Offset at End). 

{Adapter Panel Assembly (CK-2 
Units). 


P-55E PS-65 P-67E 


11X897 

11X898 

11X899 

11X900 

H18A23 

11X902 

11X903 

H18A24 

H18A25 


H18A26 

11X908 

11X909 

11X910 

11X911 

11X727 

11X723 

11X722 

11X725 

11X724 

H18A27 

H18A19 

H12A9 

H18A22 

H18A21 

H18A28 

H13A17 

11X812 

11X533 


11X897 

11X898 

11X899 

11X900 

11X901 

11X902 

11X903 

11X904 

H18A25 

11X906 

11X907 

11X908 

11X909 

11X910 

11X911 

11X727 

11X723 

11X722 

11X725 

11X724 

H18A27 

H18A19 

H12A9 

H18A22 

H18A21 

H18A28 

H13A18 

11X815 


11X897 

11X898 

11X899 

11X900 

H18A23 

11X902 

11X903 

H18A24 

H18A25 

H18A26 

11X908 

11X909 

11X910 

11X911 

11X727 

11X723 

11X722 

11X725 

11X724 

H18A27 

H18A19 

H12A9 

H18A22 

H18A21 

H18A28 

H13A18 

11X815 


H20A134I H20A134' H20A134 


* First cabinets known as PS-62 or PSS-62 with Symbol SE or SSE. First cabinets had three straight adjustable shelves 11X512. 
{ Refer to Installation and Service Material Section of Catalog for Parts of this assembly. 

Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 

PS-5, PS-55, P-55S, PS-6 and PS-7—Cabinet Parts 

Order by part number, giving symbol and serial number of cabinet 
when no catalog number is shown 


Refer to last three pages of this section for information on Hardware and Shelves for these Cabinets 


9 43 44 10 23 10 13 9 20 


11X5671 
11X571 
HI 3X20 



II1X569 
H 1X573 
[H13X22 

,'11X589 
\ 11X590 


Top Panel (Right or Left End). PS5-9 PS55-9 P55S-9 PS6-9 PS7-9 

Top Panel (Front or Rear). PS5-10 PS55-10 P55S-10 PS6-10 PS7-10 

Front Panel. PS5-11 PS55-11 P55S-11 PS6-11 PS7-11 

Side Panel (Right). PS5-12 PS55-12 P55S-12 PS6-12 PS7-12 

Side Panel (Left)... PS5-45 PS55-45 P55S-45 PS6-45 PS7-45 

Top Panel Complete. PS5-13 PS55-13 P55S-13 PS6-13 PS7-13 

Outer Door Panel. PS5-16 PS55-16 P55S-16 PS6-16 PS7-16 

Inner Door Panel. PS5-17 PS55-17 P55S-17 PS6-17 PS7-17 

Liner. PS5-15 PS55-15 P55S-15 PS6-15 PS7-15 

Metal Comer. PS5-20 PS55-20 P55S-20 PS6-20 PS7-20 

Metal Stile (Right Front). PS5-21 PS55-21 P55S-21 PS6-21 PS7-21 

Metal Stile (Left Front). PS5-40 PS55-40 P55S-40 PS6-40 PS7-40 

Metal Stile (Right Rear). PS5-41 PS55-41 P55S-41 PS6-41 PS7-41 

Metal Stile (Left Rear). PS5-42 PS55-42 P55S-42 PS6-42 PS7-42 

Metal Trim (Right Top). PS5-22 PS55-22 P55S-22 PS6-22 PS7-22 

Metal Trim (Top Rear). PS5-23 PS55-23 P55S-23 PS6-23 PS7-23 

Metal Trim (Left Top). PS5-43 PS55-43 P55S-43 PS6-43 PS7-43 

Metal Trim (Top Front). PS5-44 PS55-44 P55S-44 PS6-44 PS7-44 

Door Complete. PS5-24 PS55-24 P55S-24 PS6-24 PS7-24 

Shelf Hook. PS5-39 PS55-39 P55S-39 PS6-39 PS7-39 

Door Comer. PS5-46 PS55-46 P55S-46 PS6-46 PS7-46 

Door Jamb Corner. PS5^7 PS55-47 P55S-47 PS6-47 PS7-47 

Leg (Unwiped). 11X13 11X13 11X13 11X13 11X13 

Door Jamb Strip (Horizontal). 11X567 11X567 11X567 H13X20 11X571 

Door Jamb Strip (Vertical). 11X568 11X568 11X568 H13X19 11X572 

Door Strip (Horizontal). 11X569 11X569 11X569 H13X22 11X573 

Door Strip (Vertical). 11X570 11X570 11X570 H13X21 11X574 

Door Gasket Complete. 11X589 11X589 11X589 11X589 11X590 

Sponge Rubber Gasket. 11X517 11X517 11X517 11X517 11X517 


Note: Refer to Installation and Service Material Section of Catalog for Adapter Panel Assembly to 
use CK-2 Units in these Cabinets. 

Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


P-63 — Cabinet Parts 


9 43 


44 10 23 10 13 9 20 


11X13 



.111X716 

\11X717 


-11X721 

-H13X21 


P63-9 Top Panel (Right or Left) 
P63-10 Top Panel (Front or Rear) 
P63-11 Front Panel 
P63-12 Side Panel (Right) 

P63-45 Side Panel (Left) 

P63-13 Top Panel Complete 
P63-15 Inner Liner 
P63-16 Outer Door Panel 
P63-17 Inner Door Panel 
P63-20 Metal Comer 
P63-21 Metal Stile (Right Front) 
P63-40 Metal Stile (Left Front) 
P63-41 Metal Stile (Right Rear) 
P63-42 Metal Stile (Left Rear) 
P63-22 Metal Trim (Right Top) 
P63-23 Metal Trim (Top Rear) 
P63-43 Metal Trim (Left Top) 
P63-44 Metal Trim (Top Front) 
P63-24 Door Complete 
P63-39 Shelf Hook 


P63-46 Door Comer 
P63-47 Door Jamb Comer 
11X13 Leg (Unwiped) 

11X517 Sponge Rubber Gasket 
11X589 Door Gasket Complete 
11X716 Latch (Right Hand) 

11X717 Latch (Left Hand) 

11X718 Strike (Right Hand) 

11X719 Strike (Left Hand) 

11X721 Hinge 

H4A37* Adapter Panel Assembly (CK-2 Units) 
H13X19 Door Jamb Strip (Vertical) 

HI 3X20 Door Jamb Strip (Horizontal) 

H13X21 Door Strip (Vertical) 

Hi3X22 Door Strip (Horizontal) 

H17X7 Frame for Sliding Shelf 
H17X20 Sliding Shelf 
H17X29 Straight Shelf 
H17X90 Shelf Lugs for H17X7 Frame 


* Refer to Installation and Service Material Section of Catalog for Parts of t.hia assembly. 
Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


One Piece Front, 
One Door Porcelain 
or Lacquer Model 


Order by part number, 
giving symbol and 
serial number 
of cabinet 


Refer to last three pages of this section 
for information on Hardware, Shelves 
and Door Gaskets for these Cabinets. 



Name of Part 

P-4 

RT-5 

P-5 

RT-7 

P-7 

Sponge Rubber Gasket. 

11X111 

11X6 

11X6 

11X6 

11X6 

Leg. 

*11X13 

11X12 

*11X13 

11X12 

*11X13 

P7-11 

P7-12 

Front Panel. 

P4-11 

RT5-11 

P5-11 

RT7-11 

Side Panel (Right). 

P4-12 

RT5-12 

P5-12 

RT7-12 

Side Panel (Left). 

P4-45 

RT5-45 

. P5-45 

RT7-45 

P7-45 

Top Panel. 

P4-13 

RT5-13 

P5-13 

RT7-13 

P7-13 

Inner Liner.... 

P4-15 

RT5-15 

P5-15 

RT7-15 

P7-15 

Outer Door Panel. 

P4-16 

P5-16 

RT7-16 

RT7-17 

P7-16 

P7-17 

Inner Door Panel. 

P4-17 

RT5-17 

P5-17 

Metal Corner. 

P4-20 

RT5-20 

P5-20 

RT7-20 

P7-20 

Metal Stile (Right Front). 

P4-21 

RT5-21 

P5-21 

RT7-21 

P7-21 

P7-40 

Metal Stile (Left Front). 

P4-40 

RT5-40 

P5-40 

RT7-40 

Metal Stile (Right Rear). 

P4-41 

RT5-41 

P5-41 

RT7-41 

P7-41 

P7-42 

P7-22 

P7-23 

P7-43 

P7-44 

P7-24 

P7-39 

Metal Stile (Left Rear). 

P4-42 

RT5-42 

P5-42 

RT7-42 

Metal Trim (Right Top). 

P4-22 

RT5-22 

P5-22 

RT7-22 

Metal Trim (Top Rear). 

P4-23 

RTS-23 

P5-23 

RT7-23 

Metal Trim (Left Top). 

P4-43 

RT5-43 

P5-43 

RT7-43 

Metal Trim (Top Front). 

P4-44 

RTS-44 

P5-44 

RT7-44 

Comnleta Door. 

P4-24 

RT5-24 

P5-24 

RT7-24 


P4-39 

RT5-39 

P5-39 

RT7-39 


• Specify leg as unwiped. 

Note: Refer to Installation and Service Material Section of Catalog for Adapter Panel Assembly to use CK-2 Units in these Cabinets. 
Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 


Always Give Catalog Number 
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P7-56 

P7-57 

P7-58 

PB-7 

11X6 

*11X13 

PB7-45 

PB7-12 

PB7-15 

PB7-16 

PB7-17 

PB7-20 

PB7-21 

PB7-40 

PB7-41 

PB7-42 

PB7-22 

PB7-23 

PB7-43 

PB7-44 

PB7-24 

PB7-39 

PB7-46 

PB7-47 

PB7-48 

PB7-49 

PB7-50 

PB7-51 

PB7-52 

PB7-53 

PB7-54 

PB7-55 

PB7-56 

PB7-57 

PB7-58 

RT-7 

11X6 

11X12 

RT7-45 

RT7-12 

RT7-15 

RT7-16 

RT7-17. 

RT7-20 

RT7-21 

RT7-40 

RT7-41 

RT7-42 

RT7-22 

RT7-23 

RT7-43 

RT7-44 

RT7-24 

RT7-39 

RT7-46 

RT7-47 

RT748 

RT7-49 

RT7-50 

RT7-51 

RT7-52 

RT7-53 

RT7-54 

RT7-56 

RT7-57 

RT7-58 

RB-7 

11X6 

11X12 

RB7-45 

RB7-12 

RB7-15 

RB7-16 

RB7-17 

RB7-20 

RB7-21 

RB7-40 

RB7-41 

RB7-42 

RB7-22 

RB7-23 

RB7-43 

RB7-44 

RB7-24 

RB7-39 

RB7-46 

RB7-47 

RB7-48 

RB7-49 

RB7-50 

RB7-51 

RB7-52 

RB7-53 

RB7-54 

RB7-55 

RB7-56 

RB7-57 

RB7-58 

P-5 

^Hioicintoioioioi/jifjioicicinioiotoioioioimnioioinio 
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# 

P5-56 

P5-57 

P5-58 

PB-5 

11X6 

*11X13 

PB5-45 

PB5-12 

PB5-15 

PB5-16 

PB5-17 

PB5-20 

PB5-21 

PB5-40 

PB5-41 

PB5-42 

PB5-22 

PB5-23 

PB5-43 

PB5-44 

PB5-24 

PB5-39 

PB5-46 

PB5-47 

PB5-48 

PB5-49 

PB5-50 

PB5-51 

PB5-52 

PB5-53 

PB5-54 

PB5-55 

PB5-56 

PB5-57 

PB5-58 

RT-5 

11X6 

11X12 

RT5-45 

RT5-12 

RT5-15 

RT5-16 

RT5-17 

RT5-20 

RT5-21 

RT5-40 

RT5-41 

RT5-42 

RT5-22 

RT5-23 

RT5-43 

RT5-44 

RT5-24 

RT5-39 

RT5-46 

RT5-47 

RT5-48 

RT5-49 

RT5-50 

RT5-51 

RT5-52 

RT5-53 

RT5-54 

RT5-56 

RT5-57 

RT5-58 
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Specify leg as unwiped. 

Note: Refer to Installation and Service Material Section of Catalog for Adapter Panel Assembly 
to use CK-2 Units in these cabinets. 

Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 

































































GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


MP-6C—Cabinet Parts 


H3A54 

H10A7 


H1A8 

H20A12- 

H23A20 


H9A10 

H16A30 


H6A84 

H7A43 



H13A82 

H1A1 


AlR56t Accessories 

H1A1 Leg without Bracket (11H") 

H1A8 Leg with Bracket (11H") 

H1A9 Leg with Bracket (S^'O 
H2A35 Outer Case (Right-Hand Cabinet) 

H2A36 Outer Case (Left-Hand Cabinet) 

H3A54 Inner Liner with Shelf Supports 

H5A121 Cabinet Insulation (Set) 

H6A84 Door Complete 

H7A43 Outer Door Panel 

H9A10 Door Corner 

H9A18 Door Jamb Corner 

H10A7 Door Jamb Strip (Vertical, Latch Side) 

H10A54 Door Strip (Vertical, Latch Side, with Escutcheon Hate) 
H10A55 Door Strip (Vertical, Hinge Side) 

H10A56 Door Strip (Horizontal) 

H10A87 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

H10A88 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

H11A1 Tapping Strip for Inner Liner (Vertical) 

H11A2 Tapping Strip for Inner Liner (Horisontal) 

H11A3 Tapping Strip for Door (Inner, Vertical) 

H11A4 Tapping Strip for Door (Inner, Horisontal) 

H11A20 Tapping Strip for Outer Case and Hinge 

H11A41 Tapping Strip for Outer Case (Vertical) 

H11A47 Tapping Strip for Door and Hinge 
H11A48 Tapping Strip for Door and Latch 
Hi 1X50 Tapping Strip for Outer Case (Horisontal) 

H12A2 Screw for Shelf Support 
H12A9 Cap Screw for Leg 

H12X2 Screw for Door Strip or Door Jamb Strip 
H13A59 Gasket for Sealing Cup 
H13A60 Gasket for 49X542 Receptacle 
H13A82 Rubber Door Gasket 

H13A83 Gasket between Hinge Tapping Strip and Outer Door Panel 

H13A142 Rubber Bushing for Light Receptacle 

H14A13 Strike 

H15A4 Latch Bolt with Rivet 

H15A17 Latch 

H15A18 Escutcheon Hate for Latch 
H15A55 Latch Handle Spring 
H15A56 Latch Handle Pin 
H16A26 Hinge 

H16A27 Opening Spring Cartridge for Hinge 
H16A28 Retarding Spring Cartridge for Hinge 
H16A30 Cover for Hinge 
H17A1 Shelf Support 


t Refer to Accessories Section for parts included. 


H17A85 Sliding Shelf (Middle or Bottom) 

H17A86 Sliding Shelf Frame 
H17A88 Shelf (Top) 

H18A3 Washer for H12A2 Screw 

H18A18 Washer for H12A9 Screw 

H18A22 Washer for Short Leg 

H18A43 Fiber Washer between Leg and Outer Case 

H18A54 Momentary Contact Switch with Leads 

H18A92 Rivet for H11A20, H11A47 or H11A48 Tapping Stripe 

H18A94 Escutcheon Hate for Door Strip (Latch Side) 

H18A102 Tapping Strip for Door (Outer, Horizontal) 

H18A103 Tapping Strip for Door (Outer, Vertical) 

H19A5 Lamp Guard 

H19A6 Spring for H18A54 Switch 

H19A15 Light Receptacle with Retaining Ring and Short Leads 

H20A4 Rivet for Tapping Strips 

H20A9 Retaining Washer for 49X542 Receptacle 

H20A10 Lock Nut for 49X542 Receptacle 

H20A12 Guard for Leg 

H20A47 Screw for Hinge 

H20A48 Screw for Seeding Cup and Gasket 

H20A56 Gasket between Hinge and Door, or between Hinge and Outer 
H20A98 Tray lifter Hook 

H23A20 Foot Pedal with Hinge, Bolt. Nut and Washer 

H23A21 Ball Joint Connector 

H23A22 Lock Nut for H23A21 Connector 

H23A23 Connecting Rod (Lower) for use with Long Leg 

H23A24 Sealing Cup with Rod 

H23A26 Strike Case with Hunger (Right-Hand Cabinet) 

H23A27 Strike Case with Hunger (Left-Hand Cabinet) 

H23A30 Connecting Rod (Lower) for use with Short Leg 
H23A58 Foot Pedal Door Opener 

H23A59 Connecting Rod (Upper) 

89943 Nut for Foot Pedal Bolt 

144066 Screw for Latch 

11X11 Leg without Bracket (5$i") 

11X339 Screw for Strike 

11X509 Inner Door Panel 

11X515 Door Jamb Strip (Horizontal) 

49X542 Flush Cup Receptacle with Leads 

49X972 Retaining Ring for Light Receptacle 

58X310 Lockwasher for Strike Screw 

61X327 Lockwasher for 89943 Nut 

GE3014 Connector for Leads 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


SMP-66A, SMP-66C—Cabinet Parts 


11X515 



H9A18 

11X515 


H15A36 

H15A18 

H18A94 

H10A54 


H13A82 


Name of Part 


Cat. No. 


SMP-66A SMP-66C 


tAccessories (with CK-15A Unit). 

tAccessories (with CK-2C Unit). 

Leg (11M").... 

Outer Case (Right-Hand Cabinet).... 

Outer Case (Left-Hand Cabinet). 

Inner liner with Shelf Supports. 

Cabinet Insulation (Set). 

Door Complete. 

Outer Door Panel. 

Door Corner. 

Door Jamb Comer.. . .^. 

Door Jamb Strip (Vertical, Latch Side) 

Door Strip (Vertical, Latch Side) with Escutcheon 

Plate.. 

Door Strip (Vertical, Hinge Side) 

Door Strip (Horizontal). 

Door Jamb Strip (Vertical, Hinge Side, Right-Hand 

Cabinet).^.. 

Door Jamb Strip (Vertical, Hinge Side, Left-Handj 

Cabinet)... ; . 

Tapping Strip for Inner Lino- (Vertical). . 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Door (Inner, Vertical).. 

Tapping Strip for Door (Inner, Horizontal) 

Tapping Strip for Hinge and Outer Case.. 

Tapping Strip for Outer Case (Vertical)... 

Tapping Strip for Door and Hinge. 

Tapping Strip for Door and Latch. 

Tapping Strip for Outer Case (Horizontal) 

Screw for Shelf Support. 

Cap Screw for Leg. 

Screw for Door Strip or Door Jamb Strip. 

Gasket for 49X542 Receptacle. 

Rubber Door Gasket. . . 

Gasket between Hinge Tapping Strip and Outer Door 

Panel... 

Rubber Bushing for Light Receptacle 
Strike. 


A1R71 

A1R72 

H1A1 

H2A37 

H2A38 

H3A36 

H5A121 

H6A84 

H7A43 

H9A10 

H9A18 

H10A7 

H10A54 

H10A55 

H10A56 

H10A87 

H10A88 

H11A1 

H11A2 

H11A3 

H11A14 

H11A20 

H11A41 

H11A47 

H11A48 

H11A50 

H12A2 

H12A9 

H12 X2 

H13A60 

H13A82 

H13A83 


Strike Case. 

Latch Bolt with Rivet. 

Latch..... 

Escutcheon Plate for Latch (Chrome Finish). 

EscutcHfeon Plate for Latch (Black Dulux Finish). . . 


H14A13 

H14A14 

H15A4 

H15A17 

H15A18 

H15A36 


A1R71 

A1R72 

H1A1 

H2A37 

H2A38 

H3A54 

H5A121 

H6A84 

H7A43 

H9A10 

H9A18 

H10A7 

H10A54 

H10A55 

H10A56 

H10A87 

H10A88 

H11A1 

H11A2 

H11A3 

H11A14 

H11A20 

H11A41 

H11A47 

H11A48 

H11A50 

H12A2 

H12A9 

H12X2 

H13A60 

H13A82 

H13A83 

H13A142 

H14A13 

H14A14 

H15A4 

H15A17 

H15A18 

H15A36 


t Refer to Accessories Section for parts included. 


Name of Part 

Cat 

. No. 

SMP-66A 

SMP-66C 


H15A55 

H15A55 


H15A56 

H15A56 


H16A26 

H16A26 


H16A30 

H16A30 


H16A31 

H16A31 


H17A1 

H17A1 


H17A46 

H17A46 

Shelf (Top) (CK-15 Unit). 

H17A84 

H17A84 

Shelf (Top) (CK-2 Unit). 

H17A88 

H17A88 


H18A3 

H18A3 

Steel Washer for H20A15 or H12A9 Screws. 

H18A18 

H18A18 


H18A22 

H18A22 


H18A43 

H18A43 


H18A54 

H18A54 

Rivet for H11A20, H11A47 or H11A48 Tapping 

H18A92 

H18A92 


H18A94 

H18A94 


H18A102 

H18A102 


H18A103 

H18A103 


H19A4 

H19A5 


H19A6 

Light Receptacle with Retaining Ring and Short 


H19A15 


H20A4 

H20A4 


H20A8 

Retaining Washer for 49X542 Receptacle. 

H20A9 

H20A10 

H20A9 

H20A10 


H20A15 

H20A15 


H20A47 

H20A47 

Gasket between Hinge and Door or between Hinge 

H20A56 

H20A56 


H20A98 

H20A98 


144066 

144066 

Leg (5^"). 

11X11 

11X11 


11X339 

11X339 


11X509 

11X509 


11X515 

11X515 


49X542 

49X542 


49X789 


49X972 


58X310 

58X310 

Connector for Leads. 

GE3014 

GG3014 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HE-7A—Cabinet Parts 


H9A7 

H17A3 

H17A41 

H17A75/ 

H3A11 

H15A2 

H17A1 

H17A5 
H10A4 
H10A3 
HI XI 

H6A3 



H4A10 


NP57712 

NP57755 


NP62638 


H10A1 

H9A6 

H10A2 

H7A3 

H14A2 

H16A2 

H13A26 


A1R9| Accessories 
H1X1 Leg 

H3A11 Inner Liner with Shelf Supports 
H4A10 Cover for Cabinet 
H5A23 Cabinet Insulation (Set) 

H5A24 Insulation for Top Cover 
H6A3 Door Complete 
H7A3 Outer Door Panel 
H9A6 Door Corner 

H9A7 Door Jamb Corner 

H10A1 Door Strip (Horizontal) 

H10A2 Door Strip (Vertical) 

H10A3 Door Jamb Strip (Horizontal) 

H10A4 Door Jamb Strip (Vertical) 

H12A2 Screw for Shelf Support 

H12A10 Hardware Screw 

H12A12 Screw for Ventilating Duct 

H12A18 Ventilating Duct 

H12X2 Screw for Door and Door Jamb Strip 

H13A26 Rubber Door Gasket' 

H13A27 Gasket for Leg 

H13A28 Gasket between Cover and Cabinet 

H13A29 Gasket for Unit Support 

H13A30 Gasket for Inner Liner 

H13A38 Gasket for Strike Cover and Door 

H13A39 Side Gasket for Cover 

H13X4 Spacer between Cover and Cabinet 

H14A2 Strike 

H15A2 Latch 

H16A2 Hinge 

H17A1 Shelf Support (Straight) 


H17A3 Shelf Support (Headed) 

H17A4 Shelf (Top) 

H17A5 Shelf (Center and Lower) 

H17A71 Shelf (Center) (Used with CR-3D Unit) 
H17A75 Shelf (Top) (Used with CR-3D Unit) 
H18A2 Spacer for Escutcheon Plate 
H18A3 Washer for H12A2 Screw 
H18A18 Washer for H20A15 Cap Screw 
H18A19 Washer for H12A12 Cap Screw 
H18A34 Nut for Latch Screw 
H18A36 Support for Unit 
H18A48 Nut for 11X909 Screw 
H18A49 Washer for 11X909 Screw 
H18A62 Spring Clip for Cover 
H20A15 Cap Screw for Leg 

H22A17 Acoustic Insulation for Front of Unit Case 
H22A18 Acoustic Insulation for Right or Left Side 
of Unit Case 

H22A19 Acoustic Insulation (Lower) for Vent. Duct 
H22A20 Acoustic Insulation (Upper) for Vent. Duct 
11X340 Screw for H18A62 Clip 
11X509 Inner Door Panel 
11X909 Screw for Escutcheon Plate 
C20A273 Sponge Gasket for Cabinet Cover (Used 
with CB-3D Unit) 

NP57712 Escutcheon Plate (Non-Defrost-off position 
at top) 

NP57755 Escutcheon Plate (Defrost) 

NP62638 Escutcheon Plate (Non-Defrost-off position 
at bottom) 


t Refer to Accessories Section for parts included. 

Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HE-7B—Cabinet Parts 


H4A13 


H1A2 


f H19X1 
NP612I9 
\NP63468 



/HI 5A5 
\H15A6 

/H16A6 

\H16A7 


H10A2 


H6A10 


AlR15f Accessories 
H1A2 Leg 

H3A11 Inner Liner with Shelf Supports 
H4A13 Cover for Cabinet 
H5A25 Cabinet Insulation (Set) 

H5A26 Insulation for Top Cover 
H6A10 Door Complete 
H7A12 Outer Door Panel 
H9A6 Door Corner 
H9A7 Door Jamb Corner 
H10A1 Door Strip (Horizontal) 

H10A2 Door Strip (Vertical) 

H10A3 Door Jamb Strip (Horizontal) 

H10A4 Door Jamb Strip (Vertical) 

H12A2 Screw for Shelf Support 

H12A12 Screw for Ventilating Duct 

H12A18 Ventilating Duct 

H12X2 Screw for Door and Door Jamb Strip 

H13A26 Rubber Door Gasket 

H13A27 Gasket for Leg 

H13A29 Gasket for Unit Support 

H13A30 Gasket for Inner Liner 

H13A50 Top Gasket for Cover 

H13A51 Side Gasket for Cover 

H13X4 Spacer between Cover and Cabinet 

H14A4 Strike 

H15A5 Latch (Right) 

H15A6 Latch (Left) 

H16A6 Hinge (Right) 

H16A7 Hinge (Left) 

H17A1 Shelf Support (Straight) 

t Refer to Accessories Section for parts included. 


H17A3 Shelf Support (Headed) 

H17A4 Shelf (Top) 

H17A5 Shelf (Center and Lower) 

H17A71 Shelf (Center) (Used with CB-3D Unit) 
H17A75 Shelf (Top) (Used with CB-3D Unit) 
H18A2 Washer for Escutcheon Plate 
H18A3 Washer for H12A2 Screw 
H18A18 Washer for H20A15 Cap Screw 
H18A19 Washer for H12A12 Screw 
H18A48 Nut for 11X909 Screw 
H18A49 Washer for 11X909 Screw 
H18A59 Shim for Hinge 
H18A60 Shim for Latch 
H18A61 Support for Unit 
H18A62 Spring Clip for Cover 
H19X1 Escutcheon Plate (Non-Defrost-off position 
on right) 

H20A15 Cap Screw for Leg 

H22A17 Acoustic Insulation for Front of Unit Case 
H22A18 Acoustic Insulation for Side of Unit Case 
H22A19 Acoustic Insulation (Lower) for Vent. Duct 
H22A20 Acoustic Insulation (Upper) for Vent. Duct 
11X340 Screw for H18A62 Spring Clip 
11X509 Inner Door Panel 
11X909 Screw for Escutcheon Plate 
58X76 Hardware Screw 

C20A273 Sponge Gasket for Cabinet Cover (Used 
with CB-3D Unit) 

NP61219 Escutcheon Plate (Defrost) 

NP63468 Escutcheon Plate (Non-Defrost-off position 
on left) 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


F-7A—Cabinet Parts 


H3A34 

H9A10 


H17A27 

H23A26 

H14A13 

H17A28 

H15A26 
H 1 5A11 \ 
H15A27/ 
H 17A28 
H10A38 
H10A40 
H9A13 
H10A39 


H13A69 


H23A35 



H4A19 

NP59179B 


H6A22 

H7A27 


H15A10 

H15A9 
H16A1 1 
H16A12 


H7A29 


H28A5 


AlR29t 

C20A82 

C20A83 

C20A86 

C20A109 

H3A24 

HSA30 

H3A34 

H4A19 

H5A43 

H5A44 

H5A45 

H5A46 

H6A22 

H6A23 

H7A26 

H7A27 

H7A28 

H7A29 

H9A10 

H9A13 

H10A36 

H10A37 

H10A38 

H10A39 

H10A40 

H10A41 

H11A20 

H11A28 

H11A29 

H11A30 

H11A31 

H11A32 

H11A33 

H11A34 

H11A35 

H11A36 

H11A47 

H12A2 

H12A3 

H12A4 

H12A8 

H12A12 

H12X2 

H13A59 

H13A63 

H13A69 

H13A70 

H13A71 

H14A13 

H15A9 

H15A10 

H15A11 

H15A23 

H15A26 

H15A27 

H15A44 

HI6A11 

H16A12 

H17A1 


Accessories 

Rubber Gasket between Inner Liner Cover and Washer 
Washer for C20A109 Screw 

Spacer between Evaporator and Inner Liner Cover 
Screw Fastening Evaporator to Inner Liner Cover 
Inner Liner Cover 

Special liner Cover (CM-33 Unit Replacement) 

Inner Liner with Shelf Supports 
Cabinet Cover 
Cabinet Insulation (Set) 

Insulation for Inner Liner Cover 

Insulation for Refrigerating Machine Compartment Door 
Insulation for Refrigerating Machine Compartment 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Panel with Catches for Refr. Mach. Compartment 
Door Corner 
Door Jamb Corner 
Door Strip (Horizontal) 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side) 

Door Jamb Strip (Horizontal) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Vertical, Hinge Side) 

Hinge Tapping Strip for Outer Casing 
Tapping Strip (Vertical, for Outer Case) 

Tapping Strip (Horizontal, for Outer Case) 

Tapping Strip (Vertical, for Inner liner) 

Tapping Strip (Horizontal, for Inner Liner) 

Tapping Strip for Door (Outer, Latch Side) 

Tapping Strip for Door (Outer, Hinge Side) 

Tapping Strip for Door (Outer, Horizontal) 

Tapping Strip for Door (Inner, Vertical) 

Tapping Strip for Door (Inner, Horizontal) 

Hinge Tapping Strip for Door 
Screw for Shelf Support 
Screw for Hinge 

Screw for Sealing Cup and Gasket 
Screw for H20A21 Spring 
Screw for Clips or Tubing Channel 
Screw for Door Strip or Door Jamb Strip 
Gasket for Sealing Cup 

Gasket between H15A10 Plate and Outer Door Panel 

Rubber Gasket for Cabinet Door 

Rubber Gasket for Refr. Mach. Compartment Panel 

Soft Rubber Gasket for H4A19 Cover 

Strike 

Latch Handle 

Escutcheon Plate for Latch Handle 
Escutcheon Plate for Latch Bolt (Old Style) 

Thimble for Latch Handle Grip 

Latch Case with Bolt, Spring, Gasket and Nut 

Escutcheon Plate for Latch Bolt (New Style) 



Cover for Hinge 
Shelf Support 


H17A27 

H17A28 

H17A29 

H17A40 

H18A3 

H18A18 

H18A54 

H18A92 

H19A4 


H20A8 

H20A13 

H20A14 

H20A15 

H20A16 

H20A18 

H20A20 

H20A21 

H20A22 

H20A23 

H20A24 

H20A46 

H20A61 

H20A66 

H20A178* 

H23A24 

H23A26 

H23A27 

H23A33 

H23A34 

H23A35 

H23A36 

H23A37 

H23A39 

H23A45 

H23A46 

H23A47 

H27A3 

H28A5 

H29A2 

H29A4 

13919 

14239 

153179 

153998 

160936 

179789 

465012 

1480733 

1X452 

6X814 

11X339 

29X705 

49X789 

64X973 

64X974 

64X975 

NP59179B 


* Refer to Installation and Service Material Section of Catalog for items in this set of parts, 
t Refer to Accessories Section for parts included. 


Top Shelf 

Sliding Shelf 

Frame for Sliding Shelf 

Special Top Shelf (CF-2C Unit) 

Fiber Washer (^" O.D.) for H12A2 Screw 

Washer for H20A15 or H20A22 Cap Screw 

Momentary Contact Switch with Leads 

Rivet for Hinge Tapping Strip 

Lamp Guard 

Rivet for Tapping Strip 

Screw for Nameplate Clip 

Speed Nut for 49X563 Receptacle 

Clip for Skirt and Base 

Clip for Cover (Front) 

Cap Screw Fastening Refrigerating Machine Base to Cabinet Base 
Screw Fastening Inner Liner Cover to Inner Liner 
Clip for Cover (Back) 

Rubber Spacer for Channel 

Spring for Cabinet Door 

Cap Screw Fastening Cabinet to Base 

Shim for Base 

Shim Support 

Clamp for Tubing 

Spring Clip for Refr. Mach. Compartment Panel 

Screw for Latch Handle Thimble 

Set of Parts for Installing CF-2 Unit 

Sealing Cup with Connecting Rod 

Strike Case with Plunger (Right-Hand Cabinet) 

Strike Case with Plunger (Left-Hand Cabinet) 

Foot Pedal with Bracket and Hinge Pin (Right-Hand Cabinet) 

Foot Pedal with Bracket and Hinge Pin (Left-Hand Cabinet) 

Rubber Boot for Foot Pedal 

Connecting Rod for Foot Pedal and Turnbuckle 

Connecting Rod between Gland and Turnbuckle 

Turnbuckle for Connecting Rods 

Foot Pedal Door Opener (Right-Hand Cabinet) 

Foot Pedal Door Opener (Left-Hand Cabinet) 

Connecting Rod between Sealing Cup and Plunger 
Base for Cabinet and Refrigerating Machine 
Skirt few Base 

Channel few Tubing (Full Length) 

Channel for Tubing (Short) 

Nut for C20A109 Screw 
Cotter Pin for Foot Pedal and Rod 
Fiber Washer (%" O.D.) for H20A16 Screw 
Screw for Tube Seal 

Cap Screw Fastening Foot Pedal Bracket to Base 

Washer for H12A12 Screw 

Steel Washer for H20A16 Screw 

Nut for H20A22 Cap Screw 

Nut for H20A16 Screw 

Lockwasher for 13919 Nut 

Screw for H15All Escutcheon Plate, Strike or Clip for Skirt 

Nut for 153998 Screw 

Light Receptacle with Leads 

Check Nut for Turnbuckle (Left-Hand Thread) 

Check Nut for Turnbuckle (Right-Hand Thread) 

Screw for Spacer 
Clip for Nameplate 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


KF-7A—Cabinet Parts 


NP59179B 



H10A39 

H10A38 

H7A41 


H13A69 


H28A5 


AlR41t 

C20A81 

C20A82 

C20A83 

H3A30 

H3A34 

H4A19 

H5A61 

H5A62 

H5A63 


H6A22 

H6A23 

H7A26 

H7A27 

H7A28 

H7A41 

H9A10 

H9A13 

H10A36 

H10A37 

H10A38 

H10A39 

H10A4O 

H10A50 

H11A20 

H11A28 

H11A29 

H11A30 

H11A31 

H11A32 

H11A33 

HX1A34 

H11A35 

H11A36 

H11A47 

H12A2 

H12X2 

H13A59 

H13A63 

H13A69 

H13A71 

H14A13 

H15A9 

H15A10 

H15A11 

H15A20 

H15A24 

H15A26 

H15A27 

H15A44 

H16A15 

H16A16 

H17A1 

H17A29 

H17A40 

H17A41 


Accessories 

Screw Fastening Evaporator to Inner Liner Cover 

Rubber Washer between Inner Liner Cover and Washer 

Washer for C20A81 Screw 

Inner Liner Cover 

Inner Liner with Shelf Supports 

Cover for Cabinet ■ 

Cabinet Insulation (Set) 

Insulation for Unit Compartment Door 
Insulation for Refrigerating Machine Compartment 
Insulation ■ between Inner Liner Cover and Cabinet Cover 
Door Complete (Right Hand) 

Door Complete (Left Hand) 

Inner Cabinet Door Panel 

Outer Cabinet Door Panel (Right Hand) 

Outer Cabinet Door Panel (Left Hand) 

Door Panel with Catches for Refr, Mach. Compartment 
Door Corner 
Door Jamb Corner 
Door Strip (Horizontal) 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side) 

Door Jamb Strip (Horizontal) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Vertical, Hinge Side) 

Hinge Tapping Strip for Outer Case 
Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Outer Case (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Door (Outer, Latch Side) 

Tapping Strip for Door (Outer, Hinpe Side) 

Tapping Strip for Door (Outer, Horizontal) 

Tapping Strip for Door (Inner, Vertical) 

Tapping Strip for Door (Inner, Horizontal) 

Hinge Tapping Strip for Door 

Screw for Shelf Support 

Screw for Door Strip or Door Jamb Strip 

Gasket for Sealing Cup 

Gasket between H15A10 Plate and Outer Door Panel 
Rubbe Gasket for Cabinet Door 
Soft Rrubber Gasket for H4A19 Cover 
Strike 

Latch Handle 

Escutcheon Plate for Latch Handle 
Escutcheon Plate for Latch Bolt (Old Style) 

Thimble for Latch Handle Grip 
Latch Handle Grip 

Latch Case with Bolt, Spring, Gasket and Nut 
Escutcheon Plate for Latch Bolt (New Style) 

Spring for Latch Case 
Hinge 

Cover for Hinge 
Shelf Support 
Frame for Sliding Shelf 
Shelf (Top) 

Sliding Shelf 


H17A69 Straight Shelf (to replace Sliding) 

H18A3 Fiber Washer (H" O.D.) for H12A2 or H20A16 Screws 

H18A18 Washer for H20A15 or 106775 Screws 

H18A54 Momentary Contact Switch with Leads 

H18A92 Rivet for Hinge Tapping Strip 

H19A4 Lamp Guard 

H20A4 Rivet for Tapping Strip 

H20A6 Screw for Nameplate Clip 

H20A8 Speed Nut for 49X563 Receptacle 

H20A13 Clip for Skirt 

H20A14 Clip for Cover (Front) 

H20A15 Cap Screw Fastening Cabinet to Base 

H20A16 Screw Fastening Inner Liner Cover to Inner Liner 

H20A18 Clip for Cover (Back) 

H20A20 Rubber Spacer for Channel 

H20A46 Clamp for Tubing 

H20A47 Screw for Hinge 

H20A57 Spring for Cabinet Door 

H20A59 Spacer between Evaporator and Inner Liner Cover 
H20A60 Screw for Clip 

H20A61 Spring-Clip for Refr. Mach. Compartment Panel 

H20A62 Screw Fastening Ruhber Spacer to Channel 
H20A64 Screw for Latch Handle Thimble 
H23A24 Sealing Cup with Connecting Rod 
H23A26 Strike Case with Plunger (Right-Hand Cabinet) 

H23A27 Strike Case with Plunger (Left-Hand Cabinet) 

H23A33 Foot Pedal with Bracket and Hinge Pin (Right-Hand Cabinet) 

H23A34 Foot Pedal with Bracket and Hinge Pin (Left-Hand Cabinet) 

H23A35 Rubber Boot for Foot Pedal 

H23A36 Connecting Rod between Foot Pedal and Turnbuckle 
H23A37 Connecting Rod between Gland and Turnbuckle 
H23A39 Turnbuckle for Connecting Rod 
H23A45 Foot Pedal Door Opener (Bight-Hand Cabinet) 

H23A46 Foot Pedal Door Opener (Left-Hand Cabinet) 

H23A47 Connecting Rod between Sealing Cup and Plunger Rod 

H27A7 Base for Cabinet and Refrigerating Machine (Right-Hand Cabinet) 

H27A8 Base for Cabinet and Refrigerating Machine (Left-Hand Cabinet) 

H28A5 Skirt for Base 

H29A4 Channel for Tubing 

13919 Nut for C20A81 Screw 

14239 Cotter Pin for Foot Pedal and Rod 

106775 Cap Screw Fastening Refrigerating Machine Base to Cabinet Base 
153179 Fiber Washer (%" O.D.) for H20A16 Screw 

153998 Screw for Tube Seal 

160936 Cap Screw Fastening Foot Pedal Bracket to Base 
179789 Washer for H20A60 Screw 

465012 Steel Washer for H20A16 Screw 

1X452 Nut for H20A16 Screw 

6X737 Cap Screw Fastening Base Back Plate to Base and for H20A13 Clip 
6X814 Lockwasher for 13919 Nut 

11X339 Screw for Latch Bolt Escutcheon Plate or Strike 
29X705 Nut for 153998 Screw 

49X789 Light Receptacle with Leads 

64X973 Check Nut for Turnbuckle (Left-Hand Thread) 

64X974 Check Nut for Turnbuckle (Right-Hand Thread) 

NP59179B Clip for Nameplate 


t Refer to Accessories Section for parts included. 

* Use Kimsul. Cat. H5X20 covers 18' roll. 

Always Give Catalog Number 


Household Cabinet Parts—Page 60 


Revised Mar. 1937 








GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 

K-7A, K-7B, KT-7A and KT-7B—Cabinet Parts 

H4A191 
H4A24^ 



H7A41 

H7A5J 


H13A69 


H28A5 



| Cat. No. 

Name of Part 

K-7A 

K-7B 

KT-7A 

KT-7B 


A1R41 

A1R41 


A1R51 

A1R51 


H3A34 

H3A34 


H4A19 

H4A24 


H5A62 

H5A62 


H5A65 

H5A65 

Insulation between Inner Tiner Coyer and Cabinet 

H5A66 

H5A66 


H6A22 

H6A55 


H6A23 

H6A56 


H7A26 

H7A26 


H7A27 

H7A69 


H7A28 

H7A70 

Door Panel with Catches for Unit Compartment Door 

H7A41 

H9A10 

H7A51 

H9A10 


H9A13 

H9A13 


H10A36 

H10A36 


H10A37 

H10A37 


H10A38 

H10A38 


H10A39 

H10A39 


H10A40 

H10A40 


H10A50 

H10A50 


H11A20 

H11A20 


H11A28 

H11A28 


H11A29 

H11A29 


H11A30 

H11A30 


H11A31 

H11A31 


H11A32 

H11A32 


H11A33 

H11A33 


H11A34 

H11A34 


H11A35 

H11A35 


H11A36 

H11A36 


H11A47 

H11A47 


H11A49 

H11A49 


H12A2 

H12A2 

Screw for Door Strip, Door Jamb Strip or Inner Liner 

H12X2 

H12X2 


H13A59 

H13A59 

Gasket between fll5A10 Plate and Outer Door Panel 

H13A63 

H13A69 

H13A63 

H13A69 


H13A71 

H13A71 

Gasket between Hinge Tapping Strip and Door. 

H14A13 

H13A83 

H14A13 


H15A9 

H15A9 


H15A10 

H15A10 


H15A11 

H15A11 


H15A20 

H15A20 


H15A24 

H15A24 

Latch Case with Bolt, Spring, Gasket and Nut. 

H15A26 

H15A27 

H15A26 

H15A27 


H15A44 

H15A44 


H16A15 

H16A15 


H16A16 

H16A16 


H17A1 

H17A1 


H17A29 

H17A29 

Shelf (Top)_7. 

H17A40 

H17A40 


H17A41 

H17A41 


H17A69 

H17A69 

Fiber Washer (^" O.D.) for H12A2 Screw. 

H18A3 

H18A3 

Washer for H20A15 Screw... 

H18A18 

H18A18 


t Refer to Accessories Section for parts included. 



Cat 

No. 

Name of Part 

K-7A 

K-7B 

KT-7A 

KT-7B 


H18A22 

H18A22 


H18A54 

H18A54 


H18A92 



H19A4 



H20A4 



H20A6 



H20A8 

H20A8 


H20A13 

H20A13 


H20A14 

H20A14 


H20A15 

H20A15 


H20A18 

H20A18 


H20A47 

H20A47 



H20A56 


H20A57 

H20A57 

Space7 between Evaporator and Inner Liner Cover. . 

H20A59 

H20A60 

H20A59 

H20A60 


H20A61 

H20A61 


H20A62 

H20A62 


H20A63 

H20A63 


H20A64 

H20A64 


H20A74 

H20A74 


H20A75 

H20A75 


H20A98 

H20A98 


H20A110 



H23A24 

H23A24 

Strike Case with Plunger (Right-Hand Cabinet).... 

Strike Case with Plunger (Left-Hand Cabinet)--- 

Foot Pedal with Bracket and Hinge Pin (Right-Hand 

H23A26 

H23A27 

H23A33 

H23A26 

H23A27 

H23A33 

Foot Pedal with Bracket and Hinge Pin (Left-Hand 

H23A34 

H23A34 


H23A35 

H23A35 

Connecting Rod between Foot Pedal and Turnbuckle 
Connecting Rod between Gland and Turnbuckle... . 

H23A36 

H23A37 

H23A39 

H23A36 

H23A37 

H23A39 

Foot Pedal Door Opener (hight-Hand Cabinet)- 

H23A45 

H23A46 

H23A45 

H23A46 

Connecting Rod between Sealing Cup and Plunger 
Rod. 

H23A47 

H23A47 

Base for Cabinet and Refrigerating Machine (Right- 

H27A7 

H27A7 

Base for Cabinet and Refrigerating Machine (Left- 

H27A8 

H27A8 


H28AS 

H28A5 


14239 

14239 

Cap Screw Fastening Refrigerating Machine Base to 

106775 

106775 


153998 

153998 

Cap Screw Fastening Foot Pedal Bracket to Base.. . 

160936 

179789 

160936 

179789 


271318 

271318 

Cap Screw Fastening Base Back Plate to Base or for 
H20A13 Clip. 

6X737 

6X737 

Screw for Latch Bolt Escutcheon Plate or Strike.. . . 

11X339 

29X705 

11X339 

29X705 


49X789 

49X789 

Check Nut for Turnbuckle (Left-Hand Thread). 

Check Nut for Turnbuckle (Right-Hand Thread). . . 
Clip for Nameplate. 

64X973 

64X974 

NP59179B 

64X973 

64X974 

NP59179B 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


V-7A, V-7C—Cabinet Parts 


H4A19 
H9A13 - 


H10A39- 

H10A38- 

H9A10- 

H13A69- 



• H7A75 


■ H28A11 


Name of Part 

Cat. No. 

V-7A 

V-7C 


A1R53 

A1R53 


H3A34 

H3A51 


H4A19 

H4A19 


H5A92 

H5A92 

Insulation between Inner Liner Coyer and Cabinet 

H5A142 

H5A142 

Insulation for Refrigerating Machine Compartment 

H5A94 

H5A94 

Insulation for Refrigerating Machine Compartment 

H5A95 

H5A95 


H6A59 

H6A59 


H6A61 

H6A61 


H7A26 

H7A26 


H7A74 

H7A74 

Door Panel with Catches for Refr. Mach. Compartment 

H7A75 

H7A76 

H7A75 

H7A76 


H9A10 

H9A10 


H9A13 

H9A13 


H10A36 

H10A36 


H10A37 

H10A37 


H10A38 

H10A38 


H10A39 

H10A39 

Door Jamb Strip (Vertical, Latch Side). 

H10A40 

H10A40 

Door Jamb Stnp (Vertical. Hinge Side for use with 

H10A50 

Door Jamb"Strip (Vertical, Hinge Side, Right-Hand 

H10A82 

H10A82 

Door Jamb Strip (Vertical, Hinge Side. Left-Hand 

H10A83 

H10A83 


H11A20 

H11A20 


H11A28 

H11A28 


H11A29 

H11A29 


H11A30 

H11A30 


H11A31 

H11A31 

Tapping Strip for Door (Outer Vertical, Latch Side) 
Tapping Strip for Door (.Outer Vertical, Hinge Side) 

H11A32 

H11A33 

H11A34 

H11A32 

H11A33 

H11A34 


H11A35 

H11A35 


H11A36 

H11A36 


H11A47 

H11A47 


H11A49 

H11A49 

Tapping Strip for Outer Caae and Condenser Screw. 

H11A59 

H12A2 

H11A59 

H12A2 

Screw for Door Strip, Door Jamb Strip or Inner 

112X2 

H12X2 


H13A59 

H13A59 


H13A69 

H13A69 


H13A71 

H13A71 

Gasket between Latch Handle Escutcheon Plate and 

H13A104 

H13A104 


H13A142 

Gasket for H20A137 Catch_7. 

H13A146 

H13A146 

Rubber Button for Vegetable Drawer Cover Clip. . . 

H13X4 

H13X4 


Name of Part 

Cat. No. 

V-7A 

V-7C 


H14A13 

H14A13 

Latch Case with Bolt, Spring, Gasket and Nut. 

H15A26 

H15A27 

H15A26 

H15A27 


H15A29 

H1SA29 


H15A30 

H15A30 


H15A31 

H15A31 


H15A32 

H15A32 


H15A44 

H15A44 


H16A15 


H16A16 



H16A26 

H16A26 


H16A27 

H16A27 


H16A28 

H16A28 


H16A29 

H16A29 


H17A1 

H17A1 

Sliding Shelf. 

H17A2S 

H17A28 


H17A29 

H17A29 

Shelf (Top). 

H17A40 

H17A40 


H18A3 

H18A3 


H18A22 

H18A22 


H18A54 

H18A54 


H18A92 

H18A92 


H19A4 

H19A5 


H19A6 

light' Receptacle with Retaining Ring and Short 


H19A15 

Rivet for H11A28, H11A29, H11A30, HUA31, or 

H20A4 

H20A4 



H20A6 

Speed Nut for 49X789 light Receptacle. 



H20A13 

H20A13 


H20A14 

H20A14 

Cap Screw for fastening Cabinet to Base or Foot Pedal 

H20A15 

H20A1S 


H20A18 

H20A18 


H20A47 

H20A47 

Screw for H13A59 Gasket. 

H20A48 

H20A48 


H20A57 

Screw for H20A61, H20A14 or H20A18 Clips. 

H20A60 

H20A60 

Spring Clip for Refr. Mach. Compartment Panel.... 

H20A61 

H20A74 

H20A61 

H20A74 


H20A75 

H20A75 


H20A98 

H20A98 


H20A110 

H20A110 


H20A116 


H20A117 

H20AU7 


118 

H20A118 


•H20A137 

H20A137 


+H20A138 

H20A138 


H23A24 

H23A24 


H23A26 

H23A27 

H23A33 

H23A26 

H23A27 

H23A33 



H23A34 



H23A35 


p§| 

H23A36 

H23A37 

H23A39 

Foot Pedal Door Opener (Right-Hand Cabinet). 


H23A4S 

H23A46 


H23A47 

H23A47 



H27A13 

ft 1 4 tiff n 8 Tflffj gsH { 


H2SA11 


H28A16 

H2SA16 


H30A23 

H30A23 


H30A25 

H30A25 


H30A26 

H30A26 


H30A27 

H30A27 


H30A28 

H30A28 


H30A30 



H30A31 

H30A31 


12 

H30A32 

Nut for 153998 Screw. 

■‘pqy3Hg|!§ 

1507 

Cotter Pin for Foot Pedal and Rod. 

14239 

14239 

Cap Screw fastening Refrigerating Machine to Base. 

106775 

153609 

106775 


153998 

153998 


165736 

165736 

ITmaTri it 

177811 

177811 

Washer for 153998 or 66X744 Screws. 

179789 

179789 


6X814 

6X814 

Screw for H14A13 Strike, H15A27 Plate or H20A137 


11X339 


49X789 



49X972 


+58X310 

58X310 

Check Nat for Turn buckle (Left-Hand Thread). 

Check Nut for Turabuckle (Right-Hand Thread) . .. 

64X973 

64X974 

66X743 

64X973 

64X974 


66X744 

66X744 


69X893 

69X893 


GE3014 

GE3014 

Clip for Nameplate. 

NP62762B 

NP62762B 


* On first production the Catch for Refrigerating Machine Compartment Door was welded in position but later fastened to the door with screws, 
t Refer to Accessories Section for parts included. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


B-7-3 7A—Cabinet Parts 


H4A34 


H13A154 


NP66086B 



H10A101 
H9A26 
H10A95 
HI 2X2 
H10A97 
H9A25 
H13A153 


AlH77t 

H3A80 

H4A34 

H5A147 

H5A148 

H6A95 

H6A96 

H6A97 

H7A114 

H7A115 

H7A116 

H9A25 

H9A26 

H10A91 

H10A95 

H10A96 

H10A97 

H10A99 

H10A100 

HlOAlOl 

H11A20 

H11A47 

H11A49 

H11A59 

H11A78 

H11A83 

H11A86 

H11A87 

H11A91 

H11A93 

H11A94 

H11A95 

H11A96 

H11A98 

H11A99 

H11A105 

H12A2 

H12X2 

H13A142 

H13A148 

H13A149 

H13A152 

H13A153 


H28A22 


Inner Liner with Shelf Supports 
Cabinet Cover 

Insolation between Inner Liner Cover and Top Cover 
Cabinet Insulation (Set) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 
Door Jamb Corner 
Door Strip (Horizontal) 

Door Jamb Strip (Horizontal) 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

Door J amb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

Door Jamb Strip (Vertical, Latch Side) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Door and Hinge 

Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
Tapping Strip for Outer Case and Condenser or for Back Clip for 
Top Cover 

Tapping Strip for Inner ] 

Tapping Strip for Outer ] 

Tapping Strip for Inner 1_ 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Shelf Supports, without Screw 
Tapping Strip for Shelf Supports, with Screw for H17A90 Shelf 
Support 

Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Case (Top) 

Screw Fastening Straight or Headed Shelf Support to Inner Liner 

Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

Rubber Bushing for light Receptacle 

Gasket between Latch Case and Outer Door Panel 

Seal for Latch Handle 

Gasket for H20A161 Clip 

Rubber Door Gasket 


H13A154 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A91 . 

H17A92 

H17A93 

H17A94 

H17A95 

H17A96 

H17A97 

H17A98 

H17A105 

H17A107 

H17A108 

H17A109 

H17A110 

H17A111 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A5 

H19A6 

H19A15 

H19A18 

H19A21 

H20A4 

H20A6 

H20A22 

H20A47 

H20A60 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A118 

H20A155 

H20A159 

H20A161 

H20A165 

H20A166 

H20A170 

H20A181 

H20A182 

H20A230 

H22A24 

H22A25 

H27A25 

H28A22 

11X339 

12X732 

30X562 

46X784 

49X972 

58X310 

58X324 

58X325 

58X326 

58X337 

69X893 

80X178 

150279 

165736 

177811 

261646 

279364 

GE3014 

NP66086B 


Gasket for Cabinet Cover 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate for Latch Handle 
Latch Cake with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon Hate 

Escutcheon Plate for Latch Handle 

Hinge with End Coven 

Cover for Hinge 

Shelf Support (Straight), or Nut for 46X784 Screw 
Shelf Support (Headed) 

- - - “ ’V'thick) 

l" thick) 

[" thick) 

[" thick) 
tt" thick) 
thick) 
f" thick) 
thick) 


Shelf Support (Single Slot, R 
Shelf Support (Single Slot, yi 
Shelf Support (Single Slot, 

Shelf Support (Single Slot, Ji 
Shelf Support (Double Slot, 

Shelf Support (Double Slot, 

Shelf Support (Double Slot, < . 

Shelf Support (Double Slot, 

Stop for Shelf 
Shelf (Top, large) 

Shelf (First, Second or Third from Bottom) 

Shelf (Top, small) 

Fiber Washer for Single Slot Shelf Support 
Fiber Washer for Double Slot Shelf Support 
Washer for H12A2 Screw 

Washer for H20A22, 80X178 or 279364 Screws (**" O.D.) 
Washer for 106775 or 261646 Screws CH" O.D.) 

Momentary Contact Switch (Short Leads) 

Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 
Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 
Lockwasher for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Case, Outer Door Panel 
or Inner Liner 
Screw for Nameplate Clip 

Cap Screw Fastening Condenser and Back Cross Piece to Side 
of Base 

Screw for Hinge 
Screw for H20A170 Clip 

Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner liner Cove 

Lockwasher fen* Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Ice Tray Lifter Hook 

Screw Fastening Slotted Shelf Support to Tapping Strip 
Clip for Cabinet Cover (Front) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(night-Hand Side) 

Clip for Cabinet Cover (Back) 

Catch for Refrigerating Machine Compartment Door 

Rubber Spacer for Refrigerating Machine Compartment Door 

Washer under Scuff Plate or Nameplate 

Insulation for Refrigerating Machine Compartment Side 

Insulation for Refrigerating Machine Compartment Door 

Base 

Skirt for Base 

Screw Fastening Latch Case to Door Strip or Screw for Strike 

Lockwasher for 177811 Nut 

Lockwasher for 46X784 Screw 

Screw Fastening Skirt to Base 

Porcelain Buahmg for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Lockwasher for H20A159 Screw 

Lockwasher for 58X326 Nut 

Nut Fastening Scuff Plate to Outer Door Panel 

Screw for H20A181 Catch 

Screw Fastening Unit Condenser or Back Clip for Top Cover to 
Back of Outer Case 

Cap Screw Fastening Front Cross Piece to Side of Base 
Washer for 69X893 Sarew ( H" O.D.) 

Washer for 69X893 Screw or Steel Washer under Scuff Plata 

(H" O.D.) 

Nut for H20A22, 106775, 261646 or 279364 Screws 
Cap Screw Fastening Base to Outer Case or Unit to Base 
Cap Screw Fastening Back Cross Piece to Side of Base 
Connector for Leads 
Nameplate Clip 


f Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Revised Jan. 1938 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


JB-7-37A—Cabinet Parts 



H13A154 


-NP67860B 


JH6A123 

\H7A135 


-H15A43 

-H15A31 

-H15A50 

-H15A41 

.11X339 


► H6A120 


• H27A31 


AlR83t 

H3A83 

H4A34 

H5A147 

H5A160 

H6A120 

H6A123 

H6A124 

H7A114 

H7A135 

H7A136 

H9A25 

H9A26 

H10A91 

H10A95 

H10A96 

H10A97 

H10A99 

H10A100 

H10A101 

H11A20 

H11A47 

H11A49 

H11A59 

H11A78 

H11A83 

H11A86 

H11A87 

H11A91 

H11A93 

H11A96 

H11A98 

H11A99 

H11A105 

H12A2 

H12X2 

H13A104 

H13A142 

H13A148 

H13A152 

H13A153 

H13A154 

H14A19 

H14A20 

H15A31 

H15A41 

H15A43 

H15A44 

H15A45 

H15A50 

H16A37 

H16A38 

H17A89 


Accessories 

Inner Liner with Shelf Supports 
Cabinet Cover 

Insulation between Inner Liner Cover and Top Cover 
Cabinet Insulation (Set) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Comer 
Door Jamb Comer 
Door Strip (Horizontal) 

Door Jamb Strip (Horizontal) 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 
Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

Door Jamb Strip (Vertical, Latch Side) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Door and Hinge 

Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
Tapping Strip for Outer Case and Condenser or for Back Clip 
for Top Cover 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Case (Top) 

Screw Fastening Straight or Headed Shelf Support to Inner Liner 

Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

Seal for Latch Handle 

Rubber Bushing for Light Receptacle 

Gasket between Latch Case ana Outer Door Panel 

Gasket for H20A161 Clip 

Rubber Door Gasket 

Gasket for Cabinet Cover 

Strike 

Strike Case 

Escutcheon Plate for Latch Handle 
Escutcheon for Door Strip and Latch Bolt 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon Plate 

Hinge with End Covers 

Cover for Hinge 

Shelf Support (Straight) 


t Refer to Accessories Section for parts included. 


H17A90 

H17A109 

H17A116 

H17A117 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A5 

H19A6 

H19A15 

H19A18 

H19A21 

H20A4 

H20A6 

H20A22 

H20A47 

H20A60 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A118 

H20A155 

H20A161 

H20A165 

H20A166 

H20A170 

H20A181 

H20A182 

H22A25 

H27A3I 

165736 

177811 

261646 

279364 

11X339 

12X732 

49X972 

58X310 

58X337 

69X893 

80X178 

GE3014 

NP67860B 


Shelf Support (Headed) 

Shelf (Top, small) 

Shelf (First, Second or Third from Bottom) 

Shelf (Top, large) 

Washer for H12A2 Screw 

Washer for H20A22, 80X178 or 279364 Screws (H" O.D.) 

Washer for 106775 or 261646 Screws (%" O.D.) 

Momentary Contact Switch (Short Leads) 

Rivet Fastening H11A47 to Outer Door Panel, or Fastening 
H11A20 to Outer Case 
Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 

Lock was her for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamh Strip 
Rivet Fastening Tapping Strip to Inner Liner, to Outer Door 
Panel and to Outer Case 
Screw for Nameplate Clip 

Cap Screw Fastening Condenser and Back Cross Piece to Side 
oi Base 

Screw for Hinge 
Screw for H20A170 Clip 

Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner Liner Cover 

Lock washer for Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Ice Tray Lifter Hook 

Clip for Cabinet Cover (Front) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Clip for Cabinet Coyer (Back) 

Catch for Refrigerating Machine Compartment Door 
Rubber Spacer for Refrigerating Machine Compartment. Door 
Insulation for Refrigerating Machine Compartment Door 

Washer for 69X893 Screw 

Nut for H20A22, 106775, 261646 or 279364 Screws 

Cap Screw Fastening Base to Outer Case or Unit to Base 

Cap Screw Fastening Back Cross Piece to Side of Base 

Screw Fastening Latch Case to Door Strip, or Screw for Strike 

Lockwasher for 177811 Nut 

Porcelain Bushing for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Screw for H20A181 Catch 

Screw Fastening Unit Condenser or Back Clip for Top Cover to 
Back of Outer Case 

Cap Screw Fastening Front Cross Piece to Side of Base 
Connector for Leads 
Nameplate Clip 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


B-7-38A, B-7-38B—Cabinet Parts 


H4A34 


H13A154 



H30A38 
HI 2X2 
H9A26 
H10A95 
H30A34 
H10A97 
H9A25 
H6A95 


H13A153 


H15A47 

H13A149 

H15A41 

11X339 

H30A43 
HI 2X2 


H27A52 

H27A53 


H28A29 


AlRllOt 

A21R53 

A21R54 

A21R55 

A21R56 

H3A99 


H5A188 

H6A95 

H6A96 

H6A97 

H7A114 

H7A115 

H7A116 

H9A25 

H9A26 

H10A91 

H10A95 

H10A96 

H10A97 

H10A101 

H10A115 

H10A124 

H11A20 

H11A47 

H11A49 

H11A59 

H11A78 

H11A83 

H11A86 

H11A87 

H11A91 

H11A93 

H11A96 

H11A98 

H11A99 

H11A105 

H11A135 

H12A2 

HI 2X2 

H13A148 

H13A149 

H13A153 

H13A154 

H13A181 

H14A19 

H14A20 

H15A41 


Accessories 

Utility Basket 

Partition for Utility Basket 

Front Panel for Utility Basket 

Wire Basket Less Front Panel and Handle 

Inner Liner with Shelf Supports 

Cabinet Coyer 

Cabinet Insulation (Kimeul, 18' roll) 

Insulation between Inner Liner Cover and Cabinet Cover 
Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 
Door Jamb Corner 
Door Strip (Horizontal) 

Door Jamb Strip (Bottom) 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door J amb Strip (Vertical, Latch Side) 

Door Jamb Strip (Top) 

Door Jamb Strip (Vertical, Hinge Side) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Outer Door Panel and Hinge 
Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner, or Spring to Refrigerating Machine Compartment Door 
Tapping Strip for Outer Case and Condenser or for Back Clip for 
Cabinet Cover 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Case (Top) 

Tapping Strip for Inner Liner and Slotted Shelf Support 
Screw Fastening H17A89 or H17A90 Shelf Supports to Inner Liner 
Screw for Door Strip, Door Jamb Strip, Light Switch or Inner 
Liner Cover 

Gasket between Latch Case and Outer Door Panel 

Seal for Latch Handle 

Rubber Door Gasket 

Rubber Gasket for Cabinet Cover 

Fiber Gasket between Light Switch and Door Jamb Strip 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 


H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

HI7A90 

H17A95 

H17A96 

H17A97 

H17A98 

H17A105 

H17A108 

H17A111 

H17A138 

H17A139 

H17A140 

H18A3 

H18A18 

H18A22 

H18A92 

H19A26 

H19A27 

H20A4 

H20A6 

H20A47 

H20A49 

H20A60 

H20A62 

H20A74 

H20A86 

H20A110 

H20A117 

H20A118 

H20A159 

H20A161 

H20A170 

H20A174 

H20A181 

H20A239 

H20A240 

H20A241 

H20A242 

H20A243 

H20A248 

H20A249 

H20A250 

H20A251 

H20A252J 

H20A253 

H20A257 

H20A282J 

H22A25 

H22A33 

H27A52 

H27A53 

H28A29 

H30A34 

H30A35 

H30A37 

H30A38 

H30A43 

106775 

160980 

165736 

177811 

179789 

261646 


11X339 

20X536 

46X784 

58X310 

58X324 

58X325 

58X326 

58X350 

69X893 

78X81 

80X132 

GE3014 

1GA21H3 

NP66086B 


Scuff Plate and Clip for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon 

Escutcheon for Latch Handle 

Hinge with End Covers 

Center Cover for Hinge 

Shelf Support (Straight), or Nut for 46X784 Skirt Screw (%" long) 
Shelf Support (Headed) 

Shelf Support (Double Slot, H /r thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, ft" thick) 

Shelf Support (Double Slot, thick) 

Stop for shelf 

Shelf with Stop (First or Second from Bottom) 

Fiber Washer for Double Slot Shelf Support 
Shelf with Stop (Upper) 

Shelf (Top, Small) 

Removable Shelf 

Washer for H17A90 Shelf Support (J^" O.D.) 

Washer for 106775 Screw (£f> O.D.) 

Washer for 106775 or 261646 Screws (%" O.D.) 

Rivet for H11A20 or H11A47 Tapping Strips 
Lamp Guard 

Bushing for Light Receptacle 

Rivet for H11A78, H11A83, H11A87, H11A91, H11A93, H11A98, 
H11A99 or HI 1A105 Tapping Strips 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A181 

Screw for H20A170 Clip, Tube Seal, H20A239 Catch or H20A282 
Bracket 

Screw Fastening H20A243 Spacer to Bottom of Condenser 
Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner (%" O.D.) 

Screw for H20A161 Clip 
Rubber Plug for Inner Liner Cover 
Lock was her for Latch Handle Nut 
Rivet for H11A59 Tapping Strip 

Screw Fastening H17A95, H17A96, H17A97, or H17A98 Tapping 
Strips to Inner Liner 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

Catch for Refrigerating Machine Compartment Door 
Catch for Refrigerating Machine Compartment Door Spring 
Washer for H20A181 Catch (%” O.D.) 

Spring for Refrigerating Machine Compartment Door 
Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

Rubber Spacer for Bottom of Condenser 

Rubber Bumper for Shelf 

Rubber Button for H20A257 Support 

Washer between Front Panel and Pan for Vegetable Drawer 
(1" O.D.) 

Rubber Washer between Scuff Plate Clip and Door (f^" O.D) 
Bracket for Separator Release (Early production Cabinets) 

Rubber Spacer for Shelf Support 
Support for Shelf and Drawer 

Bracket for Separator Release (Late production Cabinets) 
Insulation for Refrigerating Machine Compartment Door 
Insulation for Refrigerating Machine Compartment Side 
Base (B-7-38B Cabinet) 

Base (B-7-38A Cabinet) 

Skirt for Base 

Handle for Utility Basket and Vegetable Drawer 

Vegetable Drawer 

Pan for Vegetable Drawer 

Front Panel for Vegetable Drawer 

Cover for Vegetable Drawer 

Screw Fastening Condenser to Base (B-7-38A Cabinet) 

Washer for 20X536 Screw (%" O.D.) 

Washer for 69X893, H20A174 or 58X350 Screws 
Nut for 106775 or 261646 Screws 

Fiber Washer for 58X350 or H12X2 Screws ( W' O.D.) 

Screw Fastening Unit to Base for B-7-38A or B Cabinet, Back 
Angle Bracket to Side of Base, or Condenser to Base for 
B-7-38B Cabinet 

Screw for H14A19 Strike, H14A20 Strike Case, H15A43 Latch 
Case or Fastening Front Panel to Utility Basket 
Screw Fastening Cabinet to Base 
Screw Fastening Skirt to Base 
Lock washer for 11X339 Strike Screw 
Lockwasher for H20A159 Screw 
Lockwasher for 58X326 Scuff Plate Nut 
Nut Fastening Scuff Plate to Outer Door Panel 

Screw Fastening Front Panel of Vegetable Drawer or Handle of 
Utility Basket 

Screw Fastening Unit Condenser to Back of Outer Case or H20A170 
Clip to Cabinet 
Light Receptacle 

Washer for H20A62 Screw (j^" O.D.) 

Connector for Leads 

Momentary Contact Switch with 8" Leads 
Nameplate Clip 


f Refer to Accessories Section for parts included. 

X H20A282 is fastened to liner with a screw while H20A252 is clamped between liner and liner cover. These parts are not interchangeable. 


Always Give Catalog Number 


Issued Jan. 1938 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


JB-7-38A, JB-7-38B—Cabinet Parts 


H4A34 
H9A26 
H3A100 
H17A1 17 
H14A20 
H14A19 
H17A89 
H17A1 16 
H10A101 
H9A26 
H10A95 
H12X2 
H10A97 
H9A25 
H13A153 



H13A154 

NP67860B 

/H6A123 

\H7A135 


H15A41 

H15A31 

H15A50 

H15A43 

11X339 


H6A120 

/H27A54 

\H27A57 


AlRlllf Accessories 

H3A100 Inner Liner with Shelf Supports 

H4A34 Cabinet Cover 

H5A188 Insulation between Inner Liner Cover and Cabinet Cover 

H5A189 Cabinet Insulation (Set) 

H6A120 Refrigerating Machine Compartment Door 
H6A123 Door Complete (Right-Hand Cabinet) 

H6A124 Door Complete (Left-Hand Cabinet) 

H7A114 Inner Door Panel 

H7A135 Outer Door Panel (Right-Hand Cabinet) 

H7A136 Outer Door Panel (Left-Hand Cabinet) 

H9A25 Door Corner 

H9A26 Door Jamb Corner 

H10A91 Door Strip (Horizontal) 

H10A95 Door Jamb Strip (Bottom) 

H10A96 Door Strip (Vertical, Hinge Side) 

H10A97 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 

H10A101 Door Jamb Strip (Vertical, Latch Side) 

H10A115 Door Jamb Strip (Top) 

H10A124 Door Jamb Strip (Vertical, Hinge Side) 

H11A20 Tapping Strip for Outer Case and Hinge 

H11A47 Tapping Strip for Outer Door Panel and Hinge 

H11A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner, or Spring to Refrigerating Machine Compartment Door 
H11A59 Tapping Strip for Outer Case and Condenser or Back Clip for 
Cabinet Cover 

H11A78 Tapping Strip for Inner Liner (Horizontal) 

H11A83 Tapping Strip for Outer Door Panel (Horizontal) 

H11A86 Tapping Strip for Inner Door Panel (Horizontal) 

H11A87 Tapping Strip for Outer Case (Bottom) 

H11A91 Tapping Strip for Outer Case (Vertical) 

H11A93 Tapping Strip for Inner Liner (Vertical) 

H11A96 Tapping Strip for Inner Door Panel (Vertical) 

H11A98 Tapping Strip for Outer Door Panel.(Vertical, Latch Side) 

H11A99 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

HUA105 Tapping Strip for Outer Case (Top) 

H12A2 Screw Fastening H17A89 or H17A90 Shelf Supports to Inner Liner 

H12X2 Screw for Door Strip, Door Jamb Strip, Light Switch or Inner 

Liner Cover 

H13A104 Seal for Latch Handle 

H13A148 Gasket between Latch Case and Outer Door Panel 
H13A153 Rubber Door Gasket 
H13A154 Rubber Gasket for Cabinet Cover 

H13A181 Fiber Gasket between Light Switch and Door Jamb Strip 

H14A19 Strike 

H14A20 Strike Case 

H15A31 Escutcheon for Latch Handle 

H15A41 Escutcheon for Door Strip and Latch Bolt 

H15A43 Latch Case with Bolt, Spring, Gasket and Nut 

H15A44 Spring for Latch Case and Bolt 

H15A45 Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

H15A50 Latch Handle without Escutcheon 

H16A37 Hinge with End Covers 

H16A38 Center Cover for Hinge 

H17A89 Shelf Support (Straight) 

H17A90 Shelf Support (Headed) 

H17A116 Shelf (First, Second or Third from Bottom) 


H17A117 

H17A122 

H17A139 

H18A3 

H18A18 

H18A22 

H18A92 

H19A26 

H19A27 

H20A4 

H20A6 

H20A47 

H20A49 

H20A60 

H20A62 

H20A74 

H20A86 

H20A110 

H20A117 

H20A118 

H20A161 

H20A170 

H20A174 

H20A181 

H20A239 

H20A240 

H20A241 

H20A242 

H20A243 

H20A252J 

H20A282J 

H22A25 

H27A54 

H27A57 

106775 

160980 

165736 

177811 

261646 


11X339 

20X536 

58X310 

69X893 

78X81 

80X132 

GE3014 

1GA21H3 

NP67860B 


Shelf (Top, Large) 

Shelf Support for JB-7-38A (%" long) 

Shelf (Top, Small) 

Washer for H17A90 Shelf Support (J^" O.D.) 

Washer for 106775 Screw 

Washer for 106775 or 261646 Screws (%" O.D.) 

Rivet for H11A20 or H11A47 Tapping Strips 
Lamp Guard 

Bushing for Light Receptacle 

Rivet for H11A78, H11A83, H11A87, H11A91, H11A93, H11A98, 
H11A99 or H11A105 Tapping Strips 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A181 Catch 

Screw for H20A170 Clip, Tube Seal, H20A239 Catch or H20A282 
Bracket 

Screw Fastening H20A243 Spacer to Bottom of Condenser 
Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner (%" O.D.) 

Screw for H20A161 Clip 
Rubber Plug for Inner Liner Cover 
Lock washer for Latch Handle Nut 
Rivet for H11A59 Tapping Strip 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

Catch for Refrigerating Machine Compartment Door 
Catch for Refrigerating Machine Compartment Door Spring 
Washer for H20A181 Catch (%" O.D.) 

Spring for Refrigerating Machine Compartment Door 
Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

Rubber Spacer for Bottom of Condenser 
Bracket for Separator Release (Early production Cabinets) 
Bracket for Separator Release (Late production Cabinets) 
Insulation for Refrigerating Machine Compartment Door 
Base (JB-7-38A Cabinet) 

Base (JB-7-38B Cabinet) 

Screw Fastening Condenser to Base (JB-7-38A Cabinet) 

Washer for 20X536 Screw (M" O.D.) 

Washer for 69X893 or H20A174 Screws (%" O.D.) 

Nut for 106775 or 261646 Screws 

Screw Fastening Unit to Base for JB-7-38A or B Cabinet, Back 
Angle Bracket to Side of Base, or Condenser to Base for 
JB-7-38B Cabinet 

Screw for H14A19 Strike, H14A20 Strike Case or H15A43 Latch 
Case 

Screw Fastening Cabinet to Base 
Lockwasher for 11X339 Strike Screw 

Screw Fastening Unit Condenser to Back of Outer Case or H20A170 
Clip to Cabinet 
Light Receptacle 

Washer for H20A62 Screw 0^" O.D.) 

Connector for Leads 

Momentary Contact Switch with 8" Leads 
Nameplate Clip 


f Refer to Accessories Section for parts included. 

X H20A282 is fastened to liner witb a screw while H20A252 is clamped between liner find liner cover. These parts are not interchangeable. 


.Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


YP-7A and YP-7C—Cabinet Parts 



REF. 

CATALOG 

NUMBER 


NO. 


7F77C 


1 . 

H4A24 

H4A24 

TOP COVER FOR CABINET 


HI3A7I 

HI3A7I 

Gasket for Top Cover 


H20AI4 

H20AI4 

Cl ip for Top Cover, Front 


H20AI8 

H20AI8 

Clip for Top Cover, Back 


H13 A145 

HI3AI45 

Gasket for H20AJ8 


H20A60 

H20A60 

Screw for H20AIR or H20AI8 (do. 8) 


153998 

153998 

Screw for Refrigerant Line Sealing Plate (10-24) 


179789 

- 

Washer for 153998 Screw 


1507 

1507 

Nut for 153998 Screw 


H2A29 

H2A29 

OUTER CASE, RIGHT-HAND CABINET 


H2A30 

H2A30 

OUTER CASE, LEFT-HAND CABINET 


69X893 

69X893 

Screw Fastening Condenser to Outer Case (No. 10) 


165736 

165736 i 

Washer for 69X893 Screw 


H27AI3 

H27AI3 

8ASE FOR CABINET 


279364 

279364 

Cap Screw Fastening Condenser to Base (5/16 in.-18) 


HI8AI8 

HI8AI8 

Washer for 279364 Screw 

2. 

H28AI1 

H28A1I 

Skirt for Base (Right-Hand Cabinet) 


H28AI6 

H28AI6 

Skirt for Base (Left-Hand Cabinet) 


H20AI3 

H20AI3 

Cl ip for Skirt 


11X339 

1 1X339 

Screw for n20Al3 Clip (10-30) 


106775 

106775 

Cap Screw Fastening Refrigerating Machine to Base 
(5/16 in.-18) 


HI8A22 

HI8A22 

Washer for 106775 Screw 


177811 

177811 

Nut for 106775 Screw 


H23A45 

H23A45 

FOOT PEDAL DOOR OPENER (RIGHT-HAND CA8IKET) 


H23A46 

H23A46 

FOOT PEDAL DOOR OPERER (LEFT-HAND CABINET) 


H23A33 

H23A33 

Foot Pedal with Bracket and Hinge Pin (Right-Hand 

Cabinet) 


H23A34 

H23A34 

Foot Pedal with Bracket and Hinge Pin (Left-Hand 

Cabinet) 


14239 

14239 

Cotter Pin for Foot Pedal and Rod 


H23A24 

H23A24 

Sealing Cup with Connecting Rod 


H23A36 

H23A36 

Connecting Rod Between Foot Pedal and Turnbuckle 


H23A37 

H23A37 

Connecting Rod 8etween Sealing Cup and Turnbuckle 


H23A47 

H23A47 

Connecting Rod Between Sealing Cup and Plunger Rod 


H23A39 

H23A39 

Turnbuckle for Connecting Rod 


64X973 

64X973 

Check-Nut for Turnbuckle (Left-Hand Thread) 


64X974 

64X974 

Check-Nut for Turnbuckle (Right-Hand Thread) 

3. 

H23A35 

H23A35 

Rubber Boot for Foot Pedal 


HI3A59 

HI3A59 

Gasket for Sealtng Cup 


H20A48 

H20A48 

Screw for HI3A59 Gasket (No. 6) 


H20A15 

H20AI5 

Cap Screw for Base and Foot Pedal Bracket (5/16-18) 


6X814 

6X814 

Lockwasher for H20AI5 Screw 


HI8A22 

HI8A22 

Washer for H20AI5 Screw 


" Refer to Accessories Section for Parts Included. 


REF. 

CATALOG 

NUMBER 


NO. 

VP-7A 

VP-7C 


4. 

H7AI0I 

K7AI0I 

LOWER DOOR PANEL WITH CATCHES 


H20AI37 

H20AI37 

Catch for H7AI0I 


1 1X339 

11X339 

Screw for K20AI37 (10-30) 


H20AI3E 

H20AI3E 

Washer for IIX339 


58X310 

58X310 

Lockwasher for 11X339 


H20A6I 

H20A5I 

Spring Clip for H7AI0I 


H20A60 

H20A60 

Screw for H20A6I (No. 8) 

5. 

h6AF 1 

H 6 A 81 

DOOR FOR RIGHT-HAND CABINET 


H64?2 

H$A82 

DOOR FOR LEFT- HAND CABINET 

5. 

H7A95 

H7A&9 

Oi'ter Door Panel (Right-Hand Cabinet) 


H7AI00 

K7AI00 

Outer Door Panel (Left-Hand Cabinet) 

6. 

HI3A65 

HI3A69 

Door Gasket 


HIOA36 

HI0A36 

Door Strip, Top or Bottom 


HI0A37 

HI0A37 

Door Strip, Hinge Side 

7. 

HI0A38 

HI0A3E 

Door Strip, Latch Side 


HI 2X2 

H12X2 

Screw for Door Strip (10-30) 

8. 

H9AI0 

K9AI0 

Door Corner 


H7A26 

H7A26 

Inner Door Panel 

9. 

HI5A26 

HI5A26 

Latch with Gasket, Nut, and Lockwasher 


HI5A44 

HI5A44 

Spring for L-atch 


HI5A45 

HI5A45 

Nut for Latch and Handle 


HI3AI48 

HI3AI46 

Gasket Between Latch and Outer Door Panel 


H20AI 17 

H20AI17 

Lockwasher for HI5A45 Nut 

10 . 

HI5A27 

HI5A27 

Escutcheon for Latch Bolt 


1 1X339 

11X339 

Screw for HI5A27 Escutcheon (10-30) 

11 . 

HI5A29 

HI5A29 

Latch Hand 1e with Trim 

12. 

HI5A30 

HI5A30 

Trim for Latch Handle 

13. 

HJ5A3I 

HI5A3I 

Escutcheon for Latch Handle 


HI3AI04 

HJ3AI04 

Gasket under Latch Handle Escutcheon Plate 

14. 

HI6A26 

HI6A26 

Hinge (Without Cover) 


HI6A27 

HI6A27 

Opening Spring Cartridge for Hinge 


HI6A23 

HI6A28 

Retarding Spring Cartridge for Hinge 

15. 

HI6A30 

HI6A30 

Cover for Hinge 


H20A47 

H20A47 

Screw for H inge (12-28j 


H20A56 

H20A56 

Gasket for Hinge 


NP6276Ld 

HP62762B 

Nameplate Cl ip 


H20AI16 

- 

Washer for Nameplate Clip 


H20A6 

H20A6 

Screw for Nameplate Clip (4-48) 

16. 

HI4AI3 

HI4AI3 

Strike 

17. 

H23A26 

H23A26 

Strike Case with Plunger (Right-Hand Cabinet) 


H23A27 

H23A2? 

Strike Case with Plunger (Left-Hand Cabinet) 


J 1X339 

11X335 

Screw for HI4AI3 Strike (10-30) 


58X310 1 

58X310 

Lockwasher for 11X339 Screw 


HI&A54 

HI8A54 

Door Switch with Leads 


- 

HISA6 

Spring for HI8A54 Switch 

18. 

HI0A39 

HI0A39 

Door Jamb Strip, Top or Bottom 

19. 

HIOA40 

KIOA40 

Door Jamb Strip, Latch Side 


HI0A82 

HI0A82 

Door Jamb Strip, Hinge Side (Right-Hand Cabinet) 


HI0A63 

HI0A83 

Door Jamb Strip, Hinge Side (Left-Hand Cabinet) 

20. 

H12X2 

HI 2X2 

Screw for Door Jamb Strips (10-30) 

21 . 

H9AI3 

H9AI3 

Door Jamb Corner 


HIGA133 

HI8AI33 

Door Jamb Corner Trim 

22. 

H3A34 

H3A5I 

INNER LINER WITH SHELF SUPPORTS 


HI7AI 

HI7AI 

Shelf Support 


HI2A2 

HI2A2 

Screw for Shelf Support (1/4 in.-20) 


HISA3 

' HISA3 

Washer for HI2A2 Screw 


H20AI10 

H20AI 10 

Rubber Plug for Inner Liner Cover 


! HI2X2 

H12X2 

Screw Fastening Inner Liner Cover to Inner Liner 
(10-30) 


H20A74 

H20A74 

Washer (Fiber) for H12X2 Screw 


H20A75 

H20A75 

Washer (Rubber) for HI2X2 Screw 

23. 

HI7A40 

HI7A40 

Shelf, Top 

24. 

HI7A28 

HI7A28 

Sliding Shelf 

25. 

HI7A29 

HI7A29 

Sliding She 1f Frame 


H20A98 

H20A98 

Ice Tray Lifter Hook 


- 

HI9AI5 

Lamp Receptacle with Retaining Ring & Short Leads 


- 

49X972 

Retaining Ring for HI9AI5 


- 

HI3AI42 

Rubber Bushing for HI9AI5 


49X7S9 

- 

Lamp Receptacle with Leads 


H20A8 

- 

Speed Nut for 49X789 


HI9A4 

HI9A4 

Lamp Guard 


GE30I4 

GE30I4 

Connector for Leads 

26. 

H30A23 

H30A23 

VEGETABLE DRAWER WITH COVtR 

26. 

H30A3I 

H30A3I 

Vegetable Drawer with Front Panel 


H30A25 

H30A25 

Vegetable Drawer Only 

26. 

H30A32 

H30A32 

Front Panel for Vegetable Drawer 


66X744 

66X744 

Screw Fastening Front Panel to Vegetable Drawer 
(8-32) 


179789 

- 

Washer for 66X744 Screw 


H30A2B 

H30A28 

Spacer for Vegetable Drawer 

27. 

H30A27 

H30A27 

Cover for Vegetabje Drawer 


H1 3X4 

H13X4 

Rubber Button for Cover Clip on Vegetable Drawer 

28. 

H30A26 

H30A26 

Frame with Channels for Vegetable Drawer 


H5AI17 

H5AI 17 

Cabinet Insulation, Set 


H5AI42 

H5AI42 

Insulation Between Inner Liner Cover and Top 

Cover 


* AIR53 

*AIR53 

Accessories 


Always Give Cataloo Number 


Revised March 1939 
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GENERAL ELE-CTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB7-38A—Cabinet Parts 



REF 

NO. 


I I . 
12 . 

13. 

14. 


18. 

19 . 

20 . 


26. 

KI0AI15 






CAT. NO. 

NAME OF PART 27. 

HI 2X2 



.. - - 7R. 

H9A26 

1 . 

H4A40 

TOP COVER FOR CABINET 29. 

H18 A J 3 6 

2. 

H13A154 

Gasket for Top Cover 30. 

H3A99 


H20AI6I 

Clip for Top Cover, Front 

HI7A89 


H2OA06 

Screw for H20AI6I Clip (10-30) 

H17A122 


H20AI70 

Clip for Top Cover, Back * 

HI7A90 


69X893 

Screw for H20AI70 Clip (No. 10) 

HI8A3 


165736 

Washer for 69X893 Screw 

HI2A2 


HI3AI83 

Gasket for K20AI70 Clip 31. 

HI7A96 


H20A60 

Screw for H20A170 Cl ip Or Refrigerant Line Seal i ngPlate (No.8) 

HI7AI11 


HI3AI66 

Gasket for Refrigerant Line Seal (1-1/4 in. long) 

H20AI59 

3. 

H2A9I 

OUTER CASE, RIGHT-HAND CABINET 

58X324 


H2A92 

OUTER CASE, LEFT-HAND CABINET 

H20A253 

4. 

H1 BA 134 

Trim for Upper Right-Hand Corner of Outer Case, Front 

H20AI10 

5. 

HI8AI35 

Trim for Upper Left-Hand Corner of Outer Case, Front 

' H12X2 


HI3AI79 

Rubber Gasket for HI8AI34 or HI8AI35 Trim 

H20A74 


H20AI68 

Washer for HI8AI3N or HI8AI3S Trim (13/32 in. O.D.) 

HI7AI39 


58X326 

Hut Fastening HI8AI34 or HI8AI35 Trim to Outer Case 32. 

HI7AI38 


58X325 

Lockwasher for 58X326 Nut 33. 

H17A108 


69X893 

Screw Fastening Condenser to Outer Case (No. 10) 34. 

HI7AI05 


165736 

Washer for 69X893 Screw 

HI7AI40 


H20A243 

Rubber Spacer for Back of Condenser 35. 

H20A248 


H20A62 

Screw Fastening H20A243 to Condenser (No. 8) 36. 

H20A282 


80X132 

Washer for H20A62 Screw (1/2 in. 0.0.) 

H20A60 

6. 

H27A73 

BASE 

78X81 


106775 

Screw Fastening Condenser to Base (5/16- 18) 

HI9A27 


177811 

Nut for 106775 Screw 

HI9A26 


HI8AI8 

Washer for 106775 Screw (5/8 in. O.D.) 

GE30I4 


HI8A22 

Washer for 106775 Sere. (7/8 in. O.D.) 

A2IR53 


H20AI69 

Fiber hasher for 106775 Screw (21/32 in. O.D.) 

A2IR54 


20X529 

Screw Fastening Cabinet to Base (1/4 in.-20) 

A2IR55 


H20A255 

Fiber Washer for 20X529 Screw (3/4 in. O.D.) 

(1X339 


160980 

hasher for 20X529 Screw (3/4 in. O.D.) 

179789 


H20A254 

Rubber Pad 3etween Base and Cabinet 

H30A34 

7. 

H28A30 

Skirt for Base 

58X350 


46X784 

Screw Fastening Skirt to Base (1/4 in.-20) 

165736 


HI7A89 

Nut for 46X784 Screw 

A2IR56 


261646 

Screw Fastening Refrigerating Machine to Base (5/16 in.-18) 37. 

H30A35 


HI3A22 

Washer for 261646 Screw (7/8 in. O.D.) 

H30A37 


177811 

Nut for 261646 Screw 37. 

H30A3B 

3. 

H6AI37 

LOWER DOOR PANEL 

58X350 


H20A24I 

Spring Clip for H6AI37 Panel 

179789 


H20AI74 

Screw for H20A2NI (10-30) 

H20A250 


165736 

hasher for H20AI74 38. 

H30A43 


H20AZ42 

Rubber Button Spacer for H6AI37 39. 

H30A34 


H20AI8I 

Support for H6AI37 

H20A257 


H20A49 

Screw for H20AI8I (No. 8) 

H20A24D 


H20A240 

Washer for H20AI8I (7/8 in. O.D.) 

H5A2I3 


H20A239 

Catch for Spring Clip H20A24I 

H5AI86 


H20A60 

Screw for H20A239 (No. 8) 

H22A25 


H6A204 

DOOR FOR RIGHT-HAND CABINET 

•AIRI26 


CAT. NO. 


H6A205 

H7AI89 

H.7AI90 

HI3AI93 

HI0A91 

H10A96 

HI0A87 

HI5A4I 

HI 2X2 

H9A25 

H7AI14 

HI5A43 

HI5A44 

HI5A45 

HI3AI48 

H20AI17 

11X339 

HI5A42 

H20A25I 

58X326 

56X325 

HI5A46 

HI5A47 

HI3AI49 

HI6A35 

HI6A36 

H20A47 

H20A56 

NP660E6E 

H20A6 

HI4AI9 

HI4A20 

11X339 

58X310 

IGA2IH3 

HI 2X2 

HI0A95 


NAME OF PART 


DOOR FOR LEFT-HAND CABINET 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Gasket 

Door Strip, Top or Bottom 
Door Strip, Hinge Side 

Door Strip, Latch Side, With Escutcheon for Latch 8olt 
Escutcheon for Door Strip and Latch Bolt 
Screw for Ooot Strip (10-30) 

Door Corner 
Inner Door Panel 

Latch, with Gasket, Nut, and Lockwasher 
Spring for Latch 
Nut for Latch and Handle 
Gasket between Latch and Outer Ooor Panel 
Lockwasher for HI5A45 

Screw fastening Latch to Ooor Strip (10-30) 

Scuff Plate and Clip for Latch Handle 
Rubber Washer Between Scuff Plate Clip and Ooor Panel 
Nut for Scuff Plate 
Lockwasher for Cat. 58X326 
Latch Handle without Escutcheon 
Escutcheon for Latch Handle 
Gasket Between Latch Handle and Door Panel 
Hinge with End Covers 
Center Cover for Hinge 
Screw for Hinge (12-28) 

Gasket Between Hinge and Outer Case or Outer Ooor Panel 
Nameplate Clip 

Screw for Nameplate Clip (4-48) 

Strike 
Strike Case 

Screw for HI4AI9 and HI4A20 (10-30) 

Lockwasher for 11X339 
Ooor Switch with 8 in. Leads 
Screw for IGA2IH3 (10-30) 

Door Jamb Strip, Bottom 

Door Jamb Strip, Latch Side 

Ooor jamb Strip, Top 

Ooor Jamb Strip, Hinge Side 

Screw for Doer Jamb Strip (10-30) 

Door Jamb Corner 
Door Jamb Corner Trim 
INNER LINER WITH SHELF SUPPORTS 
Shelf Support, StraIght (1/2 in. long) 

Shelf Support,Straight (3/4 in. long) 

Shelf Support, Headed 

Washer for HI7A90 (1/2 in. 0.0.) 

Screw for Straight or Headed Shelf Support (1/4 in.-20) 
Shelf Support (Double Slot, 3/4 in. thick) 

Fiber Washer for HI7A96 
Screw for HI7AG6 (10-30) 

Lockwasher for H20AI59 
Rubber Spacer for Shelf Support 
Rubber Plug for Inner Liner Cover 

Screw Fastening Inner Liner Cover to Inner Liner (10-30) 

Fiber Washer for H12X2 (5/8 in. O.D.) 

Shelf (Top, Small) 

Shelf with Stop (Top, Large) 

Shelf with Stop (First or Second from Bottom) 

Stop for Shelf 
Removable Half Shelf 
Rubber Bumper for Shelf 
Bracket for Separator Release 
Screw for H20A282 (No. 8) 

Lamp Receptacle 
Bushing for Lamp Receptacle 
Lamp Guard 
Connector for Leads 
UTILITY BASKET 

Wire Partition for Utility Basket 
Front Panel for Utility Basket 

Screw Fastening Front Panel to Utility Basket (10-30) 

Fiber Washer for 11X339 (13/32 in. O.D.) 

Handle for Utility 8asket 
Screw for H30A34 (No. 10) 

Washer for 58X350 (5/8 in. O.D.) 

Wire Basket less Front Panel and Partitions 
VEGETABLE DRAWER 

Pan for Vegetable Orawer 
Front Panel for Vegetable Drawer 
Screw for H30A38 (Ho. 10) 

Fiber Washer for 55X350 (13/32 in. O.D.) 

Wasner Between Front Panel 4 Pan for Vegetable Drawer (J" O.D.) 
Cover for Vegetable Drawer 
Handle for Vegetable Orawer 
Support for Shelf and Drawer 
Rubber Button for H20A257 
Cabinet Insulation (set) 

Insulation Between Inner Liner Cover and Cabinet Cover 
Insulation for Lower Door Panel 
Accessories 


* Refer to the Accessories Section for Parts Included. 


i 

i 


I 


I 


i 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HX-70A — Cabinet Parts 



11X513 

H16A5 


H7A39 


H15A3 

H16A3 


HI A3 


AlR14f 

Accessories 

H18A57 

AlR20t 

Accessories (with DR-2F or D-2 Unit) 

H18A76 

GE2291 

Flush Cup for Lamp Plug 

H18A80 

H1A3 

Leg without Bracket (11%") 

H18A94 

H1A4 

Leg with Bracket (11 %") 

H20A15 

H1A6 

Leg with Bracket (6") 

H20A25 

H3A13 

Inner Liner 

H23A1 

H5A14 

Cabinet Insulation (Set) 


H6A4 

Door Complete 

H23A2 

H7A39* 

Outer Door Panel (Modified) 

H23A3 

H10A5 

Door Strip with Escutcheon Plate (Vertical, 



Latch Side) 

H23A4 

H10A6 

Door Jamb Strip (Vertical, Hinge Side) 

H23A5 

H10A7 

Door Jamb Strip with Escutcheon Plate (Vertical, 

H23A6 


Latch Side) 

H23A7 

H12A4 

Screw for Sealing Cup 

H23A8 

H12A10 

Hardware Screw (except Strike) 

H23A9 

H13A26 

Rubber Door Gasket 

H23A10 

H13A32 

Gasket for Leg 

H23A11 

H13A34 

Gasket for H18A53 Flush Cup 

H23A12 

H13A35 

Gasket for H18A52 Lamp Socket 

H23A13 

H14A8 

Strike 

H23A14 

H14A9 

Strike and Case 

H23A15 

H14A10 

Case for Strike 


H15A3 

Latch 

H23A16 

H1SA4 

Latch Bolt with Rivet 


H15A49 

Latch Handle Spring 

11X10 

H15A54 

Latch Handle Pin 

11X339 

H16A3 

Hinge (Lower) 


H16A5 

Hinge (Upper) 

11X340 

H17A7 

Sliding Shelf 

11X506 

H17A8 

Frame for Sliding Shelf 

11X507 

H18A18 

Washer for H20A15 Cap Screw 

11X509 

H18A19 

Washer for Foot Pedal Screw 


H18A37 

Nut for Lamp Socket 

IIAjIO 

H18A50 

Spring Cotter for Hinge Pin 

11X514 

H18A51 

Washer for Hinge Pin 

11X515 

H18A52 

Lamp Socket 

11X517 

H18A54 

Momentary Contact Switch with Leads 

58X2 


* Door Gasket Included. 

t Refer to Accessories Section for parts included. 
Note: A few of these cabinets were called HX-67. 


Porcelain Ring for Lamp Socket 
S him for Latch 

Top Adapter with Gasket for DR-2F and D-2 
Escutcheon Plate for H10A5 Door Strip 
Cap Screw for Leg 
Guard for Leg (Old Style) 

Plunger with Bell Crank and Connector for Doer 
Opener 

Torsion Spring for Plunger 

Hinge Pin for Bell Crank or Foot Pedal and 
Connector 

Tension Spring between Connectors 

Connector for Connecting Wire and Tension Swing 

Connector for Connecting Wire and Foot Pedal 

Set Screw for Connector 

Connecting Wire 

Tube for Connecting Wire 

Sealing Cup for H23A9 Tube 

Felt Washer for H23A10 Sealing Cup 

Foot Pedal with Bracket 

Guard for Leg (Right) 

Guard for Leg (Left) 

Foot Pedal Door Opener Complete with Tapped 
Strip (Right) 

Foot Pedal Door Opener Complete with Tapped 
Strip (Left) 

Leg without Bracket (6") 

Screw for Door Strip, Door Jamb Strip, Foot 
Pedal or Strike 
Screw for Nameplate 
Door Comer 
Door Jamb Comer 
Inner Door Panel 
Door Strip (Horizontal) 

Door Strip (Vertical, Hinge Side) 

Door Jamh Strip (Horizontal) 

Sponge Gasket for Inner Liner 
Shelf (Top Adjustable) 


Always Give Catalog Number 


Reviaed Mar. 1937 
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X-7B—Cabinet Parts 



AlR24f Accessories 

H1A3 Leg without Bracket (11J4") 

H1A10 Leg with Bracket (11J4") 

HI All Leg with Bracket (5Ji") 

H3A13 Inner Liner 

H5A31 Cabinet Insulation (Set) 

H6A14 Door Complete 

H7A39* OuLer Door Panel (Modified) 

H9A7 Door Jamb Corner 

H9A10 Door Corner 

H10A5 Door Strip with Escutcheon Plate (Latch Side) 

H10A6 Door Jamb Strip (Hinge Side) 

H10A7 Door Jamb Strip (Latch Side) 

H11A1 Tapping Strip for Inner Liner (Vertical) 

H11A2 Tapping Strip for Inner Liner (Horizontal) 

H11A3 Tapping Strip for Door (Inner, Vertical) 

H11A4 Tapping Strip for Door (Inner, Horizontal) 

H11A231[ Tapping Strip with Latch Strip for Door (Outer, 
Latch Side) 

H12A4 Screw for Sealing Cup and Gasket 
H12A10 Hardware Screw (except Strike) 

H13A26 Rubber Door Gasket 

H13A32 Gasket for Leg 

H13A59 Gasket for Sealing Cup 

H13A60 Gasket for 49X542 Receptacle 

H14A13 Strike 

H15A4 Latch Bolt with Rivet 

H15A7 Latch 

H15A49 Latch Handle Spring 

H15A54 Latch Handle Pin 

H16A9 Hinge (Upper) 

H16A10 Hinge (Lower) 

H17A7 Sliding Shelf 

H17A8 Frame for Sliding Shelf 

H17A17 Top Shelf 

H18A18 Washer for H20A15 Cap Screw 

H18A22 Washer for Short Leg 


H18A54 Momentary Contact Switch with Leads 

H18A94 Escutcheon Plate for Door Strip (Latch Side) 
H18A102 Tapping Strip for Door (Outer, Horizontal) 
H18A1031[ Tapping Strip for Door (Outer, Vertical) 

H19A4 Lamp Guard 

H20A4 Rivet for Tapping Strip 

H20A6 Screw for Nameplate Clip 

H20A8 Speed Nut for 49X563 and 49X564 Receptacles 

H20A9 Retaining Washer for 49X542 Receptacle 

H20A10 Lock Nut for 49X542 Receptacle 

H20A11 Shim for H20A10 Nut 

H20A12 Guard for Leg 

H20A15 Cap Screw for Leg 

H23A20 Foot Pedal with Hinge, Bolt, Nut and Washer 
H23A21 Ball Joint Connector 

H23A22 Lock Nut 

H23A23 Connecting Rod (Lower for Long Leg) 

H23A24 Sealing Cup with Rod 

H23A26 Strike Case with Plunger (Right-Hand Cabinet) 
H23A27 Strike Case with Plunger (Left-Hand Cabinet) 
H23A28 Foot Pedal Door Opener 

H23A29 Connecting Rod (Upper) 

H23A30 Connecting Rod (Lower, for Short Legs) 

89943 Nut for Foot Pedal Bolt 

11X10 Leg without Bracket (5%") 

11X339 Screw for Door Strip, Door Jamb Strip or Strike 

11X509 Inner Door Panel 

11X513 Door Strip (Horizontal) 

11X514 Door Strip (Hinge Side) 

11X515 Door Jamb Strip (Horizontal) 

11X517 Sponge Rubber Gasket for Inner Liner 

49X542 Flush Cup Receptacle with Leads 

49X789 Light Receptacle (Right-Hand Cabinet) 

49X564 Light Receptacle (Left-Hand Cabinet) 

61X327 Lockwasher for 89943 Nut 

NP59179B Clip for Nameplate 


U Doors have been manufactured with two designs of Tapping Strips for Door (Outer, Latch Side). One design uses Tapping 
Strip only Cat. H18A103; the other, Tapping Strip with Latch Strip Cat. H11A23. Care should be taken to determine 
the Tapping Strip required. 

* Door Gasket Included. 

t Refer to Accessories Section for parts included. 
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Name of Part 

1 Cat. No. 

X-7C 

M-7A 

M-7C 

tAccessories. 

A1R47 

A1R57 

A1R57 

Leg without Bracket (113^"). 

H1A3 

H1A3 

H1A3 

Leg with Bracket (11H”). 

H1A10 

H1A10 

H1A10 

Leg with Bracket (S%”) . 

H1A11 

H1A11 

H1A11 

Inner Liner. 

H3A13 

H3A13 

H3A55 

Cabinet Insulation (Kimsul, 18' Roll)... 

H5X20 

H5X20 

H5X20 

Door Complete. 

H6A42 

H6A42 

H6A42 

Outer Door Panel. 

H7A52 

H7A52 

H7A52 

Door Corner. 

H9A10 

H9A10 

H9A10 

Door Jamb Corner. 

H9A18 

H9A18 

H9A18 

Door Jamb Strip (Vertical, Latch Side). 

H10A7 

H10A7 

H10A7 

Door Strip with Escutcheon Plate 




(Latch Side). 

H10A54 

H10A54 

H10A54 

Door Strip (Vertical, Hinge Side). 

H10A55 

H10A55 

H10A55 

Door Strip (Horizontal). 

H10A56 

H10A56 

H10A56 

Door Jamb Strip (Vertical, Hinge Side, 





H10A57 

H10A57 


Door Jamb Strip (Vertical, Hinge Side, 




Right-Hand Cabinet, use with 






H10A87 

H10A87 

Door Jamfc Strip (Vertical, Hinge Side, 




Left-Hand Cabinet, use with 






H10A88 

H10A88 

Tapping Strip for Inner Liner (Vertical). 

H11A1 

H11A1 

H11A1 

Tapping Strip for Inner Liner (Hori- 




zontal). 

H11A2 

H11A2 

H11A2 

Tapping Strip for Door (Inner, Vertical) 

H11A3 

H11A3 

H11A3 

Tapping Strip for Door (Inner, Hori- 




zontal). 

H11A4 

H11A4 

H11A4 

Tapping Strip for Hinge and Outer Case 

H11A20 

H11A20 

H11A20 

Tapping Strip for Outer Case (Vertical) 

H11A41 

H11A41 

H11A41 

'l apping Strip for Hinge and Door. 

H11A47 

H11A47 

H11A47 

Tapping Strip for Door and Latch. 

H11A48 

II11A48 

H11A48 

Tapping Strip for Outer Case (Hori- 




zontal). 

H11A50 

H11A50 

H11A50 


H12A4 



Screw for Door Strip or Door Jamb Strip 

H12X2 

H12X2 

H12X2 

Gasket for Leg.’. . 

H13A32 

H13A32 

H13A32 

Gasket for Sealing Cup. 

H13A59 

H13A59 

H13A59 

Gasket for 49X542 Receptacle. 

H13A60 

H13A60 

H13A60 

Rubber Door Gasket. 

H13A82 

H13A82 

H13A82 

Shim between Door Strip and Tapping 





H13A85 



Shim between Door Strip and Tapping 





H13A86 



Rubber Pushing for Lamp Receptacle... 



H13A142 

Strike. 

H14A13 

H14A13 

H14A13 

Latch Bolt with Rivet.. 

H15A4 

H15A4 

H15A4 


H15A17 

H15A17 

H15A17 

Escutcheon Plate for Latch. 

H15A18 

H15A18 

H15A18 

Latch Handle Spring. 

H15A55 

H15A55 

H15A55 

Latch Handle Pin. 

H15A56 

H15A56 

H15A56 


H16A15 

H16A15 



H16A16 

HI6A16 




H16A26 

H16A26 

Opening Spring Cartridge for Hinge.... 


H16A27 

H16A27 

Retarding Spring Cartridge for Hinge . . 


HI6A28 

H16A28 

Cover for H16A26 Hinge. 


H16A29 

H16A29 


Name of Part 

1 Cat. No. 

X-7C 

M-7A 

M-7C 


58X2 

H17A78 

H17A78 


H17A7 

H17A7 

H17A7 


H17A8 

H17A8 

H17A8 


H18A18 

H18A18 

H18A18 


H18A22 

H18A22 

H18A22 

Momentary Contact Switch with Leads. 
Rivet for H11A20, H11A47, H11A48 

H18A54 

H18A92 

H18A54 

H18A92 

H18A54 

H18A92 

Escutcheon Plate for Door Strip (Latch 

H18A94 

H18A94 

H18A94 

Tapping Strip for Door (Outer, Hori- 

H18A102 

H18A102 

H18A102 

Tapping Strip for Door (Outer, Vertical) 

H18A103 

H19A4 

H18A103 

H19A4 

H18A103 

H19A5 


H19A6 

Light Receptacle with Retaining Ring 



H19AIS 

Rivet for Tapping Strhiand Inner Liner 

H20A4 ! 

H20A6 I 

H20A4 

H20A4 

Speed Nut for 49X563 or 49X564 

H20A8 

H20A8 


Retaining Washer for 49X542 Receptacle 

H20A9 

H20A10 

H20A9 

H20A10 

H20A9 

H20A10 


H20A11 i 


H20A12 

H20A12 1 

H20A12 


H20A15 

H20A15 

H20A15 


H20A47 

H20A47 

H20A47 


H20A48 

H20A48 


H20A57 

H20A57 


H20A98 

H20A98 

Foot Pedal with Hinge, Bolt, Nut and 

H23A20 

H23A20 

H23A20 


H23A21 

H23A21 

H23A21 

Lock Nut for H23A21 Connector. 

Connecting Rod (Lower, for Long Leg); 

H23A22 

H23A23 

H23A24 

H23A22 

H23A23 

H23A24 

H23A22 

H23A23 

H23A24 

Strike Case with Plunger (Right-Hand 

H23A26 

H23A26 

H23A26 

Strike Case with Plunger (Left-Hand 

H23A27 

H23A27 

H23A27 


H23A28 

H23A28 

H23A28 


H23A29 

H23A29 

H23A29 

Connecting Rod (Lower, for Short Leg). 

H23A30 

89943 

H23A30 

89943 

H23A30 

89943 


144066 

144066 

144066 


11X10 

11X10 

11X10 


11X339 

11X339 

11X339 

Inner Door Panel. 

Door Jamb Strip (Horizontal). 

Sponge Rubber Gasket for Inner Liner. 
Flush Cup Receptacle with Leads. 

11X509 

11X515 

11X517 

11X509 

11X515 

11X509 

11X515 

49X542 

49X789 

49X542 

49X789 

49X542 

Retaining Ring for Lamp Receptacle. . . 

58X310 

49X972 

58X310 


61X327 

61X327 

61X327 


NP59179B 


Connector for Leads. 

GE3014 

GE3014 


t Refer to Accessories Section for parts included. 


Revised Mar. 1937 


Household Cabinet Parts—Page 69 



















































































































GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HT-70A—Cabinet Parts 



AlR21f Accessories (with DR-2F or D-2 Unit) 

GE2291 Flush Cup for Lamp Plug 
H1A.1 Leg without Bradket (11 fi") 

H1AS Lag with Bracket (llJ^j") 

HLA7 Lag. with Bracket (6") 

H3A13 lunar Liner 

HSA13 Cabinet Insulation (Set) 

H6A6 Door Complete 

H7A6 Outer Door Panel 

H7A38t Outer Door Panel (Modified) 

H8A29 Top Front Panel 
H8A30 Bottom Front Panel 
H8A31* Latch Side Panel 
H8A32* Hinge Side Panel 
H9A8 Metal Trim 

H10AS Door Strip with Escutcheon Plate (Vertical, Latch 
Side) 

H10A6 Door Jamb Strip (Vertical, Hinge Side) 

H10A7 Door Jamb Strip (Vertical, Latch Side) 

H12A4 Screw for Gasket or Sealing Cup 
H12A8 Screw fen Panels 
H12A9 Cap Screw for Leg 
H12A10 Hardware Screw (except Strike) 

H12A14 Screw for Nameplate 

H13A26 Rubber Door Gasket 

H13A34 Gasket for H18A53 Flush Cup 

H13A35 Gasket fen H18A52 Lamp Socket 

H13A36 Sponge Rubber Gasket for Side Panel 

H13A37 Sponge Rubber Gasket for Top or Bottom Panels 

H14A7 Strike 

H14A10 Case for Strike 

H14A11 Strike and Case 

H15A3 Latch 

H15A4 Latch Bolt with Rivet 
H15A49 Latch Handle Spring 
H15A54 Latch Handle Pin 
H16A3 Hinge (Lower) 

H16A5 Hinge (Upper) 

H17A7 Sliding Shelf 
H17A8 Frame for Sliding Shelf 
H18A18 Washer for H12A9 Screw 
H18A19 Washer for Foot Pedal Screw 
H18A28 Washer for H12A14 Screw 
H18A37 Nut for H18A52 Lamp Socket 
H18A38 Washer for H12A8 Screw 
H18A39 Shim for Hinge (Door) 


H18A40 Shim fen Hinge (Cabinet) 

H18A41 Washer fen Hinge (Cabinet) 

H18A42 Washer for Latch 
H18A43 Fiber Washer for Leg 
H18A50 Spring Cotter for. Hinge Pin 
H18A51 Washer for Hinge Pin 
H18A52 Lamp Socket 

H18AS4 Momentary Contact Switch with Leads 
H18A57 Porcelain Ring for H18A52 Lamp Socket 
H18A76 Shim for Latch 

H18A81 Top Adapter with Gasket for DR-2F and D-2 Units 
H18A90 “A” Frame for Outer Door Panel 
H18A92 Rivets fen H18A90 Frame 
H18A93 Rubber BushingB for Hinge Holes 
H18A94 Escutcheon Plate for H10A5 Door Strip . 

H23A1 Plunger with Bell Crank and Connector for Door 
Opener 

H23A2 Torsion Springfor Plunger 

H23A3 Hinge Pin for Bell Crank or Foot Pedal and Connector 

H23A4 Tension Spring between Connectors 

H23AS Connector for Connecting Wire and Tension Spring 

H23A6 Connector for Connecting Wire and Foot Pedal 

H23A7 Set Screw for Connector 

H23A8 Connecting Wire 

H23A9 Tube fen H23A8 Connecting Wire 

H23A10 Sealing Cup for H23A9 Tube 

H23A11 Felt Washer for Sealing Cup 

H23A12 Foot Pedal with Bracket 

H23A13 Guard for Leg (Right) 

H23A14 Guard for LegJLeft) 

H23A17 Foot Pedal Dow Opener Complete with Tapped 
Strip (Right) 

H23A18 Foot Pedal Door Opener Complete with Tapped 
Strip (Left) 

11X11 Leg without Bracket (6") 

11X339 Screw for Dow Strip, Door Jamb Strip or Foot Pedal 

11X506 Door Comer 

11X507 Door Jamb Comer 

11X509 Inner Dow Panel 

11X513 Dow Strip (Horizontal) 

11X514 Door Strip (Vertical, Hinge Side) 

11X515 Door Jamb Strip (Horizontal) 

11X517 Gasket fw Inner Liner 
58X2 Shelf (Top Adjustable) 

58X24f Accessories 


* Panels furnished with eight screw holes as standard equipment. Panels with six screw holes can be furnished. If Panel fw 
six screw holes required, purchase wder must specify accordingly, 
t Door Gasket Included. 

f Refer to Accessories Section for parts included. 

Note: A few of these Cabinets were called HT-67 
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T-7B—Cabinet Parts 



AlR23f Accessories 

H1A1 Leg without Bracket (11^") 

H1A8 Leg with Bracket (11)^") 

H1A9 Leg with Bracket (5%") 

H3A13 Inner Liner 

H5A27 Cabinet Insulation (Set) 

H6A13 Door Complete 

H7A38* Outer Door Panel 

H8A29 Top Front Panel 

H8A30 Bottom Front Panel 
H8A31 Latch Side Panel 

H8A32 Hinge Side Panel 

H9A7 Door Jamb Corner 

H9A8 Metal Trim 

H9A10 Door Corner 

H10A5 Door Strip with Escutcheon Plate (Latch Side) 
H10A6 Door Jamb Strip (Hinge Side) 

H10A7 Door Jamb Strip (Latch Side) 

H11A1 Tapping Strip for Inner Liner (Vertical) 

H11A2 Tapping Strip for Inner Liner (Horizontal) 

HI1A3 Tapping Strip for Door (Inner, Vertical) 

H11A4 Tapping Strip for Door (Inner, Horizontal) 

H12A4 Screw for Sealing Cup and Gasket 
H12A8 Screw for Side Panel 
H12A9 Cap Screw for Leg 
HI2A10 Hardware Screw (except Strike) 

H13A26 Rubber Door Gasket 

H13A36 Sponge Rubber Gasket for Side Panel 

H13A37 Sponge Rubber Gasket for Top or Bottom Panel 

HI3A59 Gasket for Sealing Cup 

HI3A60 Gasket for 49X542 Receptacle 

HI4A12 Strike 

HI5A4 Latch Bolt with Rivet 

H15A7 Latch 

H15A49 Latch Handle Spring 

H15A54 Latch Handle Pin 

H16A9 Hinge (Upper) 

H16AI0 Hinge (Lower) 

H17A7 Sliding Shelf 

H17A8 Frame for Sliding Shelf 

H17A17 Top Shelf 

H18A18 Washer for HI2A9 Cap Screw 

* Door Gasket Included. 

f Refer to Accessories Section for parts included. 

Always Give 


H18A22 Washer for Short Leg 

H18A38 Washer for H12A8 Screw 

H18A39 Shim between Hinge and Door 

H18A43 Fiber Washer for Leg 

H18A54 Momentary Contact Switch with Leads 

H18A90 Door Brace 

H18A92 Rivet for Door Brace 

H18A94 Escutcheon Plate for Door Strip (Latch Side) 
HI8A102 Tapping Strip for Door (Outer, Horizontal) 

H18A103 Tapping Strip for Door (Outer, Vertical) 

H19A4 Lamp Guard 

H20A4 Rivet for Tapping Strip 

H20A5 Washer between Hinge and Cabinet (0.134") 

H20A6 Screw for Nameplate Clip 

H20A7 Washer between Hinge and Cabinet (0.020") 

H20A8 Speed Nut for 49X563 and 49X564 Receptacles 

H20A9 Retaining Washer for 49X542 Receptacle 

H20A10 Lock Nut for 49X542 Receptacle 

H20A11 Shim for H20A10 Nut 

H23A19 Foot Pedal Door Opener 

H23A20 Foot Pedal with Hinge, Bolt, Nut and Washer 

H23A21 Ball Joint Connector 

H23A22 Lock Nut for H23A21 Connector 

H23A23 Connecting Rod (Lower for Long Legs) 

H23A24 Sealing Cup with Rod 

H23A25 Connecting Rod (Upper) 

H23A26 Strike Case with Plunger (Right-Hand Cabinet) 
H23A27 Strike Case with Plunger (Left-Hand Cabinet) 
H23A30 Connecting Rod (Lower, for Short Legs) 

89943 Nut for Foot Pedal Bolt 

11X11 Leg without Bracket (5%") 

11X339 Screw for Door Strip, Door Jamb Strip or Strike 
11X509 Inner Door Panel 

11X513 Door Strip (Horizontal) 

11X514 Door Strip (Hinge Side) 

11X515 Door Jamb Strip (Horizontal) 

11X517 Sponge Rubber Gasket for Inner Liner 
49X542 Flush Cup Receptacle with Leads 
49X789 Light Receptacle 

61X327 Lockwasher for 89943 Nut 

NP59179B Clip for Nameplate 


Catalog Number 
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AlR42f Accessories 

H1A1 Leg without Bracket (11 >-£’") 

H1A8 I^eg with Bracket (llH'O 

H1A9 Leg with Bracket (5^£") 

H3A13 Inner Liner 

H5A27 Cabinet Insulation (Set) 

H6A84 Door Complete 

H7A43 Outer Door Panel 

H8A29 Top Front Panel 

H8A30 Bottom Front Panel 

H8A31 Latch Side Panel 

H8A55 Hinge Side Panel 

H9A7 Door Jamb Corner 

H9A8 Metal Trim 

H9A10 Door Corner 

H10A7 Door Jamb Strip (Vertical, Latch Side) 

H10A54 Door Strip with Escutcheon Plate (Vertical, Latch Side) 
H10A55 Door Strip (Vertical, Hinge Side) 

H10A56 Door Strip (Horizontal) 

H10A57 Door Jamb Strip (Vertical, Hinge Side) 

H11A1 Tapping Strip for Inner Liner (Vertical) 

H11A2 Tapping Strip for Inner Liner (Horizontal) 

H11A3 Tapping Strip for Door (Inner, Vertical) 

H11A4 Tapping Strip for Door (Inner, Horizontal) 

H11A47 Hinge Pad 

H11A48 Latch Pad 

H12A9 Cap Screw for Leg 

H12X2 Screw for Door Strip, Door Jamb Strip or Strike 

H13A36 Sponge Rubber Gasket for Side Panel 

H13A37 Sponge Rubber Gasket for Top or Bottom Front Panel 

H13A59 Gasket for Sealing Cup 

H13A60 Gasket for 49X542 Receptacle 

H13A82 Rubber Door Gasket 

H13A83 Gasket between Hinge Tapping Strip and Outer Door Panel 

H14A12 Strike 

H15A4 Latch Bolt with Rivet 

H15A17 Latch 

H15A18 Escutcheon Plate for Latch 

H15A55 Latch Handle Spring 

H15A56 Latcb Handle Pin 

H16A15 Hinge 

H16A16 Cover for Hinge 

H17A7 Sliding Shelf 

H17A8 Frame for Sliding Shelf 

H17 A17 Top Shelf 

H18A18 Washer for H12A9 Cap Screw 

H18A22 Washer for Short Leg 

H18A38 Washer for H20A49 Screw 

H18A43 Fiber Washer for Leg 

H18A54 Momenta™ Contact Switch with Leads 

H18A92 Rivet for Tapping Strip 

H18A94 Escutcheon Plate for Door Strip (Latch Side) 

H18A102 Tapping Strip for Door (Outer. Horizontal) 

t Refer to Accessories Section for parts iucluded. 


HI8A103 Tapping Strip for Door (Outer, Vertical) 

H19A4 Lamp Guard 

H20A6 Screw for Nameplate Clip 

H20A8 Speed Nut for 49X563 or 49X564 Receptacles 

H20A9 Retaining Washer for 49X542 Receptacle 

H20A10 Lock Nut for 49X542 Receptacle 

H20A11 Shim for H20A10 Nut 

H20A47 Screw for Hinge 

H20A48 Screw for Sealing Cup and Gasket 

H20A49 Screw for SiiJe Panel 

H20A50 Pad between Hinge and Cabinet 

H2QA53 Washer between Hinge and Cabinet (0.134" thick) 

H20A54 Washer between Hinge and Cabinet (0.010" thick) 

H20A55 Washer between Hinge and Cabinet (0.020" thick) 

H20A56 Shim between Hinge and Door 

H20A57 Door Spring 

H20A65 Pad between Hinge Side Panel and Outer Case 
H23A19 Foot Pedal Door Opener 

H23A20 Foot Pedal with Hinge, Bolt, Nut and Washer 
H23A21 Ball Joint Connector 

H23A22 Lock Nut for H23A21 Connector 

H23A23 Connecting Rod (Lower, for Long Leg) 

H23A24 Sealing Cup with Rod 

H23A25 Connecting Rod (Upper) _ . 

H23A26 Strike Case with Plunger (Right-Hand Cabinet) 

H23A27 Strike Case with Plunger (Left-Hand Cabinet) 

H23A30 Connecting Rod (Lower, for Short Leg) 

H30A1 Frame for Vegetable Drawer Cover 

H30A2 Channel for Vegetable Drawer and Frame 

H30A3 Cover for Vegetable Drawer 

H30A4 Vegetable Drawer with Front Panel and Handle 

H30A5 Vegetable Drawer only 

H30A6 Front Panel for Vegetable Drawer 

H30A7 Handle for Vegetable Drawer 

H30A8 Block for H30A7 Handle 

H30A9 Spacer for Vegetable Drawer 

H30A10 Gasket between H30A8 Block and Front Panel 

H30A17 Vegetable Drawer Assembly 

89943 Nut for Foot Pedal Bolt 

144066 Screw for Latch 

179789 Fiber Washer for 66X744 Screw 

11X11 Leg without Bracket (5%") 

11X509 Inner Door Panel 

11X515 Door Jamb Strip (Horizontal) 

11X517 Sponge Rubber Gasket for Inner Liner 

49X542 Flush Cup Receptacle with Leads 

49X789 Light Receptacle 

61X327 Lockwasher for 89943 Nut 

66X742 Screw fastening Vegetable Drawer Cover to Frame 
66X743 Rivet for Vegetable Drawer Channel and Frame 
66X744 Screw fastening Vegetable Drawer Front Panel to Drawer 
or Handle Block to Front Panel 
NP59179B Clip for Nameplate 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


B-8-37A—Cabinet Parts 


H4A35 

H10A102 

H17A105 
H3A78 
HI 2X2 
H17A103 
H17A91) 
H17A92 I 
H17A93 
H17A94J 
H14A20 
H14A19 
H17A95) 
H17A96 
H17A97 
H17A98] 


H17A102 


H10A101 
H9A26 
H1OA102 
HI 2X2 
H10A97 
H9A25 
H13A150 



H13A156 

NP66086B 

/H6A102 
\H7A1 19 

H15A43 

H15A42 

H15A46 

H15A47 

H13A149 

H15A41 

11X339 

H6A101 

H27A26 

H28A23 


AlR80t Accessories 

H3A78 Inner Liner with Shelf Supports 

H4A35 Cabinet Cover 

H5A150 Insulation between Inner Liner Cover and Top Cover 
H5X20 Cabinet Insulation (Kimsul, 18' roll) 

H6A101 Refrigerating Machine Compartment Door 

H6A102 Door Complete (Right-Hand Cabinet) 

H6A103 Door Complete (Left-Hand Cabinet) 

H7A107 Inner Door Panel 

H7A119 Outer Door Panel (Right-Hand Cabinet) 

H7A120 Outer Door Panel (Left-Hand Cabinet) 

H9A25 Door Corner 

H9A26 Door Jamb Corner 

HI0A96 Door Strip (Vertical, Hinge Side) 

H10A97 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 

H10A98 Door Strip (Horizontal) 

H10A99 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 

H10A100 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 

H10A101 Door Jamb Strip (Vertical, Latch Side) 

H10A102 Door Jamb Strip (Horizontal) 

H11A20 Tapping Strip for Outer Case and Hinge 
H11A47 Tapping Strip for Door and Hinge 

HHA49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
H11A59 Tapping Strip for Outer Case and Condenser 
H11A90 Tapping Strip for Outer Case (Bottom) 

H11A91 Tapping Strip for Outer Case (Vertical) 

H11A92 Tapping Strip for Inner Liner (Horizontal) 

H11A93 Tapping Strip for Inner Liner (Vertical) 

H11A94 Tapping Strip for Shelf Supports, without Screw 
H11A95 Tapping Strip for Shelf Supports, with Screw for H17A90 Shelf 
Support 

H11A96 Tapping Strip for Inner Door Panel (Vertical) 

H11A97 Tapping Strip for Inner Door Panel (Horizontal) 

H11A98 Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
H11A99 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
H11A100 Tapping Strip for Outer Door Panel (Horizontal) 

H11A106 Tapping Strip for Outer Case (Top) 

H12A2 Screw Fastening Straight or Headed Shelf Support to Inner Liner 
H12X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 
H13A142 Rubber Bushing for Light Receptacle 
H13A148 Gasket between Latch Case and Outer Door Panel 
H13A149 Seal for Latch Handle 


H13A150 

H13A152 

H13A156 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A91 

H17A92 

H17A93 

H17A94 

H17A95 

H17A96 

H17A97 

H17A98 

H17A102 

H17A103 

H17A104 

H17A105 

H17A110 

H17A111 

H18A3 

H18A18 

H18A22 

H18A54 

H18A92 

H19A5 

H19A6 

H19A15 

H19A18 

H19A21 

H20A4 

H20A6 

H20A22 

H20A47 

H20A60 

H20A74 

H20A75 

H20A86 

H20A110 

H20A117 

H20A118 

H20A155 

H20A159 

H20A161 

H20A162 

H20A165 

H20A166 

H20A181 

H20A182 

H20A230 

H22A24 

H22A26 

H27A26 

H28A23 

11X339 

12X732 

30X562 

46X784 

49X972 

58X310 

58X324 

58X325 

58X326 

58X337 

69X893 

80X132 

80X178 

165736 

177811 

261646 

279364 

GE3014 

NP66086B 


Rubber Door Gasket 
Gasket for H20A161 Clip 
Gasket for Cabinet Cover 
Strike 
Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Pane 

Latch Handle without Escutcheon Plate 

Escutcheon Plate for Latch Handle 

Hinge with End Covers 

Cover for Hinge 

Shelf Support (Straight), or Nut for 46X784 Screw 
Shelf Support (Headed) 

Shelf Support (Single Slot, thick) 

Shelf Support (Single Slot, %" thick) 

Shelf Support (Single Slot, if" thick) 

Shelf Support (Single Slot, W' thick) 

Shelf Support (Double Slot, tl” thick) 

Shelf Support (Double Slot, H" thick) 

Shelf Support (Double Slot, if" thick) 

Shelf Support (Double Slot, Jij" thick) 

Shelf (First, Second or Third from Bottom) 

Shelf (Top, large) 

Shelf (Top, small) 

Stop for Shelf 

Fiber Washer for Single Slot Shelf Support 
Fiber Washer for Double Slot Shelf Support 

Wflnhpr for 

Washer for H20A22, 80X178 or 279364 Screws {%” O.D.) 

Washer for 106775 or 261646 Screws (J-jj" O.D.) 

Momentary Contact Switch (Short Leads) 

Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 
Lamp Guard 

Retaining Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 

Lock washer for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Door Panel, Outer Case, 
or Inner Liner 
Screw for Nameplate Clip 

Cap Screw Fastening Condenser to Back Cross Piece 

Screw for Hinge 

Screw for H20A162 Clip 

Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner Liner Cover 

Lockwasher for Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Ice Tray Lifter Hook 

Screw Fastening Slotted Shelf Support to Tapping Strip 
Clip for Top Cover (Front) 

Clip for Top Cover (Back) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Catch for Refrigerating Machine Compartment Door 

Rubber Spacer for Refrigerating Machine Compartment Door 

Washer under Scuff Plate or Nameplate 

Insulation for Refrigerating Machine Compartment Side 

Insulation for Refrigerating Machine Compartment Door 

Base 

Skirt for Base 

Screw Fastening Latch Case to Door Strip or Screw for Strike 

Lockwasher for 177811 Nut 

Lockwasher for 46X784 Screw 

Screw Fastening Skirt to Base 

Porcelain Bushing for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Lockwasher for H20A159 Screw 

Lockwasher for 58X326 Nut 

Nut Fastening Scuff Plate to Outer Door Panel 

Screw for H20A181 Catch 

Screw Fastening Unit Condenser to Back of Outer Case 
Washer for H20A60 Screw 

Cap Screw Fastening Front Cross Piece to Side of Base 
Washer for 69X893 Screw or Steel Washer under Scuff Plate 
Nut for H20A22, 106775, 261646 or 279364 Screws 
Cap Screw Fastening Base to Outer Case or Unit to Base 
Cap Screw Fastening Back Cross Piece to Side of Base 
Connector for Leads 
Nameplate Clip 


t Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Revised Jan. 1938 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


B-8-38A, B-8-38B—Cabinet Parts 



H13A156 


-NP66086B 

-H3A101 

(H6A102 

\H7A119 

-H15A43 

-H15A42 

-H15A46 

-H15A47 

-H13A149 

-H15A41 

-11X339 

-H30A47 

-H6A101 


/H27A55 

\H27A56 


H28A33 


AlRllOf 

A21R57 

A21R58 

A21R59 

A21R60 

H3A101 

H4A35 

H5A190 

H5A191 

H6A101 

H6A102 

H6A103 

H7A107 

H7A119 

H7A12P 

H9A25 

H9A26 

H10A96 

H10A97 

H10A98 

H10A101 

H10A102 

H10A124 

H10A125 

H11A20 

H11A47 

H11A49 

H11A59 


H11A90 

H11A91 

H11A92 

H11A93 

H11A96 

H11A97 

H11A98 

H11A99 

H11A100 

H11A106 

H11A135 

H12A2 

H12X2 


H13A148 

H13A149 

H13A150 

H13A156 

H13A181 

H14A19 

H14A20 

H15A41 

H15A42 


Accessories 
Utility Basket 

Wire Basket less Front Panel and Handle 
Partition for Utility Basket 
Front Panel for Utility Basket 
Inner Liner with Shelf Supports 
Cabinet Cover 
Cabinet Insulation (Set) 

Insulation between Inner Liner Cover and Cabinet Cover 
Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Bottom) 

Door Jamb Strip (Vertical, Hinge Side) 

Door Jamb Strip (Top) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Outer Door Panel and Hinge 
Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner or Spring to Refrigerating Machine Compartment Door 
Tapping Strip for Outer Case and Condenser or for Back Clip for 
Cabinet Cover 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 

Tapping Strip for Outer Case (Top) 

Tapping Strip for Inner Liner and Slotted Shelf Support 
Screw Fastening H17 A89 or H17A90 Shelf Supports to Inner Liner 
Screw for Door Strip, Door Jamb Strip, Light Switch or Inner 
liner Cover 

Gasket between Latch Case and Outer Door Panel 
Seal for Latch Handle 
Rubber Door Gasket 
Gasket for Cabinet Cover 

Fiber Gasket between Light Switch and Door Jamb Strip 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate and Clip for Latch Handle 


H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A95 

H17A96 

H17A97 

H17A98 

H17A102 

H17A105 

K17A111 

H17A122 

H17A141 

H17A142 

H17A143 

Hi 8 A3 

H18A18 

H18A22 

H18A92 

H19A26 

H19A27 

H20A4 

H20A6 

H20A47 

H20A49 

H20A60 

H20A62 

H20A74 

H20A86 

H20A110 

H20A117 

H20A118 

H20A159 

H20A161 

H20A170 

H20A174 

H20A181 

H20A239 

H20A240 

H20A241 

H20A242 

H20A243 

H20A248 

H20A249 

H20A250 

H20A251 

H20A253 

H20A256J 

H20A257 

H20A282J 

H22A26 

H22A33 

H27A55 

H27A56 

H28A33 

H30A34 

H30A44 

H30A45 

H30A46 

H30A47 

106775 

160980 

165736 

177811 

179789 

261646 


11X339 

20X536 

46X784 

58X310 

58X324 

58X325 

58X326 

58X350 

69X893 

78X81 

80X132 

GE3014 

1GA21H3 

NP66086B 


Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Pane 

Latch Handle without Escutcheon 

Escutcheon for Latch Handle 

Hinge with End Covers 

Center Cover for Hinge 

Shelf Support (Straight), or Nut for 46X784 Skirt Screw (\4" long) 
Shelf Support (Headed) 

Shelf Support (Double Slot, H" thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, if" thick) 

Shelf Support (Double Slot, %" thick) 

Shelf with Stop (First or Second from Bottom) 

Stop for Shelf 

Fiber Washer for Double Slot Shelf Support 
Shelf Support (Straight, %” long) 

Shelf with Stop (Upper) 

Shelf (Top, Small) 

Removable Half Shelf 

Washer for H17A90 Shelf Support (H" O.D.) 

Washer for 106775 Screw (%'' O.D.) 

Washer for 106775 or 261646 Screws (14'' O.D.) 

Rivet for H11A20 or H11A47 Tapping Strips 
Lamp Guard 

Bushing for Light Receptacle 

Rivet for H11A90, H11A91, H11A92, H11A93, H11A98, H11A99, 
H11A100, or H11A106 Tapping Strips 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A181 Catch 

Screw for H20A170 Clip, Tube Seal, H20A239 Catch, or H20A282 
Bracket 

Screw Fastening H20A243 Spacer to Bottom of Condenser 
Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner (%" O.D.) 

Screw for H20A161 Clip ^ 

Rubber Plug for Inner Liner Cover 
Lock washer for Latch Handle Nut 
Rivet for H11A59 Tapping Strip 

Screw Fastening H17A95, H17A96, H17A97 or H17A98 Shelf 
Supports to Inner Liner 
Clip for Cabinet Cover (Front) 

Clip for Cabinet Cover (Back) 

Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

Catch for Refrigerating Machine Compartment Door 
Catch for Refrigerating Machine Compartment Door Spring 
Washer for H20A181 Catch O/f" O.D.) 

Spring for Refrigerating Machine Compartment Door 
Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

Rubber Spacer for Bottom of Condenser 

Rubber Bumper for Shelf 

Rubber Button for H20A257 Support 

Washer between Front Panel and Pan for Vegetable Drawer 
(1" O.D.) 

Rubber Washer between Scuff Plate Clip and Door (14” O.D.) 
Rubber Spacer for H17A90 Shelf Support 
Bracket for Separator Release (Early production Cabinets) 
Support for Shelf and Drawer 

Bracket for Separator Release (Late production Cabinets) 
Insulation for Refrigerating Machine Compartment Door 
Insulation for Refrigerating Machine Compartment Side 
Base (B-8-38A Cabinet) 

Base (B-8-38B Cabinet) 

Skirt for Base 

Handle for Utility Basket and Drawer 

Vegetable Drawer 

Pan for Vegetable Drawer 

Front Panel for Vegetable Drawer 

Cover for Vegetable Drawer 

Screw Fastening Condenser to Base (B-8-38A Cabinet) 

Washer for 20X536 Screw (%" O.D.) 

Washer for 69X893, H20A174 Screws, or for Handle of Utility 
Basket (%" O.D ) 

Nut for 106775 or 261646 Screws 

Fiber Washer for 58X350 or H12X2 Screws (H" O.D.) 

Screw Fastening Unit to Base for the B-8-38A or B Cabinet Back 
Angle Bracket to Side of Base, or Condenser to Base for 
B-8-38B Cabinet 

Screw for H14A19 Strike, H14A20 Strike Case, H15A43 Latch 
Case or Fastening Front Panel to Utility Basket 
Screw Fastening Cabinet to Base 
Screw Fastening Skirt to Base 
Lock washer for 11X339 Strike Screw 
Lock washer for H20A159 Screw 
Lock washer for 58X326 Nut 

Nut Fastening Scuff Plate Clip to Outer Door Panel 
Screw Fastening Front Panel of Vegetable Drawer or Handle of 
Utility Basket 

Screw Fastening Unit Condenser to Back of Outer Case or H20A170 
Clip to Cabinet 
Light Receptacle 

Washer for H20A62 Screw 04" O.D.) 

Connector for Leads 

Momentary Contact Switch with 8" Leads 
Nameplate Clip 


t Refer to Accessories Section for parts included. 

% H20A282 is fastened to the liner with a screw while H20A256 is clamped between liner and liner cover. These parts are not interchangeable. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-8-37A—Cabinet Parts 


H9A29- 

H10A102- 
H12X2 - 
H Key¬ 
ing A25- 
H13A150- 


H13A156 


-NP66086B 



AlR80f Accessories 

H2A71 Outer Case (Right-Hand Cabinet) 

H2A72 Outer Case (Left-Hand Cabinet) 

H3A78 Inner Liner with Shelf Supports 
H4A41 Cabinet Cover 

H5A150 Insulation between Inner Liner Cover and Top Cover 
H5A167 Cabinet Insulation (Set) 

H6A143 Refrigerating Machine Compartment Door 
H6A144 Door Complete (Right-Hand Cabinet) 

H6A145 Door Complete (Left-Hand Cabinet) 

H7A107 Inner Door Panel 

H7A15I Outer Door Panel (Right-Hand Cabinet) 

H7A152 Outer Door Panel (Left-Hand Cabinet) 

H9A25 Door Corner 

H9A29 Door Jamb Corner 

H10A96 Door Strip (Vertical, Hinge Side) 

H10A97 Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
H10A98 Door Strip (Horizontal) 

H10A99 Door Jamb Strip (Vertical, Hinge Side, Right-Hand Cabinet) 
H10A100 Door Jamb Strip (Vertical, Hinge Side, Left-Hand Cabinet) 
H10A101 Door Jamb Strip (Vertical, Latch Side) 

H10A102 Door Jamb Strip (Horizontal) 

H11A20 Tapping Strip for Outer Case and Hinge 
H11A47 Tapping Strip for Door and Hinge 

H11A49 Tapping Strip for Screw Fastening Inner Liner Cover to Inner Liner 
H11A59 Tapping Strip for Outer Case and Condenser 
H11A90 Tapping Strip for Outer Case (Bottom) 

H11A9I Tapping Strip for Outer Case (Vertical) 

H11A92 Tapping Strip for Inner Liner (Horizontal) 

H11A93 Tapping Strip for Inner Liner (Vertical) 

H11A94 Tapping Strip for Shelf Support without Screw 
H11A95 Tapping Strip for Shelf Support with Screw for H17A90 Shelf 
Support 

H11A96 Tapping Strip for Inner Door Panel (Vertical) 

H11A97 Tapping Strip for Inner Door Panel (Horizontal) 

H11A98 Tapping Strip for Outer Door Panel (Vertical, Latch Side) 

H11A99 Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 

H11A100 Tapping Strip for Outer Door Panel (Horizontal) 

H11A106 Tapping Strip for Outer Case (Top) 

H12A2 Screw Fastening Straight or Headed Shelf Support to Inner Liner 

HI2X2 Screw for Door Strip, Door Jamb Strip or Inner Liner Cover 

H13A83 Gasket between H11A47 and Outer Door Panel 

H13A142 Rubber Bushing for Light Receptacle 

H13A148 Gasket between Latch Case ana Outer Door Panel 

H13A149 Seal for Latch Handle 

H13A152 Gasket for H20A161 Clip 

H13A156 Gasket for Cabinet Cover 

H13A164 Gasket between H11A59 and Back of Outer Case 
H13A165 Gasket between H20A162 and Outer Case 
H13A166 Gasket for Tube Seal long) 

H13A167 Gasket for Tube Seal (2long) 


H13AI76 

H13A179 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 

H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A91 

H17A92 

H17A93 

H17A94 

H17A95 

H17A96 

H17A97 

H17A98 

H17A102 

H17A103 

H17A104 

H17A105 

H17A110 

H17A111 

H18A3 

H18A18 

H18A22 

H18A43 

H18A54 

H18A92 


H18A133 

H18A134 

H18A135 

H19A5 

H19A6 

H19A15 

H19A18 

H19A2I 

H20A4 

H20A6 

H20A22 

H20A47 

H20A56 


H20A60 

H20A74 

H20A75 


H20A86 

H20A110 

H20A117 

H20A118 

H20A155 

H20A159 

H20A161 

H20A162 

H20A165 


H20A166 


H20A168 

H20A181 

H20A182 

H20A230 

H20A235 

H22A24 

H22A26 

H27A36 

H28A27 

165736 

177811 

261646 

279364 

11X339 

12X732 

30X562 

46X784 

49X972 

58X310 

58X324 

58X325 

58X326 

58X337 

69X893 

80X132 

80X178 

GE3014 

NP66086B 


Rubber Door Gasket 

Rubber Gasket for H18A134 or H18A135 Trim 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Hate for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 
Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Ldtch Handle to Outer Door Panel 

Latch Handle without Escutcheon Hate 

Escutcheon Plate for Latch Handle 

Hinge with End Covers 

Cover for Hinge 

Shelf Support (Straight), or Nut for 46X784 Screw 
Shelf Support (Headed) 

Shelf Support (Single Slot, H" thick) 

Shelf Support (Single Slot, thick) 

Shelf Support (Single Slot, if" thick) 

Shelf Support (Single Slot, thick) 

Shelf Support (Double Slot, ti” thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, thick) 

Shelf (First, Second or Third from Bottom) 

Shelf (Top, large) 

Shelf (Top, small) 

Stop for Shelf 

Fiber Washer for Single Slot Shelf Support 
Fiber Washer for Double Slot Shelf Support 
Washer for H12A2 Screw 

Washer for H20A22, 80X178 or 279364 (%” O.D.) Screws 
Washer for 106775 or 261646 Screws O.D.) 

Fiber Washer for H20A22, 279364 or 261646 Screws 
Momentary Contact Switch (Short Leads) 

Rivet Fastening H11A20 to Outer Case or H11A47 to Outer 
Door Panel 

Door Jamb Corner Trim 

Trim for Upper Right-Hand Corner of Outer Case (Front) 

Trim for Upper Left-Hand Corner of Outer Case (Front) 

Lamp Guard 

Retaming Spring for Momentary Contact Switch 
Light Receptacle with Porcelain Bushing (Short Leads) 
Lockwasher for Momentary Contact Switch 
Nut Fastening Momentary Contact Switch to Door Jamb Strip 
Rivet Fastening Tapping Strip to Outer Door Panel, Outer Case 
or Inner Liner 
Screw for Nameplate Clip 

Cap Screw Fastening Condenser to Back Cross Piece 
Screw for Hinge 

Gasket between Hinge and Outer Case or between Hinge and 
Outer Door Panel 
Screw for H20A162 Clip 

Fiber Washer for Screw Fastening Inner Liner Cover to Inner Liner 
Rubber Washer for Screw Fastening Inner Liner Cover to Inner 
Liner 

Screw for H20A161 Clip 

Rubber Plug for Inner Liner Cover 

Lockwasher for Latch Handle Nut 

Rivet Fastening H11A59 to Back of Outer Case 

Ice Tray Lifter Hook 

Screw Fastening Slotted Shelf Support to Tapping Strip 
Clip for Top Cover (Front) 

Clip for Top Cover (Back) 

Spring Catch for Refrigerating Machine Compartment Door 
(Left-Hand Side) 

Spring Catch for Refrigerating Machine Compartment Door 
(Right-Hand Side) 

Washer for H18A134 or H18A135 Trim 

Catch for Refrigerating Machine Compartment Door 

Rubber Spacer for Refrigerating Machine Compartment Door 

Washer under Scuff Plate or Nameplate 

Fiber Shim between Hinge and Cabinet 

Insulation for Refrigerating Machine Compartment Side 

Insula Lion for Refrigerating Machine Compartment Door 

Base 

Skirt for Base 

Steel Washer under Scuff Plate, or for 69X893 Screw 

Nut for H20A22, 80X178, 279364, 106775 or 261646 Screws 

Cap Screw Fastening Base to Outer Case or Unit to Base 

Cap Screw Fastening Back Cross Piece to Side of Base 

Screw Fastening Latch Case to Door Strip, or Screw for Strike 

Lockwasher for 177811 Nut 

Lockwasher for 46X784 Screw 

Screw Fastening Skirt to Base 

Porcelain Bushing for Light Receptacle 

Lockwasher for 11X339 Strike Screw 

Lockwasher for H20A159 Screw 

Lockwasher for 58X326 Nut 

Nut Fastening Scuff Plate to Outer Door Panel 

Screw for H20A181 Catch 

Screw Fastening Unit Condenser to Back of Outer Case 
Washer for H20A60 Screw 

Cap Screw Fastening Front Cross Piece to Side of Base 
Connector for Leads 
Nameplate Clip 


f Refer to Accessories Section for parts included. 


Always Give Catalog Number 


Revised Jan. 1938 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


PB-8-38A, PB-8-38B—Cabinet Parts 


H13A156 



H9A25 

H13A176. 

AlRllOf 

A21R57 

A21R58 

A21RS9 

A21R60 

H2A81 

H2A82 

H3A101 

H4A41 

H5A191 

H5A192 

H6A143 

H6A144 

H6A145 

H7A107 

H7A151 

H7A152 

H9A25 

H9A29 

H10A96 

H10A97 

H10A98 

H10A101 

H10A102 

H10A124 

H10A125 

H11A20 

H11A47 

H11A49 

H11A59 

H11A90 

H11A91 

H11A92 

H11A93 

H11A96 

H11A97 

H11A98 

H11A99 

H11A100 

H11A106 

H11A135 

H12A2 

H12X2 

H13A83 

H13A148 

H13A149 

H13A156 

H13A164 

H13A166 

H13A176 

H13A179 

H13A181 

H13A183 

H14A19 

H14A20 

H15A41 

H15A42 

H15A43 


H28A34 


Accessories 
Utility Basket 

Wire Basket leas Front Panel and Handle 
Partition for Utility Basket 
Front Panel for Utility Basket 
Outer Case (Right-Hand Cabinet) 

Outer Case (Left-Hand Cabinet) 

Inner Linar with Shelf Supports 
Cabinet Cover 

Insulation between Inner Liner Cover and Cabinet Cover 
Cabinet 4naulation (Set) 

Refrigerating Machine Compartment Door 
Door Complete (Right-Hand Cabinet) 

Door Complete (Left-Hand Cabinet) 

Inner Door Panel 

Outer Door Panel (Right-Hand Cabinet) 

Outer Door Panel (Left-Hand Cabinet) 

Door Corner 

Door Jamb Corner 

Door Strip (Vertical, Hinge Side) 

Door Strip (Vertical, Latch Side, with Escutcheon for Latch Bolt) 
Door Strip (Horizontal) 

Door Jamb Strip (Vertical, Latch Side) 

Door Jamb Strip (Bottom) 

Door Jamb Strip (Vertical, Hinge Side) 

Door Jamb Strip (Top) 

Tapping Strip for Outer Case and Hinge 
Tapping Strip for Outer Door Panel and Hin^e 
Tapping Strip for Screw Fastening Inner Liner Cover to Inner 
Liner or Spring to Refrigerating Machine Compartment Door 
Tapping Strip for Outer Case and Condenser or for Back Clip for 
Cabinet Cover 

Tapping Strip for Outer Case (Bottom) 

Tapping Strip for Outer Case (Vertical) 

Tapping Strip for Inner Liner (Horizontal) 

Tapping Strip for Inner Liner (Vertical) 

Tapping Strip for Inner Door Panel (Vertical) 

Tapping Strip for Inner Door Panel (Horizontal) 

Tapping Strip for Outer Door Panel (Vertical, Latch Side) 
Tapping Strip for Outer Door Panel (Vertical, Hinge Side) 
Tapping Strip for Outer Door Panel (Horizontal) 


_^ Shelf Supports to Inner Liner 

Screw for Door Strip, Door Jamb Strip, Light Switch, Inner Liner 
Cover or Fastening Front Panel to Utility Basket 
Gasket between HI1A47 Tapping Strip and Outer Door Panel 
Gasket between Latch Case and Outer Door Panel 
Seal for Latch Handle 
Gasket for Cabinet Cover 

Gasket between H11A59 Tapping Strip and Back of Outer Case 
Gasket for Tube Seal 0-X" long) 

Rubber Door Gasket _ _ 

Rubber Gasket for H18A134 or H18A135 Trim 

Fiber Gasket between Light Switch and Door J amb Strip 

Gasket for H20A170 Clip 

Strike 

Strike Case 

Escutcheon for Door Strip and Latch Bolt 
Scuff Plate and Clip for Latch Handle 
Latch Case with Bolt, Spring, Gasket and Nut 


H15A44 

H15A45 

H15A46 

H15A47 

H16A35 

H16A36 

H17A89 

H17A90 

H17A95 

H17A96 

H17A97 

H17A98 

H17A102 

H17A105 

H17A111 

H17A122 

H17A141 

H17A142 

H17A143 

H18A3 

H18A18 

H18A22 

H18A92 

H18A134 

H1&A135 

H18A136 

H19A26 

H19A27 

H20A4 

H20A6 

H20A47 

H20A49 

H20A56 

H20A60 

H20A62 

H20A74 

H20A86 

H20A110 

H20A117 

H20A118 

H20A159 

H20A161 

H20A168 

H20A169 

H20A170 

H20A174 

H20A181 

H20A239 

H20A240 

H20A241 

H20A242 

H20A243 

H20A248 

H20A249 

H20A250 

H20A25I 

H20A253 

H20A254 

H20A255 

H20A256t 

H20A257 

H20A282t 

H22A26 

H27A58 

H27A59 

H28A34 

H30A34 

H30A44 

H30A45 

H30A46 

H30A47 

106775 

160980 

165736 

177811 

179789 

261646 


11X339 

46X784 

58X310 

58X324 

58X325 

58X326 

58X350 

69X893 

71X571 

78X81 

80X132 

GE3014 

1GA21H3 

NP66086B 


Spring for Latch Case and Bolt 

Nut Fastening Latch Case and Latch Handle to Outer Door Panel 

Latch Handle without Escutcheon 

Escutcheon for Latch Handle 

Hinge with End Covers 

Center Cover for Hinge 

Shelf Support (Straight), or Nut for 46X784 Skirt Screw (X" long) 
Shelf Support (Headed) 

Shelf Support (Double Slot, thick) 

Shelf Support (Double Slot, %" thick) 

Shelf Support (Double Slot, ft thick) 

Shelf Support (Double Slot, >4" thick) 

Shelf with Stop (First or Second from Bottom) 

Stop for Shelf 

Fiber Washer for Double Slot Shelf Support 
Shelf Support (Straight, X" long) 

Shelf with Stop (Upper) 

Shelf (Top, Small) 

Removable Half Shelf 

Washer for H17A90 Shelf Support (M" O.D.) 

Washer for 106775 Screw (W r O.D.) 

Washer for 106775 or 26164 6 ScrewB (W' O.D.) 

Rivet for H11A20 or H11A47 Tapping Strips 

Trim for Upper Right-Hand Corner of Outer Case (Front) 

Trim for Upper Left-Hand Corner of Outer Case (Front) 

Dow Jamb Corner Trim 
Lamp Guard 

Bushing for Light Receptacle 

RivetfSr H11A90, H11A91, H11A92, H11A93, H11A98, H11A99, 
H11A100 or H11A106 Tapping Strips 
Screw for Nameplate Clip 
Screw for Hinge 
Screw for H20A181 Catch 

Gasket between Hinge and Outer Case or between Hinge and 
Outer Door Panel 

Screw for H20A170 Clip, Tube Seal, H20A239 Catch or H20A282 
Bracket 

Screw Fastening H20A243 Spacer to Bottom of Condenser 
Fiber Washer for H12X2 Screw Fastening Inner Liner Cover to 
Inner Liner (%" O.D.) 

Screw for H20A161 Clip 
Rubber Hug for Inner Liner Cover 
Lock washer for Latch Handle Nut 
Rivet for H11A59 Tapping Strip 

Screw Fastening H17A95, H17A96, H17A97 or H17A98 Shelf 
Supports to Inner liner 
Clip for Cabinet Cover (Front) 

Washer for H18A134 or H18A135 Trim (H" O.D.) 

Fiber Washer for 106775 Screw (ft" O.D.) 

Clip for Cabinet Cover (Back) 

Screw Fastening Spring to Refrigerating Machine Compartment 
Door 

Catch for Refrigerating Machine Compartment Door 
Catch for Refrigerating Machine Compartment Door Spring 
Washer for H20A18lCatch Of” O.D.) 

Spring for Refrigerating Machine Compartment Door 
Rubber Button Spacer for Refrigerating Machine Compartment 
Door 

Rubber Spacer for Bottom of Condenser 

Rubber Bumper for Shelf 

Rubber Button for H20A257 Support 

Washer between Front Panel and Pan for Vegetable Drawer 
(1" O.D.) 

Rubber Washer between Scuff Hate Clip and Door (X" O.D.) 
Rubber Spacer for H17A90 Shelf Support 
Rubber Pad between Base and Cabinet 
Fiber Washer for 71X571 Screw (X" O.D.) 

Bracket for Separator Release (Early production Cabinets) 
Support for Shelf and Drawer 

Bracket for Separator Release (Late production Cabinets) 
Insulation for Refrigerating ’ " 

Base (PB-8-38A Cabinet) 

Base (PB-8-38B Cabinet) 

Skirt for Base 
Handle for Utility Basket and Drawer 
Vegetable Drawer 
Pan for Vegetable Drawer 
Front Panel for Vegetable Drawer 
Cover for Vegetable Drawer 

Screw Fastening Condenser to Base (PB-8-38A Cabinet) 

Washer for 71X571 Screw (X" O.D.) 

Washer for 69X893, H20A174 Screws or for Handle of Utility 
Basket (X" O.D.) 

Nut for 106775 or 261646 Screws 

Fiber Washer for 58X350 or Hi2X2 Screws (H" O.D.) 

Screw Fastening Unit to Base for the PB-8-38A or B Cabinet, 
Back Angle Bracket to Side of Base, or Condenser to Base 
for PB-8-38B Cabinet 

Screw for H14A19 Strike, H14A20 Strike Case or H15A43 Latch Case 

Screw Fastening Skirt to Base 

Lock washer for 11X339 Strike Screw 

Lockwasher for H20A159 Screw 

Lock washer for 58X326 Nut 

Nut Fastening Scuff Plate Clip to Outer Door Panel or H18A134 
and H18A135 Trim to Outer Case 
Screw Fastening Front Panel of Vegetable Drawer or Handle of 
Utility Basket 

Screw Fastening Unit Condenser to Back of Outer Case or H20A170 
Clip to Cabinet 

Screw Fastening Cabinet to Base 
Light Receptacle 

Washer for H20A62 Screw (X" O.D.) 

Connector for Leads 
Momentary Contact Switch with 8" 

Nameplate Clip 


Machine Compartment Door 


f Refer to Accessories Section for parts included. 

t H20A282 is fastened to liner with a screw while H20A256 is clamped between liner and liner cover. These parts are not interchangeable. 
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GENERAL ELECTRIC COMPANY 


A PPL I A NCE AND MERCHANDISE DEPARTMENT 


B8-39A, PB8-39A - Cabinet Parts 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-28C UNIT 


FOR ACCESSORIES REFER TO ACCESSORIES SECTION 



Ref. 

Catalog 

; Humber 

Home of Part 

Ho. 

B8-39A 

PB8-39A 

1 

H4A54 

H4A55 

TOP COVER FOR CABINET 

2 

HI3AI56 

HI3AI56 

Gasket for top cover 


H20AI6I 

H20AI6I 

Cl ip for top cover, front 


H20AI70 

H20AI70 

Clip for top cover, back 


- 

HI3AI83 

Gasket for Cat. H20AI70 


H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 


H20A60 

H20A60 

Screw fastening Cat. H20AI70 to top cover, or for 
refrigerant line sealing plate (No. 8) 


- 

HI3AI66 

Gasket for refrigerant line sealing plate 

3 

- 

H2AI0I 

OUTER CASE (RIGHT-HAND CABINET) 


- 

H2AI02 

OUTER CASE (LEFT-HAND CABINET) 


_ 

HI8AI34 

Trim for upper RH corner of outer case, front 

4 

_ 

HI8AI35 

Trim for upper LH corner of outer case, front 


_ 

58X326 

Nut fastening Cat. Hf8AI34 or HI8AI35 



H20AI68 

Washer for Cat. HI8AI34 or HI8AI35 


_ 

HI3AI79 

Rubber gasket for Cat. HI8AI34 or HI8AI35 


69X893 

69X893 

Screw fastening condenser to outer case, or Cat. 
H20AI70 to cabinet (No. 10) 


H20A243 

H20A243 

Rubber spacer for back of condenser 


H20A62 

H20A62 

Screw for Cat. H20A283 (No. 8) 


80X132 

80X132 

Washer for Cat. H20A62 

5 

H27A96 

H27A96 

BASE WITH SCREWS FOR CONDENSER 


106775 

106775 

Cap screw fastening condenser to base 


177811 

17781 1 

Nut for Cat. 106775 


H ISA 18 

HI8AI8 

Washer for Cat. 106775 (5/8 in. C.D.) 


HI8A22 

HI8A22 

Washer for Cat. 106775 (7/8 in. O.D.) 


_ 

H20A254 

Rubber pad between base and cabinet 


20X529 

20X536 

Cap screw fastening outer case to base (1/4 in.-20) 


160980 

I6098C 

Washer for Cat. 20X529 or 20X536 



H20A255 

Fiber washer for Cat. 20X529 


26 1646 

261646 

Cap screw fastening refrigerating machine to base 
(5/16 in.-18) 


1778 II 

177811 

Nut for Cat. 261646 


, HI8A22 

HI8A22 

Washer for screw Cat. 261646 

6 

H27A97 

H27A97 

Grille for base 


65X229 

65X229 

Cap screw fastening grille to base (1/4 in.-20) 


59X241 

59X241 

Wing nut for Cat. 65X229 

7 

H7A237 

H7A24I 

LOWER DOOR PANEL 

8 


HI8AI52 

Trim with clips for lower door panel 


- 

H20A358 

Cl ip for Cat. HIPAI52 

9 

H20A241 

H2CA24I 

Spring clip for lower door panel 


*H20AI74 

*H20A174 

Screw for Cat. H2CA24I (10-30) 


1 165736 

165736 

Washer for Cat. H2CAI74 


H20A242 

H20A242 

Rubber button spacer for lower door panel 

10 

H20A18I 

H20A18I 

Support for lower door panel 


H20A49 

H2CA49 

Screw for Cat. H2CAI8I (No. 8) 


H20A240 

H2CA240 

Washer for Cat. H2CA49 

II 

H20A239 

H20A239 

Catch for spring clip Cat. H20A24I 


H20A60 

H20A6C 

Screw for Cat. H20A239 (No. 8) 

12 


- 

DOOR FOR CABINET 


* Refer to Accessories Section for Parts Included. 


* Later Production Cabinets used Cat. IC5II3 Screw (10-32) with Cat. 200384 Nut. 
t Later Production Cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Nut and 


Ref. 

1 Catalog Humber 

Hame of Part 

Ho. 

B8-39A \ 

PB8-39A 

12 

H7A238 

H7A242 

Outer door panel fright-hand cabinet) 


H7A239 

H7A243 

Outer door panel (left-hand cabinet) 

13 

HI3AI50 

H13AI50 

Door gasket 


H10A96 

HI0A96 

Door strip, hinge side 


HI0A98 

HI0A98 

Door strip, top or bottom 

14 

H10AI44 

HI0AI44 

Door strip, latch side, with escutcheon for 
latch bolt 

15 

H I5A4I 

HI5A4I 

Escutcheon for latch bolt 

! 6 

H 12X2 

H 12X2 

Screw for door 9trip (10-30) 

17 

H9A25 

H9A25 

Door corner 


H7A240 

H7A240 

Inner door panel 

18 

H I5A63 

HI5A63 

Latch with gasket and nut 

19 

H 15A64 

HI5A64 

Spring for latch 

20 

HI5A65 

HI5A65 

Nut for latch and handle 

21 

HI5A66 

HI5A66 

Gasket between latch and outer door panel 

22 

1 1X339 

11X339 

Screw fastening latch to door strip (10-30) 

23 

H I6A55 

HI6A55 

Hinge, without cover, Upper RH or Lower LH 

24 

HI6A56 

H16A56 

Hinge, without cover, Lower RH or Upper LH 


HI6A59 

HI6A59 

Space tube between hinges 

24.1 

H I6A52 

HI6A52 

Cover for hinge 


- 

HI3AI97 

Gasket between hinge and outer door panel 


1286 19 

1286 19 

Screw fastening hinge to outer door panel (10-32) 

25 

H I5A67 

HI5A67 

Scuff plate for latch handle 


H20A6 

H20A6 

Screw for thermometer, nameplate clip or scuff 
plate (4-48) 


58X276 

58X276 

Screw fastening latch handle to outer door 
panel (No. 8) 

26 

H I5A68 

HI5A68 

Latch handle without escutcheon 

27 

H I5A69 

HI5A69 

Escutcheon for latch handle 

28 

HI3AI95 

HI3AI95 

Gasket between latch handle and outer door panel 

28.1 

NP74779A 

NP74779A 

Nameplate 

28. 1 

NP74779B 

NP74779B 

Cl ip for nameplate 


167651 

167651 

Screw fastening hinge to cabinet (12-28) 


- 

HI3AI96 

Gasket between hinge and cabinet 

29 i 

HI4AI9 

HI4AI9 

Strike for latch bolt 

30 i 

HI4A20 

HI4A20 

Str ike case 


1 1X339 

1 1X339 

Screw for strike (10-30) 


58X310 

58X310 

Lockwasher for Cat. 11X339 

31 

1GA2IH3 

IGA21H3 

Door switch with 8 inch leads 


HI3A18I 

HI3AI8! 

Gasket for Cat. 1GA2IH3 


H 12X2 

H 12X2 

Screw for Cat. IGA2IH3 (10-30) 

32 

HI0AI0I 

HI0AI0I ' 

Door jamb strip, latch side 

33 

HI0AI02 

HI0AI02 

Door jamb strip., bottom 

34 

HI0AI25 

HI0AI25 

Door jamb strip, top 


HI0AI24 

HI0AI24 

Door jamb strip, hinge side 

35 

H 12X2 

HI 2X2 

Screw for door jamb strip (10-30) 

36 

H9A26 

H9A26 

Door jamb corner 

37 

- 

HI 1136 

Door jamb corner trim 

38 

H3AI20 

H3AI20 

INNER LINER WITH SHELF SUPPORTS 

39 

HI7AI22 

HI7AI22 

Shelf support, straight, black (3/4 in. long) 

40 

HI7A90 

HI7A9C 

Shelf support, headed (1/2 in. long) 


H20A253 

H20A253 

Spacer for Cat. HI7A90 

41 

H I7AI94 

HI7AI94 

Shelf support, headed, white (1/2 in. long) 


H18A3 

HI8A3 

Washer for Cat. HI7AI94 

42 

HI7A195 

HI7AI95 1 

Shelf support, straight, white (3/4 in. long) 


HI2A2 

HI2A2 

Screw for Cat. HI7AI22, HI7A90, HI7AI94 or 

HI7AI95 (1/4 in.-20) 

43 

HI7AI97 

H17AI97 

Shelf support, double slot 

44 

H20A389 

H20A389 

Shin for Cat. HI7AI97 (.031 in. thick) 

44 

H20A390 

H20A390 

Shin for Cat. HI7AI97 (.0625 in. thick) 


H20AI59 

H20AI59 

Screw for Cat. HI7A197 (10-30) 


58X364 

58X364 

Lockwasher for Cat. H20AI59 


H2CAI 10 

H20AI10 

Rubber plug for inner liner cover 


|H 12X2 

fH 12X2 

Screw fastening inner liner cover to inner liner 


f H20A74 

IH20A74 

Washer (fiber) for Cat. H 12X2 


fH20A75 

tH 20A75 

Washer (rubber) for Cat. HI2X2 

45 

H20A282 

H20A282 

Bracket for ice tray separator release 


H20A60 

H20A60 

Screw for Cat. H20A282 (No. 8) 


HI7A209 

HI7A209 

Shelf, small, side of evaporator 

46 

H I7A2I0 

HI7A2I0 

Sliding shelf with stops, top, large 


HI8AI56 

HI8AI56 

Trim for Shelf SIide 

47 

HI7A21I 

HI7A2M 

Sliding shelf with stops, middle or bottom, large 


HI7A202 

HI7A202 

Shelf stop 

49 

HI7A2 13 

HI7A2I3 

Shelf, small, over utility basket 

50 

H20A248 

H20A248 

Bumper for shelf 

51 

H30A83 

H30A87 

VEGETABLE DRAWER WITH COVER 

51 

H30A86 

H30A88 

Front panel for vegetable drawer 

52 

H30A84 

H30A84 

Cover for vegetable drawer 


H30A85 

H30A85 

Pan for vegetable drawer 


H30A66 

H30A70 

Handle for vegetable drawer 


H30A67 

H30A67 

Spacer between pan and front panel 


H2CA34I 

H20A34I 

Screw fastening front panel and handle to pan 


205128 

205128 

Nut for Cat. H20A34! 


179789 

179789 

Washer for Cat. H20A34I 

53 

A2IRI23 

A2IRI25 

UTILITY BASKET 


A2IRI24 

A2IRI24 

Utility basket without handle and front panel 

53 

H30A86 

H30A88 

Front panel for utility basket 


A2IR84 

A2IR94 

Handle for utility basket 


H30A67 

H30A67 

Spacer between front panel and utility basket 


H20A341 

H20A34I 

Screw fastening front panel and handle to utili¬ 
ty basket (10-30) 


205128 

205128 

Nut for Cat. H20A34I 


H20A364 

H20A364 

Support for vegetable drawer and utility basket 


HI7AI25 

H17 A125 

Rubber bumper for Cat. H20A364 


78X435 

78X435 

Lamp receptacle 


H20A60 

H20A60 

Screw for Cat. 78XN35 (No. 8) 


GE30I4 

GE30I4 

Connector for wire 


H5X20 

H5X20 

Cabinet Insulation (Kimsui, 18' roll) 


A JR 134 

AIR 135 

^Accessories 


Cat. H20A380 Washer. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


G-75 — Cabinet Parts 



11X12 Leg 

11X266 Rubber Door Gasket (4 Pieces) 

11X271 Door Strip (Horizontal) 

11X272 Door Strip (Vertical) 

11X277 Door Jamb Strip (Horizontal) 

11X278 Door Jamb Strip (Vertical) 

11X281 Door Corner 
11X284 Door Jamb Corner 
11X287 Complete Door 
11X288 Top Cover 
11X294 Inner Liner 
11X308 Outer Door Panel 
11X309 Inner Door Panel 
11X338 Hardware Screw 
11X339 Door Strip Screw 
11X340 Nameplate Screw 
11X518 Hinge 
11X520 Latch 
11X521 Strike (Right Hand) 

11X522 . Strike (Left Hand) 

11X613 Adjustable Shelf 
11X813 Insulation (Set) 

H5A33 Insulation for Top of Cabinet 
H17A14 Special (Top) Shelf for DRB-31B (replacing 
Straight) 

H17A15 Special (Top) Shelf for DRB-31B (replacing Offset) 
H17A64 Special Top Shelf (Straight, Offset on End) 


Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 

SS-82 and S-85—Cabinet Parts 




HX284- 

11X714- 

11X278- 

11X614 

11X724 

IIX725J 

11X700 


11X699 


11X277 



-11X288 

■11X271 

-11X727 

-11X281 

11X272 

-11X308 


411X722 

111X723 

-11X266 



11X12 

11X266 

11X271 

11X272 

11X277 

11X278 

11X281 

11X284 

11X287 

11X288 

11X308 

11X309 

11X614 

11X699 

11X700 

11X714 

11X722 

11X723 

11X724 

11X725 

11X727 

11X785 

11X788 

11X816 

H5A33 

H17A13 

H17X95 

H17X96 


Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 

Always Give Catalog Number 


Leg 

Rubber Door Gasket (4 Pieces) 
Door Strip (Horizontal) 

Door Strip (Vertical) 

Door Jamb Strip (Horizontal) 
Door Jamb Strip (Vertical) 

Door Comer 
Door Jamb Corner 
Complete Door 
Top Cover 
Outer Door Panel 
Inner Door Panel 
Straight Adjustable Shelf 
Sliding Shelf Only 
Frame for Sliding Shelf 
Inner Liner 
Latch (Right Hand) 

Latch (Left Hand) 

Strike (Right Hand) 

Strike (Left Hand) 

Hinge 

Door Strip Screw 
Hardware Screw 
Insulation (Set) 

Insulation for Top of Cabinet 
Shelf (Special Top for DRB-31B) 
Half Size Sliding Shelf 
Half Size Sliding Shelf Frame 
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Name of Part 

PS-8 

P-85E 

Front Panel (Right Hand). 

PS8-11 

H8A24 


PS8-11 

H8A25 

Side Panel (Plight). 

PS8-12 

H8A26 

Side Panel (Left). 

PS8-45 

H8A27 

Top Panel Complete. 

PS8-13 

H8A28 

Outer Door Panel. 

PS8-16 

H7A2 

Inner Door Panel. 

PS 8-17 

11X309 

Shelf (Straight Adjustable). 

H17X125 

11X614 


PS8-20 

11X900 

Metal Stile (Right Front). 

PS8-21 

H9A4 

Metal Stile (Left Front). 

PS8-40 

H9A5 

Metal Stile (Right Rear). 

PS8-41 

H9A5 

Metal Stile (Left Rear). 

PS8-42 

H9A4 


PS8-15 

11X714 


H17X126 

11X699 

Sliding Shelf Frame. 

H17X127 

11X700 

Metal Trim (Right Top). 

PS8-22 

H9A3 

Metal Trim (Top Rear). 

PS8-23 

H9A2 


PS8-43 

H9A3 

Metal Trim (Top Front). 

PS 8-44 

H9A2 


PS 8-24 

H6A2 

Shell Lugs. 

PS8-39 

Door Corner. 

PS8-46 

11X281 

Door Jamb Comer. 

PS8-47 

11X284 

Lag. 

*11X13 

H1A1 

Door Jamb Strip (Horizontal). 

Door Jamb Strip (Vertical). 

11X571 

11X572 

11X277 

11X278 


11X573 

11X271 

Door Strip (Vertical). 

11X574 

11X272 

Door Gasket (4 Pieces). 

11X590 

11X266 

Latch (Right Hand). 

11X722 

11X722 


Name of Part 

PS-8 

P-85E 


11X723 

11X723 


11X724 

11X724 


11X725 

11X725 


11X727 

11X727 


H13A19 



11X801 

Screw for Door or Door Jamb Strip, Top 
Panel, Bottom of Front and Side Panel 


11X339 


H12A10 



H18A23 



H18A24 



11X903 



H18A25 



H18A26 


PS8-9 


PS8-10 



H18A27 



H12A11 



58X18 



H18A19 



H12A9 



H18A18 

Fiber Washer for Cap Screw. 


H18A17 

H18A29 

Top Gasket. 


H13A16 



H13A20 



H12A14 



H18A28 

Rubber Seal for Door Jamb Strip. 


H13A21 



H18A88 



H18A91 

Special Top Shelf for DRB-31B Unit. 


H17A13 


Note: PS-8 Cabinet built by Seeger; P-85E Cabinet built by General Electric Co. 

* When ordering specify as unwiped leg. 

Note: The accessories furnished depend on the unit used. Refer to the Accessories Section. 

Always Give Catalog Number 
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P83-9 Top Panel (Right or Left Piece) 

P83-10 Top Panel (Front or Rear Piece) 

P83-11 Front Panel 

P83-12 Side Panel (Right) 

P83-45 Side Panel (Left) 

P83-13 Top Panel (4 Pieces) 

P83-16 Outer Door Panel 

P83-17 Inner Door Panel 

P83-20 Metal Corner 
P83-21 Metal Stile (Right Front) 

P83-40 Metal Stile (Left Front) 

P83-41 Metal Stile (Right Rear) 

P83-42 Metal Stile (Left Rear) 

P83-22 Metal Trim (Right Top) 

P83-23 Metal Trim (Top Rear) 

P83-43 Metal Trim (Left Top) 

P83-44 Metal Trim (Top Front) 

P83-24 Complete Door 

Note: The accessories furnished depend on the unit 


P83-39 Shelf Lugs 
P83-46 Door Corner 
P83-47 Door Jamb Corner 
11X13 Leg (Unwiped) 

11X571 Door Jamb Strip (Horizontal) 
11X572 Door Jamb Strip (Vertical) 
11X573 Door Strip (Horizontal) 
11X574 Door Strip (Vertical) 

11X590 Door Gasket (4 Pieces) 
11X722 Latch (Right Hand) 

11X723 Latch (Left Hand) 

11X724 Strike (Right Hand) 

11X725 Strike (Left Hand) 

11X727 Hinge 

H17X125 Shelf (Straight Adjustable) 
H17X126 Sliding Shelf 
H17X127 Sliding Shelf Frame 

used. Refer to Accessories Section. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


T-9A—Cabinet Parts 



H8A44 
H8A47 
■ H16A9 

H7A30 

-H18A94 

H15A7 

H15A4 

-H16A10 

H12A8 


AlR31f Accessories (Cabinet) 

H1A1 Leg without Bracket (11 J<s") 

H1A8 . Leg with Bracket (11 J<s") 

H1A9 Leg with Bracket (5%") 

H3A26 Inner Liner 

H4A21 Top Panel 

H5A48 Insulation (Set) 

H6A25 Door Complete 

H7A30 Outer Door Panel 

H8A44 Top Front Panel 

H8A45 Bottom Front Panel 

H8A46 Latch Side Panel 

H8A47 Hinge Side Panel 

H9A8 Metal Trim 

H9A15 Door Jamb Corner 

H9A16 Door Corner 

H10A43 Door Strip with Escutcheon Plate (Latch Side) 
H10A44 Door Jamb Strip (Hinge Side) 

H10A45 Door Jamb Strip (Latch Side) 

H11A37 Tapping Strip for Inner Liner (Top or Bottom) 
H11A38 Tapping Strip for Inner Liner (Side) 

H11A39 Tapping Strip for Door (Inner, Side) 

H11A40 Tapping Strip for Door (Inner, Top or Bottom) 
H11A41 Tapping Strip for Door (Outer, Hinge Side) 

H11A42 Tapping Strip for Door (Outer, Top or Bottom) 
H11A46 Tapping Strip for Door (Outer, Latch Side) 

H12A4 Screw for Sealing Cup and Gasket 
H12A8 Screw for Side Panel 

H12A9 Cap Screw for Leg 

H12A10 Hardware Screw (except Strike) 

H12X2 Screw for Door Strip, Door Jamb Strip, or Strike 

H13A19 Rubber Door Gasket (Side) 

H13A36 Sponge Rubber Gasket for Side Panel 
H13A59 Gasket for Sealing Cup 

H13A60 Gasket for Flush Cup Receptacle 

H13A73 Sponge Rubber Gasket for Top or Bottom Panel 
H13A74 Sponge Rubber Gasket for Inner Liner 
H13A75 Rubber Gasket between End of Door Brace and 
Outer Door Panel 
H14A12 Strike 

H15A4 Latch Bolt with Rivet 

H15A7 Latch 

H15A49 Latch Handle Spring 

H15A54 Latch Handle Pin 

H16A9 Hinge (Upper) 

H16A10 Hinge (Lower) 

H17A32 Frame for Sliding Shelf 

H17A33 Sliding Shelf 

H17A34 Top Shelf 


H18A18 Washer for H12A9 Cap Screw 
H18A19 Brass Washer for Top Panel Screw 
H18A22 Washer for Short Leg 

H18A38 Washer for H12A8 Screw 

H18A43 Fiber Washer between Leg and Panel 
H18A54 Momentary Contact Switch with Leads 
H18A92 Rivet for Door Brace 

H18A94 Escutcheon Plate for Door Strip (Latch Side) 

H19A4 Lamp Guard 

H20A4 Rivet for Tapping Strip 

H20A5 Washer between Hinge and Cabinet (0.134") 

H20A6 Screw for Nameplate Clip 

H20A7 Washer between Hinge and Cabinet (0.020") 

H20A8 Speed Nut for 49X563 Receptacle 

H20A9 Retaining Washer for Flush Cup Receptacle 

H20A10 Lock Nut for Flush Cup Receptacle 

H20A26 Washer between Hinge and Cabinet (0.010") 

H20A36 Door Brace 

H20A37 Pad between Front Panel and Outer Casing 
H20A38 Frame for Top Panel 

H20A39 Pad for Top Panel 

H20A40 Shim between Side Panel and Outer Casing 

H20A41 Shim for Leg 

H20A43 Shim between Hinge and Door 

H20A44 Washer between Hinge and Door 

H23A19 Foot Pedal Door Opener 

H23A20 Foot Pedal with Hinge, Bolt, Nut and Washer 

H23A21 Ball Joint Connector 

H23A22 Lock Nut 

H23A23 Connecting Rod (Lower) for use with Long Leg 
H23A24 Sealing Cup with Rod 

H23A25 Connecting Rod (Upper) 

H23A26 Strike Case with Plunger (Right-Hand Cabinet) 
H23A27 Strike Case with Plunger (Left-Hand Cabinet) 
H23A30 Connecting Rod (Lower) for use with Short Leg 
89943 Nut for Foot Pedal Bolt 

151711 Screw Fastening H20A38 in Position 
11X11 Leg without Bracket (5%") 

11X266 Rubber Door Gasket (4 pieces) 

11X271 Door Strip (Top or Bottom) 

11X272 Door Strip (Hinge Side) 

11X277 Door Jamb Strip (Top or Bottom) 

11X309 Inner Door Panel 

11X801 Rubber Door Gasket (Top or Bottom) 

11X903 Fiber Washer for Top Panel Screw 

49X556 Flush Cup Receptacle with Leads 

49X789 Light Receptacle 

61X327 Lockwasher for 89943 Nut 

NP59179B Clip for Nameplate 


t Refer to the Accessories Section for parts included. Other Accessories depend on the Unit used and can be found in the Accessories Section. 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


T-9C, T-9D and TM-9A—Cabinet Parts 



H1A8 

H23A21 

H23A20 


H4A21 

/H12A8 

\H20A49 

NP59179B 

H9A16 

H16A5 


(H6A33 

\H7A42 

H8A47 

H15A4 
H15A17 
H15A18 
H18A94 
H16A3 

H10A51 


H1A1 


H13A81 


Name of Part 


tAccessories (T-9C). 

tAccessories ;T- 9 I), 1 M 9A). 

Leg without Bracket (11%") . 

Leg with Bracket (11%") . 

Leg with Bracket (5%") . 

Inner Liner. 

Top Panel. 

Cabinet Inaulation (Set). 

Door Complete. 

Outer Door Panel. 

Top Front Panel. 

Bottom Front Panel. 

Latch Side Panel. 

Hinge Side Panel. 

Metal Trim. 

Door iamb Corner. 

Door Corner. 

Door Jamb Strip (Vertical, Hinge Side). 

Door Jamb Strip (Vertical, Latch Side). 

Door Strip with Escutcheon Plate (Latch Side). 

Door Strip (Vertical, Hinge Side). 

Door Strip (Horizontal). 

Tapping Strip for Inner Liner (Horizontal). 

Tapping Strip for Inner Liner (Vertical). 

Tapping Strip for Door (Inner, Vertical). 

Tapping Strip for Door (Inner, Horizontal). 

Tapping Strip for Door (Outer, Vertical, Hinge Side). 

Tapping Strip for Door (Outer, Horizontal). 

Tapping Strip for Door (Outer, Vertical, Latch Side). 

Tapping Strip for Hinge and Outer Case. 

Screw for Sealing Cup and Gasket. 

Screw for Side Panel. 

Cap Screw for Leg. 

Screw for Hinge. 

Screw for Door Strip, Door Jamb Strip, or Strike . . 

Sponge Rubber Gasket for Side Panel. 

Gasket for Sealing Cup. 

Gasket for Flush Cup Receptacle. 

Sponge Rubber Gasket for Top or Bottom Panel... 

Sponge Rubber Gasket for Inner Liner. 

Rubber Gasket between End of Door Brace and 

Outer Door Panel. 

Rubber Door Gasket. 

Strike. 

Latch Bolt with Rivet. 

Latch. 

Escutcheon Plate for Latch Handle. 

Latch Handle Spring. 

Latch Handle Pin. 

Hinge (Lower). 

Hinge (Upper). 

Frame for Sliding Shelf. 

Sliding Shelf. 

Top Shelf. 

Washer for H12A9 Cap Screw. 

Fiber Washer for Top Panel Screw. 

Washer for Short Leg. 

Washer for H12A8 or H20A49 Screw. 

Fiber Washer between Leg and Outer Case. 

Momentary Contact Switch with Leads. 

Rive^or^oor^raceo^Hll^^Tap£ingStri£ i ^ 


Cat. No, 


T-9C 

T-9D 


A1R43 

A1R46 

H1A1 

H1AB 

H1A9 

H3A26 

H4A21 

H5A48 

H6A33 

H7A42 

H8A44 

H8A4S 

H8A46 

H8A47 

H9A8 

H9A15 

H9A16 

H10A44 

H10A45 

H10A51 

H10A52 

H10A53 

H11A37 

H11A38 

H11A39 

H11A40 

H11A41 

H11A42 

H11A46 

H11A73 

H12A4 

HI2A8 

H12A9 

H12A10 

H12X2 

H13A36 

H13A59 

H13A60 

H13A73 

H13A74 

H13A75 

H13A81 

H14A12 

H1SA4 

H15A17 

H15A18 

H15A55 

H15A56 

tH16A3 

*H16A5 

H17A32 

H17A33 

H17A34 

H18A18 

H18A19 

HI8A22 

H18A38 

H18A43 

H18A54 

H18A92 


TM-9A 


Name of Part 


A1R58 

H1A1 

H1A8 

H1A9 

H3A26 

H4A21 

H5A48 

H6A33 

H7A42 

H8A4S 

H8A45 

H8A46 

H8A47 

H9A8 

H9A15 

H9A16 

H10A44 

H10A45 

H10A51 

H10A52 

H10A53 

H11A37 

H11A38 

H11A39 

H11A40 

H11A74 

H11A42 

H11A46 

H11A73 

H20A48 

H20A49 

H12A9 

H12A10 

H13A36 

H13A59 

H13A60 

H13A73 


H13A75 

H13A81 

H14A12 

H15A4 

H15A17 

H15A18 

H15A55 

H15A56 

H16A3 

H16A5 

H17A32 

H17A33 

H17A34 

H18A18 

H18A19 

H18A22 

H18A38 

H18A43 

H18A54 

H18A92 


Escutcheon Plate for Door Strip (Latch Side).... 

Lamp Guard. 

Rivet for Tapping Strip. 

Washer between Hinge and Cabinet (0.134").... 

Screw for Nameplate Clip. 

Washer between Hinge and Cabinet (0.020") .... 

Speed Nut for 49X563 Receptacle. 

Retaining Washer for Flush Cup Receptacle. 

Lock Nut for Flush Cup Receptacle. 

Washer between Hinge and Cabinet (0.010") .... 

Door Brace. 

Pad between Front Panel and Outer Casing. 

Frame for Top Panel. 

Pad for Top Panel. 

Shim between Side Panel and Outer Casing. 

Shim between Hinge and Door. 

Washer between Hinge and Door. 

Tray lifter Hook. 

Foot Pedal Door Opener. 

Foot Pedal with Hinge, Bolt, Nut and Washer... 

Ball Joint Connector. 

Lock Nut for H23A21 Connector. 

Connecting Rod (Lower, for Long Leg). 

Sealing Cup with Rod. 

Connecting Rod (Upper). 

Strike Case with Plunger (Right-Hand Cabinet). 
Strike Case with Plunger (Left-Hand Cabinet)... 

Connecting Rod (Lower, for Short Leg). 

Channel for Vegetable Drawer and Frame. 

Handle for Vegetable Drawer. 

Block for H30A7 Handle. 

Gasket between H30A8 Block and Front Panel.. 

Frame for Vegetable Drawer Cover. 

Cover for Vegetable Drawer. 

Vegetable Drawer with Front Panel and Handle. 

Vegetable Drawer only. 

Front Panel for Vegetable Drawer. 

Spacer for H30A15 Front Panel. 

Vegetable Drawer Assembly. 

Nu' for Foot Pedal Bolt. 

Screw for Latch. 

Screw fastening H20A38 Frame in position. 

Fiber Washer for 66X744 Screw. 

Leg without Bracket (5J4"). 

Door Jamb Strip (Horizontal). 

Inner Door Panel. 

Screw for Door Jamb Strip, Door Strip, Strike or Top] 
Panel. 


Cat. No. 


T-9C 

T-9D 


H18A94 

H19A4 

H20A4 

H20A5 

H20A6 

H20A7 

H20A8 

H20A9 

H20A10 

H20A26 

H20A36 

H20A37 

H20A38 

H20A39 

H20A40 

H20A43 

H20A44 


crass wasner tor lop Panel Screw. 

Flush Cup Receptacle with Leads. 

Light Receptacle. 

Lockwasher for Strike Screw. 

Lockwasher for 89943 Nut. 

Screw fastening Vegetable Drawer Cover to Frame.. 
Rivet for Vegetable Drawer End Channel and Frame. 
Screw fastening Spacer to Vegetable Drawer or Spacerl 

and Handle Block to Front Panel. 

Rivet for Vegetable Drawer Center Channel and] 

Frame. 

Clip for Nameplate. 

Connector for Leads. 


H23A19 

H23A20 

H23A21 

H23A22 

H23A23 

H23A24 

H23A25 

H23A26 

H23A27 

H23A30 

H30A2 

H30A7 

H30A8 

H30A10 

H30A11 

H30A12 

H30A13 

H30A14 

H30A15 

H30A16 

H30A18 

89943 

144066 

151711 

179789 

11X11 

11X277 

11X309 


11X903 

49X556 

49X789 


61X327 

66X742 

66X743 

66X744 

66X745 

NP59179B 


TM-9A 


* A few Model T-9C Cabinets use H16A9 Hinge with white stripes on body of hinge. 

* A few Model T-9C Cabinets use H16A10 Hinge with white stripes on body of hinge, 
't Refer to Accessories Section for parts included. 


H18A94 

H19A4 

H20A4 

H20A5 

H20A7 

H20A8 

H20A9 

H20A10 

H20A26 

H20A36 

H20A37 

H20A38 

H20A39 

H20A40 

H20A43 

H20A44 

H20A98 

H23A19 

H23A20 

H23A21 

H23A22 

H23A23 

H23A24 

H23A25 

H23A26 

H23A27 

H23A30 

H30A7 

H30A8 

H30A10 

H30A11 

H30A12 

H30A13 

H30A14 

H30A15 

H30A16 

H30A18 

89943 

144066 

151711 

179789 

11X11 

11X277 

11X309 

11X339 

11X903 

49X542 

49X789 

58X310 

61X327 

66X742 


66X744 


GE3014 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


KF-12A, JKF-12B—Cabinet Parts 


H4A25 



49X563 

H23A60 

H17A56 

H17A53 

H15A10 

H15A9 

H15A24 

H15A20 

H16A16 

H16A22 

H17A57 

H18A1 1 1 

H8A58 

H13A95 

H8A57 

58X279 

H28A9 

H7A63 


AlR49f Accessories 

C20A81 Screw fastening Evaporator to Inner Liner Cover 

C20A82 Rubber Washer between Inner Liner Cover and Washer 

C20A83 Washer for C20A81 Screw 

H3A40 Inner Liner 

H3A41 Inner Liner Cover (Left Hand) 

H3A42 Inner Liner Cover (Center) 

H3A43 Inner Liner Cover (Right Hand) 

H4A25 Top Cover for Cabinet 

H4A26 Sealing Cover 

H5A78 Cabinet Insulation (Set) 

H5A79* Insulation between Inner Liner Cover and Cabinet Cover 

H5A80 Insulation for Refrigerating Machine Compartment Door 

H5A81 Insulation for Refrigerating Machine Compartment (Bottom) 

H5A82 Insulation between Refrigerating Machine Compartment and 
Storage Drawer 

H5A83 Insulation between Side Panel and Base (Front Bottom) 

H5A84 Insulation back of H8A60 Panel 

H5A85 Insulation back of H8A58 Panel 

H6A47 Large Cabinet Door 

H6A48 Small Cabinet Door 

H7A61 Large Outer Door Panel 

H7A62 Small Outer Door Panel 

H7A63 Door Panel with Catches for Refr. Mach. Compartment 
H7A64 Large Inner Door Panel 

H7A65 Small Inner Door Panel 

H8A56 Side Panel (Left Hand) 

H8A57 Side Panel (Right Hand) 

H8A58 Front Panel (Horizontal) 

H8A59 Middle Panel (Upper Front) 

H8A60 Middle Panel (Lower Front) 

H9A20 Door Jamb Corner 

H9A21 Door Corner 

H10A63 Door J amb Strip (Vertical, Latch Side, with Filler Piece) 

H10A64 Door Jamb Strip (Vertical, Hinge Side, Small Door) 

H10A65 Door Jamb Strip (Vertical Hinge Side, Large Door) 

H10A66 Door Jamb Strip (Horizontal, Small Door) 

H10A67 Door Jamb Strip (Horizontal, Large Door) 

H10A68 Door Strip (Vertical, Latch Side) 

t Refer to Accessories Section for parts included. 

* Use Kimsul, Cat. No. H5X20. 


H10A69 Door Strip (Vertical, Hinge Side) 

H10A70 Door Strip (Horizontal, Large Door) 

H10A71 Door Strip (Horizontal, Small Door) 

H12A1 Screw for Evaporator and Trim 
H12A2 Screw for Shelf Support or Spacer 
H12A9 Cap Screw for Storage Drawer Frame 
H12X2 Screw fastening Left-Hand Trim to Clip 
H13A59 Gasket for Sealing Cup 

H13A89 Set of Gaskets between Door Jamb Strips and Outer Panels 

H13A90 Gasket for Inner Liner Cover and Inner Liner 

H13A91 Gasket between Mullion and Inner Liner 

H13A92 Gasket between Support and Mullion 

H13A93 Rubber Gasket for Latch and Door Frame 

H13A94 Gasket for Sealing Cover 

H13A95 Rubber Gasket for Large Door 

H13A96 Rubber Gasket for Small Door 

H13A97 Gasket between Hinge and Outer Door Panel or between Spacer 
and Outer Door Panel 

H13A101 Gasket under Latch Handle Escutcheon Plate (Large) 

H13A102 Gasket under Latch Handle Escutcheon Plate (Small) 

H13A110 Gasket between Door Jamb Strip and Outer Panel (Hinge Side) 
H13A111 Gasket between Door Jamb Strip and Outer Panel (Latch Side) 
H13A112 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Small Door) 

H13A113 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Large Door) 

H13X4 Rubber Button for H31A1 Panel 
H14A17 Strike 

H15A9 Latch Handle 

H15A10 Escutcheon Plate for Latch Handle 

H15A20 Thimble for Latch Handle 

H15A24 Handle Grip 

H15A26 Latch Case with Bolt, Spring, Gasket and Nut 

H15A27 Escutcheon Plate for Latch Bolt 

H15A32 Nut fastening Handle to Latch 

H15A44 Spring for Latch Case 

H16A16 Cover for Hinge 

H16A22 Hinge (Less Cover) 

H17A52 Shelf back of Evaporator Unit 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


K-12A—Cabinet Parts 


H4A25 


H10A63 

H8A59 

NP60940 

H10A66 

H9A20 

H10A71 

H18A54 

H10A64 

H32A16 

H32A1 

H10A68 

H20A57 

H15A27 

H15A26 

H32A2 

H14A17 

H32A2 

H32A6 

H30A20 

H6A48\ 
H7A62 / 

H13A96 
H7A65 
H18A1 12 
H8A56 

H31A1 \ 
H31A2/ 

H28A8 

H23A44 

H23A35 



H17A52 

H3A40 

H10A67 

H18A1 10 

H18A109 

NP59179B 

H9A21 

H10A68 

/H6A47 

\H7A61 

49X563 

H23A60 

H17A56 

H17A53 

H15A10 

H15A9 

H15A24 

H15A20 

H16A16 

H16A22 

H17A57 

H18A111 

H8A58 

H13A95 

H8A57 

58X279 

H28A9 

H7A63 


AlR49f Accessories 

H3A40 Inner Liner 

H3A43 Inner Liner Cover (Right Hand) 

H4A25 Top Cover for Cabinet 

H4A26 Sealing Cover 

H5A79* Insulation between Inner Liner Cover and Cabinet Cover 
H5A80 Insulation for Refrigerating Machine Compartment Door 
H5A82 Insulation between Refrigerating Machine Compartment and 
Storage Drawer 

H5A83 Insulation between Side Panel and Base (Front Bottom) 

H5A84 Insulation back of H8A60 Panel 

H5A85 Insulation back of H8A58 Panel 

H5A161 Cabinet Insulatipn (Set) 

H6A47 Large Cabinet Door 

H6A48 Small Cabinet Door 

H7A61 Large Outer Door Panel 

H7A62 Small Outer Door Panel 

H7A63 Door Panel with Catches for Refrigerating Machine Compartment 
H7A64 Large Inner Door Panel 

H7A65 Small Inner Door Panel 

H8A56 Side Panel (Left Hand) 

H8A57 Side Panel (Right Hand) 

H8A58 Front Panel (Horizontal) 

H8A59 Middle Panel (Upper Front) 

H8A60 Middle Panel (Lower Front) 

H9A20 Door Jamb Corner 

H9A21 Door Corner 

H10A63 Door Jamb Strip (Vertical, Latch Side, with Filler Piece) 

H10A64 Door Jamb Strip (Vertical, Hinge Side, Small Door) 

H10A65 Door Jamb Strip (Vertical, Hinge Side, Large Door) 

H10A66 Door Jamb Strip (Horizontal, Small Door) 

H10A67 Door Jamb Strip (Horizontal, Large Door) 

H10A68 Door Strip (Vertical, Latch Side) 

H10A69 Door Strip (Vertical, Hinge Side) 

H10A70 Door Strip (Horizontal, Large Door) 

H10A71 Door Strip (Horizontal, Small Door) 


t Refer to Accessories Section for parts included. 
* Use Kimsul, Cat. No. H5X20. 


H12A1 

H12A2 

H12A9 

H12X2 

H13A59 

H13A89 

H13A91 

H13A92 

H13A93 

H13A94 

H13A95 

H13A96 

H13A97 

H13A101 

H13A102 

H13A110 

H13A111 

H13A112 

H13A113 

H13A161 

H13X4 

H14A17 

H15A9 

H15A10 

H15A20 

H15A24 

H15A26 

H15A27 

H15A32 

H15A44 

H16A16 

H16A22 

H17A52 


Screw for Evaporator and Trim 
Screw for Shelf Support or Spacer 
Cap Screw for Storage Drawer Frame 
Screw Fastening Left-Hand Trim to Clip 
Gasket for Sealing Cup 

Set of Gaskets between Door Jamb Strips and Outer Panels 

Gasket between Mullion and Inner Liner 

Gasket between Support and Mullion 

Rubber Gasket for Latch and Door Frame 

Gasket for Sealing Cover 

Rubber Gasket for Large Door 

Rubber Gasket for Small Door 

Gasket between Hinge and Outer Door Panel or between Spacer 
and Outer Door Panel 

Gasket under Latch Handle Escutcheon Plate (Large) 

Gasket under Latch Handle Escutcheon Plate (Small) 

Gasket between Door Jamb Strip and Outer Panel (Hinge Side) 
Gasket between Door Jamb Strip and Outer Panel (Latch Side) 
Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Small Door) 

Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Large Door) 

Gasket for Inner Liner Cover and Inner Liner 
Rubber Button for H31A1 Front Panel 
Strike 

Latch Handle 

Escutcheon Plate for Latch Handle 
Thimble for Latch Handle 
Handle Grip 

Latch Case with Bolt, Spring, Gasket and Nut 

Escutcheon Plate for Latch Bolt 

Nut Fastening Handle to Latch 

Spring for Latch Case 

Cover for Hinge 

Hinge (Less Cover) 

Shelf back of Evaporator Unit 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


K-12A—Cabinet Parts ( Continued ) 


H17A53 

H17A54 

H17A55 

H17A56 

H17A57 

H17A58 

H17A60 

H17A87 

H18A3 

H18A18 

H18A19 

H18A20 

HI8A38 

H18A43 

H18A54 

H18A95 

H18A109 

H18A110 

H18A111 

H18A112 

H19A4 

H20A6 

H20A8 

H20A15 

H20A16 

H20A19 

H20A20 

H20A47 

H20A48 

H20A56 

H20A57 

H20A60 

H20A61 

H20A74 

H20A75 

H20A76 

H20A77 

H20A78 

H20A79 

H20A80 

H20A81 

H20A82 

H20A83 

H20A84 

H20A85 

H20A86 

H20A87 

H20A88 

H20A89 

H20A90 

H20A91 

H20A92 

H20A94 

H20A95 

H20A96 

H20A100 

H20A103 

H20A104 

H20A105 

H20A106 

H20A107 

H20A108 

H20A109 

H20A111 

H20A112 

H20A113 

H20A115 

H20A131 

H20A132 

H20A133 

H20A140 

H20A179 

H20A267 

H23A24 

H23A35 

H23A37 

H23A39 

H23A44 

H23A60 

H23A61 

H23A62 


Small Shelf (Side) 

Channel with Catch for H17A57 Shelf 
Channel for H17A53 Shelf 
Large Stationary Shelf 
Large Sliding Shelf 

Shelf Support, Straight (Stationary Shelf) 

Shelf Support (Headed) 

Shelf and Hanger (Small) 

Fiber Washer O.D.) for H12A2 or H20A16 Screws 
Washer for H20A15, H12A9 or 279364 Screws O.D.) 

Washer for 11X339 Screw 

Fiber Washer for 58X279 or H20A16 Screws ( W' O.D.) 

Washer for 58X304 Screw 
Washer for H20A15 Screw and Foot Pedal 
Momentary Contact Switch with Leads 
Top Trim (Left Hand) 

Top Trim (Right Hand) 

Top Trim (Front) 

Trim between H8A58 and H8A59 Panels 
Trim between H8A58 Panel and Side Panel 
Lamp Guard 

Screw for Nameplate Clip 

Speed Nut for 49X563 Receptacle 

Screw for Foot Pedal and Base or Cabinet and Base 

Screw Fastening Inner Liner Cover to Inner Liner 

Rubber Button for Outer Case 

Rubber Spacer for Channel 

Screw for Hinge and Cabinet 

Screw for Sealing Cup and Gasket 

Shim between Spacer and Door Frame 

Door Spring 

Screw for Sealing Cover, Side Panel, Clamp, Trim or Spring Clip 
Spring Clip for Refrigerating Machine Compartment Panel 
Fiber Washer for H20A86 Screw 
Rubber Washer for H20A16 Screw 

Spacer for Side Channel and Inner Liner, or Shelf Support (Straight) 
for Sliding Shelf 
Spring for Door Jamb Strip 
Spring Retainer for H20A77 or H20A88 Springs 
Support for Mullion Tube 
Spacer for Mullion 
Washer for 58X276 Screw 
Clamp for Tubes 
Pad for Hinges and Cabinet 
Mullion for Inner Liner 
Support for H20A84 Mullion 
Screw for H20A84 Mullion 
Spacer for Hinge and Door 
Spring for Door Strip 
Screw for Hinge and Door 
Frame for Large Door 
Frame for Small Door 
Drain for Chiller Tray 

Rubber Bumper for Evaporator Compartment Door 
Screw Fastening Control to Escutcheon Plate 
Nut for H20A95 Screw 
Acorn Nut 

Brass Washer between Hinge and Cabinet Door 
Rubber Spacer for Outer Door Panel and Frame (Left-Hand 
facing Inner Side of Panel) 

Rubber Spacer for Outer Door Panel and Frame (Right-Hand 
facing Inner Side of Panel) 

Rubber Button for Refrigerating Machine Compartment Panel 
Catch for Refrigerating Machine Compartment Panel 
Spacer for H12A9 Screw (0.125" thick) 

Spacer for H12A9 Screw (0.031" thick) 

Heater for Mullion (32 Volt) 

Heater for Mullion (65 Volt) 

Heater for Mullion (230 Volt) 

Pad for Side Panel (Front) 

Baffle for Evaporator Compartment 
Cover Strip for Inner Liner 
Hanger for Top Shelf 

Steel Washer for 58X287 Screw (££" O.D.) 

Supporting Bracket for Refrigerating Machine Compartment Door 
Heater for Mullion (115 Volt) 

Sealing Cup with Connecting Rod 

Black Rubber Boot for Foot Pedal 

Connection Rod between Gland and Turnbuckle 

Turnbuckle for Connection Rod 

Grey Rubber Boot for Foot Pedal 

Strike Case with Plunger (Right-Hand Door) 

Strike Case with Plunger (Left-Hand Door) 

Foot Pedal Door and Drawer Opener 


H23A63 

H23A64 

H23A65 

H23A66 

H23A67 

H23A68 

H23A69 

H23A70 

H23A71 

H23A72 

H27A32 

H28A8 

H28A9 

H29A5 

H30A19 

H30A20 

H30A21 

H30A22 

H31A1 

H31A2 

H31A3 

H31A4 

H31A5 

H31A6 

H31A7 

H31A8 

H31A9 

H31A10 

H31A11 

H31A12 

H32A1 

H32A2 

H32A3 

H32A6 

H32A7 

H32A8 

H32A9 

H32A10 

H32A11 

H32A12 

H32A13 

H32A16 

H32A17 

4030 

126914 

150279 

153179 

153923 

179789 

278451 

279364 

465012 

1X452 

11X339 

49X789 

54X685 

58X272 

58X274 

58X275 

58X276 

58X277 

58X278 

58X279 

58X280 

58X281 

58X282 

58X283 

58X284 

58X285 

58X286 

58X287 

58X303 

58X304 

63X305 

64X973 

64X974 

65X631 

GE3014 

NP59179B 

NP60940 


Foot Pedal with Bracket, Hinge Pin, Rod and Shield 

Hinge Pin for Foot Pedal 

Foot Pedal (Right-Hand, with Rod) 

Foot Pedal (Middle, with Rod) 

Foot Pedal (Left-Hand, with Rod) 

Spacer (Left-Hand Foot Pedal) 

Foot Pedal Shield 

Connection Rod between Sealing Cup and Plunger Rod 
Drawer Release Lever with Spring, Support and Hinge Pin 
Stop for Right-Hand or Middle Foot Pedal 
Base for Cabinet and Refrigerating Machine 
Skirt for Base (Left Hand) 

Skirt for Base (Right Hand) 

Channel for Refrigerating Machine and Evaporator Connection 
Tubing 

Cover for Vegetable Drawer 

Vegetable Drawer 

Shelf for Lower Vegetable Drawer 

Pin for H30A19 Cover 

Front Panel for Storage Drawer 

Storage Drawer 

Rod with Support for Storage Drawer Opener 

Spring for Storage Drawer Opener 

Rear Support for H31A3 Rod 

Spring Seat for H31A4 Spring 

Stop for H31A4 Spring 

Nut Strip for Stop 

Fiber Wedge for Drawer 

Supports and Channels for Storage Drawer 

Sliding Guide Channel with Rollers for Storage Drawer (Right-Hand) 
Sliding Guide Channel with Rollers for Storage Drawer (Left-Hand) 
Upper or Lower Door for Evaporator Compartment 
Middle Door for Evaporator Compartment 
Trim, Right-Hand (Evaporator Compartment) 

Handle for Evaporator Compartment Door 
Spring Latch for Evaporator Compartment Door 
Upper Hinge for Middle Evaporator Compartment Door 
Lower Hinge for Middle Evaporator Compartment Door 
Hinge for Upper or Lower Evaporator Compartment Door 
Pin for H32A8, H32A9 or H32A10 Hinges 
Spacer between Evaporator and Trim Clip 
Spacer for Handle or H32A7 Spring Latch 
Trim, Left-Hand (Evaporator Compartment) 

Clip (Left-Hand Trim) 

Cotter Pin for Hinge Pin 

Screw for Stop and Drawer Release 

Washer for 126914 Screw 

Fiber Washer O.D.) for H20A16 Screw 

Screw for H20A80 Spacer and Outer Case 

Washer for 11X339, H20A60 Screws and for 58X286 Nut 

Screw for H5A82 Insulation 

Cap Screw Fastening Back Angle, Refrigerating Machine or 
H20A179 Bracket to Base 
Steel Washer for H20A16 Screw 
Nut for H20A16 Screw 

Screw for Tube Sealing Plate, Latch, Strike or H20A107 Catch 
Light Receptacle with Leads 
Washer for 278451 Screw 

Screw for End Channel, Fastening Channel to Mullion or Inner 
Liner 

Washer for 58X303 Screw 
Screw for Front Panel 

Screw for Side Panel, Rear, or Channel Spacer 

Screw for Top Cover 

Washer for 58X277 Screw 

Screw for Skirt 

Screw for H8A60 Panel 

Screw for Channel and Shelf Support 

Screw for Trim 

Screw for H32A6 Handle 

Screw for H32A8, H32A9, H32A10 Hinges or for Escutcheon Plate 
Nut for H30A22 Pin 
Nut for H12A1 Screw 

Screw for H31A1 Panel or for Fiber Wedge 
Screw for H20A80 Spacer and Inner Liner 
Screw for Side Panel 
Lock washer for H17A87 Shelf 

Check Nut for Turnbuckle (Left-Hand Thread) v 
Check Nut for Turnbuckle (Right-Hand Thread) 

Washer for 58X275 or 58X280 Screws 
Connector for Leads 
Clip for Nameplate 
Escutcheon Plate for Control 
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58X275 
H18A110 
H9A20 
H10A71 
H18A54 
H13A96 
H32A16 
H32A1 
H10A68 
H14A17 
H20A57 
H15A26 
H15A27 
11X339 
H32A2 
H7A65 
H6A158 


H32A1 

H9A21 

H18A112 

H32A6 

H31A11 

H31A2/ 


H23A44 


H23A35 



AlR96f Accessories 

H3A43 Inner Liner Cover (Right Hand) 

H3A85 Inner Liner with Mullion and Shelf Supports 

H3A86 Mullion for Inner Liner 

H4A25 Cabinet Cover 

H4A26 Sealing Cover 

H5A79* Insulation between Inner Liner Cover and Sealing Cover 
H5A80 Insulation for Refrigerating Machine Compartment Door 
H5A82 Insulation between Refrigerating Machine Compartment and 
Storage Drawer 

H5A83 Insulation between Side Panel and Base (Front, Bottom) 

H5A84 Insulation Back of H8A60 Panel 
H5A85 Insulation Back of H8A58 Panel 
H5A161 Cabinet Insulation (Set) 

H6A158 Small Cabinet Door 

H6A159 Large Cabinet Door 

H7A63 Door Panel with Catches for Refrigerating Machine Compartment 

H7A64 Large Inner Door Panel 

H7A65 Small Inner Door Panel 

H7A162 Small Outer Door Panel 

H7A163 Large Outer Door Panel 

H8A56 Side Panel (Left Hand) 

H8A57 Side Panel (Right Hand) 

H8A58 Front Panel (Horizontal) 

H8A59 Middle Panel (Upper Front) 

H8A60 Middle Panel (Lower Front) 

H9A20 Door Jamb Corner 

H9A21 Door Corner 

H10A63 Door Jamb Strip (Vertical, Latch Side, with Filler Piece) 

H10A66 Door Jamb Strip (Horizontal, Small Door) 

H10A67 Door Jamb Strip (Horizontal, Large Door) 

H10A68 Door Strip (Vertical, Latch Side) 

H10A69 Door Strip (Vertical, Hinge Side) 

H10A70 Door Strip (Horizontal, for Large Door) 

H10A71 Door Strip (Horizontal, for Small Door) 

H10A110 Door Jamb Strip (Vertical, Hinge Side, Small Door) 

H10A111 Door Jamb Strip (Vertical, Hinge Side, Large Door) 

H11A123 Tapping Strip for H17A55 Channel 

H12A1 Screw Fastening Clip for Right-Hand Trim to Evaporator 
H12A2 Screw Fastening H17A58, H17A60, or H20A76 to Inner Liner 
H12A9 Cap Screw Fastening H31A3, H31A5, or H31A10 to Base 
H12X2 Screw Fastening H32A16 Trim to H32A17 Clip 
H13A59 Gasket for Sealing Cup 

H13A89 Set of Gaskets between Door Jamb Strips and Outer Panels 
H13A91 Gasket between Inner Liner and Support for Mullion 


H13A92 Gasket between Support and H3A86 Mullion 
H13A93 Rubber Gasket for Latch Case and Door Frame 
H13A94 Gasket for Sealing Cover 

H13A95 Rubber Gasket for Large Door 

H13A96 Rubber Gasket for Small Door 

H13A97 Gasket between Hinge and Outer Door Panel or between Spacer 
and Outer Door Panel 

H13A102 Gasket under Latch Handle (Small) 

H13A110 Gasket between Door Jamb Strip and Outer Panel (Hinge Side) 

H13A111 Gasket between Door Jamb Strip and Outer Panel (Latch Side) 

H13A112 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 

Small Door) 

H13A113 Gasket between DoorJamb Strip and Outer Panel (Horizontal, 
Large Door) 

H13A149 Gasket under Latch Handle (Large) 

H13A161 Gasket for Inner Liner Cover and Inner Liner 
H13X4 Rubber Button for H31A1 Panel 
H14A17 Strike 

H15A26 Latch Case with Bol t,Spring, Gasket and Nut 
H15A27 Escutcheon Plate for Latch Bolt 

H15A32 Nut Fastening Latch Handle and Latch Case to Outer Door Panel 
H15A42 Scuff Plate for Latch Handle 
H15A46 Latch Handle 

H15A47 Escutcheon Plate for Latch Handle 
H16A16 Cover for Hinge 
H16A22 Hinge 
H17A 53 Small Shelf (Side) 

H17A54 Channel with Catch, for Large Sliding Shelf 
H17A55 Channel for Small Side Shelf 
H17A56 Large Stationary Shelf 

H17A57 Large Sliding Shelf (First at Bottom) 

H17A58 Shelf Support (Straight) 

H17A60 Shelf Support (Headed) 

H17A120 Large Sliding Shelf (Second at Bottom) 

H18A3 Fiber Washer for H12A2 Screw 

H18A18 Washer for 279364, H12A9, or H20A15 Screws (H" O.D.) 

H18A19 Fiber Washer for Screw Fastening H20A107 Catch to H7A63 Panel 
H18A20 Fiber Washer for H20A16 or 58X279 Screws (R" O.D.) 

H18A38 Washer for 58X304 Screw 

H18A43 Washer for H20A15 Screw and Foot Pedal 

H18A54 Momentary Contact Switch (Short Leads) 

H18A95 Top Trim (Left Hand) 

H18A109 Top Trim (Right Hand) 

H18A110 Top Trim (Front) 


t Refer to Accessories Section for parts included. 

* Use Kimsul, Cat. No. H5X20. 

Always Give Catalog Number 
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H18A111 Trim between H8A58 Front Parel and H8A59 and H8A60 Middle 
Panels 

H18A112 Trim between H8A58 Front, Panel and Side Panel 

H19A18 Lockwasher for Momentary Contact, Switch 

H19A21 Nut Fastening Momentary Contact Switch to Door Jamb Strip 

H20A4 Rivet Fastening H11A123 Tapping Strip to Inner Liner 

H20A6 Screw for Nameplate Clip 

H20A15 Cap Screw Fastening Foot Pedal, Cabinet, or H20A179 Support 
Bracket to Base 

H20A16 Screw Fastening Inner Liner Cover to Inner Liner 
H20A20 Rubber Spacer for H29A5 Channel 
H20A47 Screw Fastening Hinge to Outer Case 

H20A48 Screw Fastening Sealing Cup and Gasket to Bottom of Outer Case 
H20A49 Screw Fastening H20A57 Spring to Door Jamb Strip 
H20A56 Shim between Spacer and Door Frame 

H20A57 Door Spring 

H20A60 Screw for Sealing Cover, Trim, H29A5 Channel or H20A61 Clip 
H20A61 Spring Clip for Rerfigerating Machine Compartment, Panel 
H20A74 Fiber Washer for H20A86 Screw 

H20A75 Rubber Washer under Scuff Plate or for H20A16 Screw 

H20A76 Support and Spacer for HI7A54 Channel 

H20A77 Spring for Door Jamb Strip 

H20A78 Spring Retainer for H20A88 or H20A77 Springs 

H20A79 Support for Mullion Tube 

H20A80 Spacer for Mullion 

H20A81 Washer for 58X276 Screw 

H20A83 Pad for Hinge and Cabinet 

H20A85 Support for H3A86 Mullion 

H20A86 Screw Fastening Support to Mullion or Inner Liner 

H20A87 Spacer between Outer Door Panel and Door Frame (Hinge Side) 

H20A88 Spring for Door Strip 

H20A89 Screw Fastening Hinge to Door 

H20A92 Drain for Chiller Tray 

H20A94 Rubber Bumper for Evaporator Compartment Door 

H20A95 Screw Fastening Control to Escutcheon Plate 
H20A96 Nut for H20A95 Screw 

H20A103 Brass Washer between Hinge and Cabinet Door 
H20A104 Rubber Spacer for Outer Door Panel and Door Frame (Left Hand, 
Facing Inner Side of Panel) 

H20A105 Rubber Spacer for Outer Door Panel and Door Frame (Right Hand, 
Facing Inner Side of Panel) 

H20A106 Rubber Button for Refrigerating Machine Compartment Panel 
H20A107 Catch with Rivets and Filler Piece for Refrigerating Machine 
Compartment Panel 

H20A108 Spacer between Support for Storage Drawer and Base (0.125" thick) 
H20A109 Spacer between Support for Storage Drawer and Base (0.031" thick) 
H20A111 Heater for Mullion (32 Volt) 

H20A112 Heater for Mullion (65 Volt) 

H20A113 Heater for Mullion (230 Volt) 

H20A116 Washer for 80X213 Screw 

H20A131 Baffle between Top Vegetable Pan and Chiller Tray 
H20A140 Washer for 58X287 Screw 
H20A167 Ice Tray Lifter Hook 

H20A179 Supporting Bracket for Refrigerating Machine Compartment Door 
H20A194 Frame for Door (Small) 

H20A195 Frame for Door (Large) 

H20A267 Heater for Mullion (115 Volt) 

H23A24 Sealing Cup with Connecting Rod 

H23A35 BlackRubber Boot for Foot Pedal 

H23A37 Connection Rod between Gland and Turnbuckle 

H23A39 Turnbuckle for Connection Rod 

H23A44 Grey Rubber Boot for Foot Pedal 

H23A60 Strike Case with Plunger (Right-Hand Door) 

H23A61 Strike Case with Plunger (Left-Hand Door) 

H23A62 Foot Pedal Door and Drawer Opener 

H23A63 Foot Pedals with Bracket, Hinge Pin, Rods, and Shield 

H23A64 Hinge Pin for Foot Pedal 

H23A65 Foot Pedal (Right Hand, with Rod) 

H23A66 Foot Pedal (Middle, with Rod ) 

H23A67 Foot Pedal (Left Hand, with Rod) 

H23A68 Spacer for Left-Hand Foot Pedal 

H23A69 Foot Pedal Shield 

H23A70 Connection Rod between Sealing Cup and Plunger Rod 

H23A71 Drawer Release Lever with Spring, Support, and Hinge Pin 
H23A72 Stop for Right-Hand or Middle Foot Pedal 
H27A32 Base for Cabinet and Refrigerating Machine 
H28A8 Skirt ior Base (Left Hand) 

H28A9 Skirt for Base (Right Hand) 


Parts ( Continued ) 


H29A5 Channel for Refrigerating Machine and Evaporator Connection 
Tubing 

H30A19 Cover for H30A20 Vegetable Pan 
H30A20 Vegetable Pan 

H30A21 Shelf for Lower Vegetable Pan 
H30A22 Supporting Stud for Vegetable Pan Cover 
H31A1 Front Panel for Storage Drawer 

H31A2 Storage Drawer 

H31A3 Rod with Support for Storage Drawer Opener 
H31A4 Spring for Storage Drawer Opener 
H31A5 Rear Support for H31A3 Rod 
H31A6 Spring Seat for H31A4 Spring 

H31A7 Stop for H31A4 Spring 

H31A8 Tapping Strip for Screw Fastening H31A7 Stop to Storage Drawer 

H31A9 Fiber Wedge for Storage Drawer 

H3JA10 Supports and Channels for Storage Drawer 

H31A11 Sliding Guide Channel with Rollers, (Right-Hand Side, for 
Storage Drawer) 

H31A12 Sliding Guide Channel with Rollers (Left-Hand Side, for Storage 
Drawer) 

H32A1 Upper or Lower Door for Evaporator Compartment 
H32A2 Middle Door for Evaporator Compartment 
H32A3 Trim (Right Hand) for Eyaporator Compartment 
H32A6 Handle for Evaporator Compartment Door 
H32A7 Spring Latch for Evaporator Compartment Door 
H32A8 Hinge for Evaporator Compartment Door (Second from Top) 

H32A9 Hinge for Evaporator Compartment Door (Second from Bottom) 

H32A10 Hinge for Evaporator Compartment Door (Top or Bottom) 
H32A11 Pin for Evaporator Compartment Door Hinge 
H32A12 Spacer between Clip for Right-Hand Trim and Evaporator 
H32A13 Spacer Plate for Screw Fastening Handle and Spring Latch to 
Evaporator Compartment Door 
H32A16 Trim (Left Hand) for Evaporator Compartment 
H32A17 Clip for H32A16 Trim 
110774 Cotter Pin for H23A64 Pin 

126914 Screw for Stop and Drawer Release 
150279 Washer for 126914 Screw 

153179 Fiber W r asher for H20A16 Screw (%" O.D.) 

153923 Screw for H20A80 and Outer Case 

153998 Screw Fastening Tube Support to Outer Case 

165736 Steel Washer under Scuff Plate 

179789 .Fiber Washer for H12A1, H20A60 or 11X339 Screws 

278451 Screw for H5A82 Insulation 

279364 Cap Screw Fastening Back Cross Piece or Unit to Base 
465012 Steel Washer for H20A16 Screw (%" O.D,) 

1440922 Spacing Washer between Skid on Back Cross Piece and Base 
1X452 Nut for H20A 16 Screw 

11X339 Screw Fastening H20A107 Catch to H7A63 Panel, Latch Case to 

Door Strip, Strike, or Tube Sealing Plate 
29X705 Nut for 153998 Screw 

49X648 Light Switch, Connector, and Leads 

49X789 Light Receptacle (Long Leads) 

54X685 Washer for 278451 Screw 

58X274 Washer for 58X303 Screw 

58X275 Screw for Front Panel 

58X276 Screw for Side Panel Rear or Channel Spacer* 

58X277 Screw for Top Cover 

58X278 Washer for 58X277 Screw 

58X279 Screw for Skirt 

58X280 Screw for H8A60 Panel 

58X281 Screw Fastening H17A54 Channel to H20A76 Support 

58X282 Screw Fastening Evaporator Trip in Position 

58X283 Screw Fastening H32A6 Handle and H32A7 Latch in Position 
58X284 Screw Fastening Hinge for Evaporator Compartment Door, or 
for Escutcheon Plate 
58X285 Nut for H3QA22 Stud 

58X286 Nut for H12A1 Screw 

58X287 Screw Fastening Front Panel or Fiber Wedge to Storage Drawer 

58X303 Screw for H20A80 and Inner Liner 

58X304 Screw for Side Panel 

58X310 Lockwasher for 11X339 Strike Screw 

64X973 Check Nut for Turnbuckle (Left-Hand Thread) 

64X974 Check Nut for Turnbuckle (Right-Hand Thread) 

65X631 Washer for 58X275 or 58X280 Screws 

80X213 Screw Fastening H17A55 Channel to Inner Liner and H11A123 
Tapping Strip 
GE3014 Connector for Lead 

NP60940 Escutcheon Plate for Control 
NP67857B Nameplate Clip 


Always Give Catalog Number 
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1 CATALOG NUMBER 

REF. 

1 CATALOG 

i NUMBER 



liTiFgrni 

NAME OF PART 




H4A45 

H4A56 

TOP COVER FOR CABINET 7. 

H6AI94 


Refrigeratinq Machine Compartment Door with Catch, 

H20A297 

H20A297 

Rubber Corner Cushion for Cat. H4A56 



Bumper and Insulation 

H20A26I 

H20A26I 

Clip for Top Cover, Side 

H20A262 

H20A262 

Supporting Plate for Hinges for H7A252 or H6AI94 

11X339 

11X339 

Screw for Cat. H20A26I (10-30) 

11X339 

11X339 

Screw for Cat. H20A262 (10-30) 

H20A272 

H20A272 

Spring Clamp for Clip Cat. H20A26I 

58X310 

58X310 

Lockwasher for Cat. 11X339 

H20A60 

H20A60 

Screw for Cat. H20A272 (No. 8) 

H20A264 

H20A264 

Spring Catch for Cat. H7A252 or H6AI94 

H20AI8I 

H20AI8I 

Clip for Top Cover, Back 

H20A32I 

H20A32I 

Hasp for Cat. H7A252 or H6AI94 

H20A276 

H20A276 

Spacer for Cat. H20AI8I 

1IX33S 

11X339 

Screw for Cat. H20A264 and H20A32I (10-30) 

58X337 

58X337 

Screw for Cat. H20AI8I (ho. 8) 

58X310 

58X310 

Lockwasher for Cat. 11X339 

HI8AI37 

H1 BA 137 

Trim for Top Cover, Right Side 

11X339 

11X339 

Screw Fastening Cat. H20A32I to’Hull ion (10-30) 

HI8AI38 

HISA138 

Trim for Top Cover, Left Side 

HI8A3 

HI8A3 

Washer for Cat. 11X339 

H20A60 

H20A60 

Screw for Cat. HI8AI37 or HI8AI38 (ho. 8) 

- 

H20A366 

Handle for Cat. H7A252 

H2A85 

H2A85 

OUTER CASE 

- 

H20AI38 

Washer Between Handle and Door 

H8A83 

H8A83 

Pane 1, Side, Sight 

- 

1051 13 

Screw for Cat. H20A366 (10-32) 

H8A84 

H8A64 

Pane), Side, Left 

- 

54X441 

Lockwasher for Cat. 105113 

II20A49 

H20A49 

Screw for Cot. H8A83 or H8A84 (No. 8) 

H20A263 

H20A263 

Rubber Button Bumpftfc for Cat. H7A252 or H6AI94 

H18A38 

HI8A38 

Waaher for Cat. H20A49 

H20A75 

H20A75 

Washer for Cat. H20A263 

H29A5 

H29A5 

Channel for Refrigerant Line 

HI6A47 

HI6A47 

Hinge for Cat. H7A252, or H6AI94 

H20A60 | 

H20A60 

Screw for Cat. H29A5 (ho. 8) 

HI6A48 

HI6A48 

Spacing Rod for Hinge 

I7S789 

179789 

Washer for Cat. H20A60 

11X339 

11X339 

Screw for Hinge (10-30) 

H20A20 

H20A20 

Rubber Spacer for Cat. H2&A5 8. 

H3IA4I 

H7A253 

STORAGE BIN DOOR PANEL 

58X276 

58X276 

Screw for Cat. H20A20 (ho. 8) 

H3IA34 

H3IA34 

Storage Bin 

179789 

179789 

Washer for Cat. 58X276 

H12X2 

HI2X2 

Screw Fastening Storage Bin to Door Panel (10-30) 

H27A6& 

H27A69 

BASE 

H20A116 

H20AI 16 

Washer for Cat. HI2X2 

H20A259 

H20A259 

Support for Refrigerating Machine 9. 

H3IAI5 

H20A366 

Handle for Storage Sin Door 

279364 

279364 

Screw Fastening Cat. H20A259 to Base (5/16 n -18) 

- 

H20AI38 

Washer B^tweeiTj Handle and Door 

177811 

177811 

hut for Cat. 279364 

126914 

1051 13. 

Screw Fastening Handle to Storaqe Bin Door 

KI8AI8 

HI8AIS 

Washer for Cat. 279364 

54X441 

54X441 

Lockwasher for Cat. 105113 or 126914 

6IX32B 

61X328 

Lockwasher for Cat. 279364 10. 

H20A263 

H20A263 

Rubber Button Bumper for Storage Bin Ooor 

H31A32 

H3IA32 

Roller and Bracket for Storage Bin 

113 1A 32 

H3IA32 

Roller and Bracket for Storage Bin 

11X339 

11X339 

Screw for Cat. H3IA32 (10-30) 

f i20A628 

H20A628 

Roller Only 

58X310 

58X310 

Lockwasher for Cat. 11X339 

11X339 

111(339 

Screw for Cat. H3IA32 (10-30) 

H20A260 

H20A260 

Catch for Storage Bin 

- 

H20AI 16 

Washer for Cat. 11X339 ' 

46X784 

46X784 

Screw Fastening Cat. H20A260 to Base (1/4 in.-20) 

HI6A47 

HI6A47 

Hinge for Storage Bin Door 

6 l'X327 

61X327 

Lockwasher for Cat. 46X734 

HI6A48 

HI6A48 

Spacing Rod for Hinge 

27S364 

279364 

Cap Screw Fastening Outer Case to Base (5/l6"-l8) 

- 

11X339 

Screw for Hinge (10-30) 

61X328 

61X328 

Lockwasher for Cat. 279364 1 • • 

H6AI9I 

- 

DOOR COMPUTE (RIGHT-HAND) 

261646 

261646 

Cap Screw Fastening Refrigerating Machine to Base 12. 

H6AI92 

- 

DOOR COMPLETE (LEFT-HAND) 



(5/16 in.-IS) M. 

H7AI82 

H7A255 

Outer Door Panel (Right-Hand Door) 

17781 1 

17781 1 

Nut for Cat. 261646 12. 

H7AI83 

H7A256 

Outer Door Panel (Left-Hand Door) 

HI8A22 

HI6A22 

Washer for Cat. 261646 13. 

HI3AI84 

H13 A | 84 

Door Gasket 

6IX32S 

61X328 

Lockwasher for Cat. 261646 14. 

HI0AI27 

HI0AI27 

Door Strip, Top or Bottom 

A2RI2 

A2RI2 

Glider for Cab i net 

HI0A128 

Ml0A|28 

Door Strip, Hinge Side 

64X77 

46X794 

Cap Screw for Cat. A2RI2 (1/4 in.-20) 15. 

HI0AJ 26 

HI0AI26 

Door Strip, Latch Side with Escutcheon for Latch Bolt 

H27A70 

H27A70 

Grille for 8ase 16. 

HI5A4I 

HI5A4I 

Escutcheon for Latch Bolt 

- 

H7A252 

PANEL FOR REFRIGERATING MACHINE COMPARTMENT DOOR 17. 

HI2X2 

HI 2X2 

Screw for Door Strip (10-30) 

1 o- 1 





Always Give CataloQ Number 


Revised March 1949 
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GENERAL ELECTRIC COMPANT 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB12-38A and PB12-39B—Cabinet Parts (Continued) 


REF. 

NO. 

IHRBVHIIW 


REF. 

NO. 

CATALOG NUMBER 


H33BEB3 

lliUkgflil 

NAME OF PART 


lUiEB&J 



H7AISI 

H7A254 

Inner Ogor panel (Right-Hand Door) 


HI7AI10 

H17A1 10 

Washer for Single Slot Shelf Support 


H7AI8I 

H7AISI 

Inner Door Panel (Left-Hand Door) 


H20A25E 

H20A253 

Double Clip for Supporting Rod for Vegetable 


HI5A6I 

HI5A72 

Latch with Gasket and Hut (with Lockwasher for 




Drawer Cover 




PBI2-38A only) 


HI2A2 

HI2A2 

Screw for Cat. H20A258 


HI5A44 

HI5A44 

Spring for Latch 


1II7AI22 

H17A8& 

Shelf Support Used as a thumb nut for Cat. HI2A2 


HI5A45 

HI5A45 

Nut for Latch and Handle 


HI7AI66 

HI7AI66 

Washer for Cat. HI2A2 


HI3AI48 

HI3AI4S 

Gasket Between Latch and Outer Door panel 


HI7A4G 

HI7A48 

Rubber Thimble for Supporting Rod for Vegetable 


H20AII7 

- 

Lockwasher for Cat. HI5A45 




Drawer Cover 


11X339 

11X339 

Screw Fastening Latch to Door Strip (10-30) 


HI2X2 

H20A86 

Screw Fasten ing Inner Liner Cover to Inner Liner (10-30) 


H15A42 

HI5A67 

Scuff Plate and Clip for Latch Handle 


H20A74 

K20A74 

Washer (Fiber) for Cat. K42X2 or H20A86 


H20A25I 

- 

Rubber Washer Between Scuff Plate Clip and Door 


HI3AI65 

HI3AI85 

Gasket for Inner Liner Cover 


58X326 

- 

Nut for Scuff Plate Clip 


•H20A2S2 

H20A262 

Bracket for Ice Tray Separator Release 


58X325 

- 

Lockwasher for 58X326 Nut 


•H20A256 

- 

Bracket for Ice Tray Separator Release (Early 


- 

H20A6 

Screw for Cat. HI5A67 (4-48) 




Production Cabinets) 


- 

H20A6 

Screw for Thermometer Clip (4-4S) 


H20A60 

H20A60 

Screw for Cat. H20A282 (No. 8) 


- 

165736 

Washer for Screw Cat. 11X339 Fastening Latcnto 

38. 

HI7AI68 

HI7AI68 

Shelf, Top, Right-Hand 




Door Strip 

39. 

HI7AI67 

HI7A218 

Shelf, Top, Left-Hand 

22. 

KI5A46 

HI5A68 

Latch Handle without Escutcheon 


- 

HI7A2I9 

Trim for Cat. HI7A2I8 Shelf Slide 

23. 

HI5A47 

HI5A69 

Escutcheon for Latch Handle 

40. 

HI7AI69 

HI7AI69 

Sliding Shelf with Stops, Right-Hand 


HI3AI49 

HI3AI95 

Gasket Between Latch and Outer Door Panel 

41. 

HI7AI70 

HI7AI70 

Sliding Shelf with Stops, Left-Hand 


- 

58X276 

Screw Fastening Latch Handle to Outer Door Panel 


HI7AI05 

H17A105 

Stop for Shelf 




(No. 8) 

42. 

HI7AI7I : 

HI7AI71 

Shelf, Center 


HI6A45 

HI6A45 

Upper Hinge for Right-Hand Door or Lower Hinge for 


H20A248 , 

H20A248 

Bumper for Shelf 




Left-Hand Door 

43. 

H30A57 , 

H30A57 

VEGETABLE DRAWER 


HI6A44 

HI6A44 

Upper Hinge for Left-Hand Door, or Lower Hinge for 

44. 

H30A58 

H30A58 

Pan for Vegetable Drawer 




Right-Hand Door 

43. 

H30A40 ■ 

H3QA40 

! Front Panel for Vegetable Drawer 


HI6A46 

HI6A46 

Spacer Rod for Hinge 

45. 

H30A34 

H30A34 

Handle for Vegetable Drawer 


11X339 

11X339 

Screw for Hinge (10-30) 


58X350 , 

58X350 

Screw Fastening Cat. H30A34 and H30A40 to Cat. 

24. 

HI8A139 

HI8AI39 

Trim, Front, Left Side 




H30A58 (10-32) 


HJ8AI40 

HI8AI40 

Trim, Front, Right Side 


179789 

179789 

Fiber Washer for Cat. 58X350 (13/32 In. O.D.) 

25. 

HI8AI4I , 

HI8AI4I 

Trim, Front, Mul1 ion 


H20A250 

H20A250 

Washer Between H30A40 and H30A58 (1 in. O.D.) 

26. 

HI8A142 

HI8AI42 

Trim, Front, Top Cross Piece 


H30A59 

H30A59 

Cover for Vegetable Drawer 

27. 

HI8AI43 

HI8AI43 

Trim, Front, Bottom Cross Piece 


H20A277 

H20A277 

Right-Hand Support for Cat. H30A59 


11X339 

IIX33S , 

Screw for Trim (10-30) 


H20A278 

H20A278 

Left-Hand Support for Cat. H30A59 


HI0AI29 

HIOAf29 

Strip, Outer Case, Top 


H20A274 

K20A274 

Rubber Stop for Cat. H20A277 or H20A278 


H20A86 

H20A86 

Screw for Cat. HI0AI29 (10-30) 


H20A275 

H20A275 

Rubber Rest for Cat. K20A277 or H20A278 

28. 

H14 A19 

HI4AI9 

Strike for Latch Bolt 


H20A269 

H20A269 

Slide for Vegetable Drawer 

29. 

HI4A20 

HI4A20 

Strike Case 


78X81 

78X435 

Lamp Receptacle 


11X339 

11X339 

Screw for Strike (10-30) 


- 

H20A60 

Screw for Cat. 78X435 (No. 8) 


58X310 

58X310 

Lockwasher for Cat. 11X339 


HI&A27 

- 

Bushing for Lamp Receptacle 

30. 

IGA2IH3 

IGA2IH3 

Door Switch with 8 inch Leads 


HI9A26 

HI9A29 

Lamp Guard 


HI3AI8I 

HI3AI8I 

Gasket for Cat. IGA2IH3 


- 

H20A49 

Screw for Cat. HI9A29 (No. 8) 


HI 2X2 

HI2X2 

Screw for Cat. IGA2IH3 (10-30) 


GE30I4 

GE30I4 

Connector for Leads 

31. 

HI0AI30 

HI0AI30 

Door Jamb Strip, Hinge Side 


H20A265 

H20A265 

Heater for Mullion {32 volts) 

32. 

HI 131 

HI 131 

Door Jamb Strip, Latch Side 


H20A266 

H20A266 

Heater for Mullion (65 volts) 

33. 

HI 132 

H10A132 

Door Jamb Strip, Bottom 


H20A267 

H20A267 

Heater for Mullion (115 volts) 


HI0AI33 

HI0AI33 

Door Jamb Strip, Top 


H20A268 

H20A268 

Heater for Mullion (230 volts) 


HI 2X2 

HI2X2 

Screw for Door Jamb Strip (10-30) 


H20A27I 

H20A27I 

Clip for Mullion Heater 

34. 

H9A34 

H9A34 

Door Jamb Corner 


134968 

134968 

Screw for Cat. H20A27I (8-32) 


H4A46 

H4A46 

Sealing Cover for Cabinet 


H5A200 

H5A200 

Cabinet Insulation (set) 


H20A&6 

H20A86 

Screw for Cat. H4A46 (10-30) 


H22A34 

H22A34 

Insulation for Door 


H20A74 

- 

Fiber Washer for Cat. H20A86 


H5A20I 

H5A20I 

Insulation Between Refr igerat i ng Machine Compart- 


HI3AI86 

HI3AI86 

Gasket for Cat. H4A46 




ment and Storage Bin Compartment 


H20A270 

H20A270 

Cl ip for Cat. H4A46 


H5A202 

H5A202 

Insulation Between Inner Liner Cover and Sealing 


58X276 

58X276 

Screw for Cat. H20A270 (No. 8) 




Cover 

36. 

H3AI02 

H3AI2I 

INNER LINER WITH SHELF SUPPORTS AND TAPPING STRIPS 


H5A203 

H5A203 

Insulation Filler Above Door Jamb Strip 

36. 

HI7A90 

HI7A90 

Shelf Support, Headed (1/2 in. long) 


H5A204 

H5A204 

Sound Insulation for Storage Bin Door 


- 

HI8A3 

Washer for HI7A90, left Front only 


H5A204 

H22A36 

Sound Insulation for Refrigerating Machine 


- 

HI7A89 

Shelf Support, Straight (1/2 in. long) 




Compartment Door 


HI7AI22 

- 

Shelf Support, Straight (3/4 in. long) 


H5A205 

- 

Board Insulation for Refrigerating Machine 


HI2A2 

HI2A2 

Screw for Cat. HI7A89, HI7A90 or HI7AI22 (l/4"-20) 




Compartment Door 


HI7AIbo 

HI7AI66 

Washer for HI7A89, H17A90 or HI7AI22 


200104 

- 

Screw Fastening H5A205 to H20A262 

37. 

HI7A9I 

HI7A9I 

Shelf Support, Single Slot (11/16 in. high) 


H20A273 

- 

Nut for Cat. 200104 Screw 

37. 

HI7A92 

HI7A92 

Shelf Support, Single Slot (3/4 in, high) 


. 

11X339 

Screw for Cat. H22A36 (10-30) 

37. 

HI7A93 

HI7A93 

Shelf Support, Single Slot (13/16 in. high) 


136979 

I36S79 

Screw for Insulation Cat. H5A20I (10-24) 

37. 

HI7A94 

HI7A94 

Shelf Support, Single Slot (7/8 in. high) 


H20A273 

H20A273 

Speed Nut for Cat. 136979 


H20AI59 

H20AI59 

Screw for Single Slot Shelf Support (10-30) 


A 1R 1 16 

R 1 52 

'"Accessor ies 


58X324 

58X324 

Lockwasher for Cat. H20AI59 






\ 


*Cat. H20A282 i9 fastened 
"Refer to the Accessories 


to the liner with a screw while H2DA256 
Section for Parts included. 


is clamped between the liner and liner cover. 


These parts are not interchangeable. 


< 


Always Give Catalog Number 
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1 . 

H4A58 

TOP COVER FOR CABINET 


H13A2 18 

Gasket for Top Cover, Front and Sides 


HI3A2I9 

Gasket for Top Cover, Back 


H20A367 

Clip for Top Cover, Front 


145995 

Screw for Cat. H20A367 (10-32) 


H20A368 

Bracket for Top Cover, Back 


H20A60 

Screw for Cat. H20A368 (No. 8) 


H20A369 

Bracket fon Outer Case, Back 


H20A60 

Screw for Cat. H20A369 (No. 8) 


20X527 

Screw fastening Cat. H20A368 to Cat. H20A369 (I/'t in.-20) 


12X540 

Nut for Cat. 20X527 


143974 

Washer for Cat. 20X527 

2. 

HI8AI59 

Trim for Top Cover, Right Side 

3. 

HI8AI60 

Trim for Top Cover, Left Side 


58X287 

Screw for Cat. HI8AI59 or HI8AI60 (No. 8) 


H2AI05 

OUTER CASE 

4. 

H8A87 

Panel, Side, Right 


H8A88 

Panel, Side, Left 

5. 

H20A49 

Screw for Cat. H8A87 or H8A88, Top or Side (No. 8) 


91X299 

Screw for Cat. H8A87 or H8A88, Bottom (No. 8) 


HI8A38 

Washer for Cat. H20A49 or Cat. 91X299 


H20A372 

Nut for Cat. 91X299 


136979 

Screw for Refrigerant Line Sealing Plate (10-24) 


HI3A220 

Gasket for Refrigerant Line Sealing Plate 


H20A370 

Support for Refrigerant Line Sealing Plate 


H20A60 

Screw for Cat. H20A370 (No. 8) 


H20A37I 

Clamp for Refrigerant Line, Upper 


H20A243 

Rubber Spacer for Cat. H20A37I 


H20A62 

Screw for Cat. H20A243 (No. 8) 


80X132 

Washer for Cat. H20A62 


H20A202 

Clamp for Refrigerant Line, Lower 


H20A60 

Screw for Cat. H20A202 (No. 8) 


H27A100 

BASE 


H20A374 

Partition between Storage Bin and Refrigerating Machine 



Compartments 


H20A263 

Rubber Button Bumper 


H20A75 

Washer for Cat. H20A263 


H22A43 

Sound Insulation for Cat. H20A374 


126915 

Screw for Cat. H20A37H (8-32) 


H20A375 

Speed Nut for Cat. 126915 


H3IA32 | 

Roller and 8racket for Storage Bin 


11X339 

Screw for Cat. H3IA32 (10-30) 


165736 

Washer for Cat. UX339 

6. 

H20A239 

Catch for Spring Clip Cat. H20A241 


H20A60 1 

Screw for Cat. H20A239 (No. 8) 


t Later Production Cabinets uagd_C*t_ ! _j^5jJ3_3crew_JJ0232j_j<j_th^C^^_2003^^Nut^ 


H20A376 
H20A60 
279364 
61X328 
261646 
17781 I 
HI8A22 
H27AI0I 
H20A377 
221423 
H7A262 
H22A42 
H20A366 
H20AI38 
1051 13 
54X441 
H20A24I 
t H20AI74 
165736 
H20A263 
H20A75 
H20AI8I 
H20A49 
H20A240 
HI8AI61 
H20A358 
H7A263 
H22A42 
H3IA42 
H20A60 
165736 
H20A366 
H20AI38 
I 051 13 
54X441 
H20A378 
HI 2X2 
H20AI38 
46X808 
12X540 
• U317 
H3IA32 
>!2uA628 
HI8AI62 
H20A358 
HI6A47 
HI6A48 


Baffle for Refrigerating Compartment 
Screw for Cat. H20A376 (No. 8) 

Cap Screw fastening Outer Case to Base (5/16 in.-i8) 
Lockwasher for Cat. 279364 

Cap Screw fastening Refrigerating Machine to Base (5/!6"-l8) 
Nut for Cat. 261646 
Washer for Cat. 261646 
Grille for Base 

Spr ing Clip for Gr i 11e 
Rivet for Cat. H20A377 

PANEL FOR REFRIGERATING MACHINE COMPARTMENT DOOR 
Sound Insulation for Cat. H7A262 
Handle for Cat. H7A262 
Washer between Handle and Door 
Screw for Cat. H20A366 (10-32) 

Lockwasher for Cat. 105113 
Spring Clip for Cat. H7A262 
Screw for Cat. H20A24I (10-30) 

Washer for Cat. H20AI74 

Rubber Button Bumper for Cat. H7A262 

Washer for Cat. H20A263 

Support for Cat. H7A262 

Screw for Cat. H20AI8I (No. 8) 

Washer for Cat. H20A49 
Trim and Clips for Cat. H7A262 
Cl ip for Cat. HI8AI6I 
STORAGE BIN DOOR PANEL 
Sound Insulation for Cat. H7A263 
Storage Bin 

Screw fastening Storage Bin to Cat. H7A263 (No. 8) 

Washer for Cat. H20A60 
Handle for Cat. H7A263 
Washer between Handle and Door 
Screw for Cat. H20A366 (10-32) 

Lockwasher for Cat. 105113 

Catch for Storage Bin 

Screw for Cat. H20A378 (10-30) 

Washer for Cat. HI2X2 
Stop for Storage Bin (1/4 in,-20l 
Nut for Cat. 46X808 
Lockwasher for Cat. 46X808 
Roller and Bracket for Storage Bin 
Roller Only 

Trim and Clips for Cat. H7A263 
Clip for Cat. HI8AI62 
Hinge for Storage Bln Door 
Spacing Rod for Hinge 


Revised March 1949 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND HERCNANDISE DEPARTMENT 


PB12-39A, PB12-39C—Cabinet Parts (Cont.) 


REF. 

NO. 

CAT. NO. 

NAME OF PART 


11X339 

Screw for Hinge (10-30) 

16. 

- 

RIGHT-HAND DOOR 

17. 

- 

LEFT-HAND DOOR 

16. 

H7A255 

Outer Door Panel {Right-Hand Door) 

17. 

H7A256 

Outer Door Panel (Left-Hand Door) 

18. 

HI3AI84 

Door Gasket 

19. 

HI0AI27 

Door Strip, Top or Bottom 


HI0AI28 

Door Strip, Hinge Side 

20. 

H IGA 126 

Door Strip, Latch Side with Escutcheon for Latch Bolt 

21. 

HI5A4I 

Escutcheon for Latch Bolt 

22. 

HI 2X2 

Screw for Poor Strip (10-30) 

23. 

HSA33 

Door Corner 


H7A254 

Inner Door Panel {Right-Hand Door) 

24. 

H7AI8I 

Inner Poor Panel (Left-Hand Door) 

25. 

HI5A72 

Latch with Gasket and Nut 

26. 

HI5A44 

Spring for Latch 

27. 

KI5A45 

Nut for Latch and Handle 

26. 

HI3AI48 

Gasket between Latch and Outer Door Panel 

11X339 

Screw Fastening Latch to Door Strip (10-30) 

29. 

HI5AS7 

Scuff Plate for Latch Handle 


H20A6 

Screw for Cat. KI5A67 (4-48) 


165736 

Washer for Screw Cat. 11X339 fastening Latch to Door Strip 


H20A6 

Screw for Thermometer Clip (4-48) 

30. 

HI5A68 

Latch Handle without Escutcheon 

31. 

HI5A6S 

Escutcheon for Latch Handle 


HI3A195 

Gasket between Latch Handle and Outer Door Panel 

32. 

HI6A45 

Upper Hinge for Right-Hand or Lower Hinge for Left-Hand Door 

33. 

HI6A44 

Upper Hinge for Left-Hand Door 

34. 

HI6A60 

Lower Hinge for Right-Hand Door 

35. 

HI6A46 

Spacer Rod for Hinge 


11X339 

Screw for Hinge (10-30) 

36. 

HI8A163 

Trim, Front, Left Side 


HI8AI64 

Trim, Front, Right Side 

37. 

HI8AI65 

Trin, Front, Mul1 ion 

38. 

HISA 166 

Trim, Front, Top cross Piece, Right or Left Side 

39. 

H1 BA167 

Trim, Front, Bottom cross Piece, Refrigerating Compartment 

Side 


HI8AI6? 

Trin, Front, Bottom cross Piece, Storage Bin Side 


1IX33S 

Screw for Trim (10-30) 


H20AI38 

Washer for Cat. 11X339 


MI0AI45 

Strip for Top of Outer Case 


H20A86 

Screw for Cat. HI0AI45 (10-30) 


H20AI38 

Washer for Cat. H20A86 

40. 

HI4AI9 

8tr Ike for Latch Bolt 

41. 

HI4A20 

Strike Case 


11X339 

Screw for Strike (10-30) 


58X310 

Lockwasher for Cat. 11X339 

42. 

IGA2IH3 

Door Switch with 8 inch Leads 


HI3AI8I 

Gasket for Cat. IGA2IH3 


HI 2X2 

Screw for Cat. IGA2IH3 (10-30) 

43. 

HI0AI30 

Ooor Jamb Strip, Hinge Side 

44. 

HI0AI3I 

Ooor Jamb Strip, Latch Side 

45. 

HIOAI32 

Door Jamb Strip, Bottom 


HIOAI33 

Door Jamb Strip, Top 


HI 2X2 

Screw for Door Jamb Strip (10-30) 

46. 

H9A34 

Door Jamb Corner 


REF. 

NO. 

CAT. NO. 

NAME OF PART 

47 

H3AI2I 

INNER LINER WITH SHELF SUPPORTS 

48 

H17A90 

Shelf Support, Headed (1/2 in. long) 


HI8A3 

Washer for Cat. KI7A90, Left Front Only 

49 

HI7A89 

Shelf Support, Straight (l/i in. long) 


HI2A2 

Screw for Cat. KI7A89 or HI7A90 (1/4 in.-20) 


HI7AI66 

Washer for Cat. H12A2 

50 

HI7A92 

Shelf Support, Single Slot (3/4 in. high) 


H20AI59 

Screw for Single Slot Shelf Support (10-30) 


58X324 

Lockwasher for Single Slot Shelf Support 


HI7AI 10 

Washer for Single Slot Shelf Support 


H20A258 

Oouble Clip for Supporting Rod for Vegetable Drawer Cover 


HI2A2 

Screw for Cat. H20A258 (1/4 In.-20) 


HI7A89 

Thumb Nut for Cat. HI2A2 


HI7AI66 

Washer for Cat. HI2A2 


KI7A48 

Rubber Thimble for Supporting Rod for Vegetable Drawer Covei 


«H20a86 

Screw fastening Inner Liner Cover to Inner Liner (10-30) 


•H20A74 

Washer (Fiber) for Cat. H20A86 


•420A75 

Washer (Rubber) for Cat. H20X86 


H20A282 

Bracket for Ice Tray Separator Release 


H20A60 

Screw for Cat. H20A282 (Ho. 8) 

51 

IHI7AI68 

Shelf, Top, Right-Hand (P8I2-39A) 

52 

HI7A2I8 

Shelf, Top, Left-Hand (PBI2-39A) 


fHI7A305 

Shelf, Top, Right-Hand (PBI2-39C) 


HI7A303 

Shelf, Top, Left-Hand (P8I2-39C) 


HI7A2I9 

Trie for Cat. KI7A2I8 or HI7A303 Shelf 

53 

HI7AI69 

Sliding Shelf with Stops, Right-Hand 

54 

III7AI70 

Sliding Shelf with Stops, Left-Hand 


HI7AI05 

Stop for Shelf 

55 

HI7AI7I 

Shelf, Center 


H20A248 

Bumper for Shelf 

56 

H30A57 

VEGETABLE DRAWER 

57 

H30A58 

Pan for Vegetable Drawer 

56 

H30A40 

Front Panel for Vegetable Drawer 

58 

H30A34 

Handle for Vegetable Drawer 


58X350 

Screw fastening Cet. H30A34 and H30A40 to H30A58 (10-32) 


179789 

Fiber Waaher for Cet. 58X350 (13/32 in. 0.0.) 


H20A250 

Washer between Cat. H30A40 and H30A58 (1 In. 0.0.) 


H30A59 

Cover for Vegetable Drawer 


H20A277 

Rightd-Hand Support for Cat. H30A59 


H20A276 

Left-Hand Support for Cat. H30A59 


H20A274 

Rubber Stop for Cat. H20A277 or H20A278 


H20A275 

Rubber Rest for Cat. H20A277 or H20A278 


H20A269 

Slide for Vegetable Drawer 


78X435 

Lamp Receptecie 


H20A60 

Screw for Cat. 78X435 (NO. 8) 


HI9A29 

Lamp Guard 


H20A49 

Screw for Cat. HI9A29 (No. 8) 


GE30I4 

Connector for Leads 


H20A265 

Heater for Mull ion (32 volts) 


H20A266 

Heater for Mullion (65 volts) 


H20A267 

Heater for Mullion (115 volts) 


H20A268 

Heater for Mull ion (230 volts) 


H20A379 

Clip for Mull ion Heater 


H5X20 

Cabinet Insulation (Kimsul, 18* roll) 


’AIRI52 

Accessories 


• Later Production Cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Nut and Cat. H20A380 Washer. 

f A Right-hand top shelf with provision for a Cold Storage Tray is available. It is covered by Cat. No. HI7A230 for PBI2-39A and Cat. No. HI7A304 for PBI2-39C. 

• Refer to the Accessories Section for Parts included. 
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KF-15A, JKF-15B—Cabinet Parts 



AlR52f Accessories 

C20A81 Screw fastening Evaporator to Inner Liner Cover 

C20A82 Rubber Washer between Inner Liner Cover and Washer 

C20A83 Washer for C20A81 Screw 

H3A41 Inner Liner Cover (Left Hand) 

H3A42 Inner Liner Cover (Middle) 

H3A44 Inner Liner Cover (Right Hand) 

H3A45 Inner Liner 

H4A27 Top Cover for Cabinet 

H4A28 Sealing Cover 

H5A82 Insulation between Refrigerating Machine Compartment and 
Storage Drawer 

H5A83 Insulation between Side Panel and Base (Front, Bottom) 

H5A84 Insulation back of H8A60 Panel 
H5A86 Cabinet Insulation (Set) 

H5A87 Insulation between Inner Liner Cover and Cabinet Cover 

H5A88 Insulation for Refrigerating Machine Compartment Door 

H5A89 Insulation for Refrigerating Machine Compartment (Bottom) 

H5A90* Insulation back of H8A61 Panel 

H5A91 Insulation between Inner Liner and Outer Case 

H6A48 Small Cabinet Door 

H6A50 Large Cabinet Door 

H7A62 Small Outer Door Panel 

H7A65 Small loner Door Panel 

H7A66 Large Outer Door Panel 

H7A67 Large Inner Door Panel 

H7A68 Door Panel with Catches for Refrigerating Machine Compartment 

H8A56 Side Panel (Left Hand) 

H8A57 Side Panel (Right Hand) 

H8A59 Middle Panel (Upper Front) 

H8A60 Middle Panel (Lower Front) 

H8A61 Front Panel (Horizontal) 

H9A20 Door Jamb Corner 

H9A21 Door Corner 

H10A63 Door Jamb Strip with Filler Piece (Vertical, Latch Side) 

H10A64 Door Jamb Strip (Vertical, Hinge Side, Small Door) 

H10A65 Door Jamb Strip (Vertical, Hinge Side, Large Door) 

H10A66 Door Jamb Strip (Horizontal, Small Door) 

H10A68 Door Strip (Vertical, Latch Side) 

H10A69 Door Strip (Vertical, Hinge Side) 

H10A7I Door Strip (Horizontal, Small Door) 

t Refer to Accessories Section for parts included. 

* Use Kimsul, Cat No- H5X20. 


H10A72 

H10A73 

H12A1 

H12A2 

H12A9 

H12X2 

H13A59 

H13A91 

H13A92 

H13A93 

H13A96 

H13A97 

H13A98 

H13A99 

H13A100 

H13A101 

H13A102 

H13A103 

H13A110 

H13A111 

H13A112 

H13A114 

H13X4 

H14A17 

H15A9 

H15A10 

H15A20 

H15A24 

H15A26 

H15A27 

H15A32 

H15A44 

H16A16 

H16A22 

H17A52 

H17A53 

H17A54 


Door Jamb Strip (Horizontal, Large Door) 

Door Strip (Horizontal, Large Door) 

Screw for Evaporator and Trim 

Screw for H20A76 Support, Hanger or Shelf Support 

Cap Screw for Storage Drawer Frame 

Screw fastening Left-Hand Trim to Clip 

Gasket for Sealing Cup 

Gasket between Mullion and Inner Liner 

Gasket between Support and Mullion 

Rubber Gasket for Latch and Door Frame 

Rubber Gasket for Small Door 

Gasket between Hinge and Outer Door Panel or between Spacer 
and Outer Door Panel 

Set of Gaskets between Door Jamb Strips and Outer Panels 
Gasket for Inner Liner Cover and Inner Liner 
Rubber Gasket for Large Door 

Large Gasket between Latch Handle Escutcheon Plate and Outer 
Door Panel 

Small Gasket between Latch Handle Escutcheon Plate and Outer 
Door Panel 

Gasket for Sealing Cover 

Gasket between Door Jamb Strip and Outer Panel (Hinge Side) 
Gasket between Door Jamb Strip and Outer Panel (Latch Side) 
Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Small Door) 

Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Large Door) 

Rubber Button for H31A1 Front Panel 
Strike 

Latch Handle 

Escutcheon Plate for Latch Handle 
Thimble for Latch Handle 
Handle Grip 

Latch Case with Bolt, Spring, Gasket and Nut 

Escutcheon Plate for Latch Bolt 

Nut Fastening Handle to Latch 

Spring for Latch Case 

Cover for Hinge 

Hinge (Less Cover) 

Shelf back of Evaporator Unit 
Shelf (Small, Side) 

Channel with Catch for H17A62 Shelf 


Always Give Catalog Number 
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KF-15A, IKF-15B—Cabinet Parts ( Continued ) 


H17A55 

H17A58 

H17A60 

H17A62 

H17A63 

H17A65 

H18A3 

H18A18 

H18AI9* 

H18A20 

H18A22 

H18A38 

H18A43 

H18A54 

H18A95 

H18A109 

H18A111 

H18A112 

H18A113 

H19A4 

H20A6 

H20A8 

H20A15 

H20A16 

H20A19 

H20A20 

H20A22 

H20A47 

H20A48 

H20A56 

H20A57 

H20A59 

H20A60 

H20A61 

H20A75 

H2dA76 


H20A77 

H20A78 

H20A79 

H20A80 

H20A81 

H20A82 

H20A83 

H20A84 

H20A85 

H20A86 

H20A87 

H20A88 

H20A89 

H20A91 

H20A92 

H20A94 

H20A95 

H20A96 

H20A99 

H20A100 

H20A101 

H20A102 

H20A103 

H20A104 


H20A105 


H20A106 

H20A107* 

H20A108 

H20A109 

H20A111 

H20A112 

I120A113 

H20A115 

H20A140 

H20A267 

H20X6 

H23A24 

H23A35 

H23A37 

H23A39 

H23A44 

H23A60 

H23A61 

H23A62 

H23A63 

H23A64 


Channel for H17A53 Shelf 

Shelf Support, Straight (Stationary Shelf) 

Shelf Support (Headed) 

Large Sliding Shelf 
Top Shelf 

Large Stationary Shelf 

Fiber Washer for H12A2 or H20A16 Screws (W' O.D.) 

Washer for H20A15 or H12A9 Screws (%" O.D.) 

Washer for 11X339 Saew 

Fiber Washer (21/32" O.D.) for H20A16 or 58X279 Screws 

Washer for 126869 Nut 

Washer for 58X304 Screw 

Washer for H20A15 Screw and Foot Pedal 

Momentary Contact Switch with Leads 

Top Trim (Left Hand) 

Top Trim (Right Hand) 

Trim between H8A61 and H8A59 Panels 
Trim between H8A61 Front Panel and Side Panel 
Top Trim (Front) 

Lamp Guard 

Screw for Nameplate Clip 

Speed Nut for 49X563 Receptacle 

Screw for Foot Pedal and Base or Cabinet and Base 

Screw fastening Inner Liner Cover to Inner liner 

Rubber Button for Outer Case 

Rubber Spacer for Channel 

Cap Screw fastening Refrigerating Machine to Base 
Screw for Hinge and Cabinet 
Screw for Sealing Cup and Gasket 
Shim between Spacer and Door Frame 
Door Spring 

Spacer between Evaporator and Inner liner Cover 
Screw for Spring Clip, Sealing Cover, Side Panel, Clamp, Trinj 
Spring Clip for Refrigerating Machine Compartment Panel 
Rubber Washer for H20A16 Screw 

Shelf Support (Straight) for Sliding Shelf, or Spacer for Side 
Channel and Inner Liner 
Spring for Door Jamb Strip 
Spring Retainer for H20A77 or H20A88 Springs 
Support for Mullion Tube 
Spacer for Mullion 
Washer for 58X276 Screw 
Clamp for Tubes 
Pad for Hinge and Cabinet 
Mullion for Inner Liner 
Support for H20A84 Mullion 
Screw for H20A84 Mullion 
Spacer for Hinge and Door 
Spring for Door Strip 
Screw for Hinge 
Frame for Small Door 
Drain for Chiller Tray 

Rubber Bumper for Evaporator Compartment Door 

Screw fastening Control to Escutcheon Plate 

Nut for H20A95 Screw 

Hanger for Top Shelf 

Nut for H12A2 Screw 

Fiber Washer for H20A100 Nut 

Frame for Large Door 

Brass Washer between Hinge and Cabinet Door 
Rubber Spacer for Outer Door Panel and Frame (Left-Hand, 
Facing Inner Side of Panel) 

Rubber Spacer for Outer Door Panel and Frame (Right-Hand, 
Facing Inner Side of Panel) 

Rubber Button for Refrigerating Machine Compartment Panel 
Catch with Rivet and Filler Piece for Refrigerating Machine 
Compartment Panel 
Spacer (0.125") for H12A9 Screw 
Spacer (0.031") for H12A9 Screw 
Heater for Mullion (32 Volt) 

Heater for Mullion (65 Volt) 

Heater for Mullion (230 Volt) 

Pad for Side Panel (Front) 

Steel Washer for 58X287 Screw (H" O.D.) 

Heater for Mullion (115 Volt) 

Service Clip Assembly for Servicing Units 

Sealing Cup with Connection Rod 

Black Rubber Boot for Foot Pedal 

Connection Rod between Gland and Turnbuckle 

Turnbuckle for Connection Rod 

Grey Rubber Boot for Foot Pedal 

Strike Case with Plunger (Right-Hand Door) 

Strike Case with Plunger (Left-Hand Door) 

Foot Pedal Door and Drawer Opener 

Foot Pedal with Bracket. Hinge Pin, Rod, Shield and Stop 
Hinge Pin for Foot Pedal 


H23A65 Foot Pedal (Right Hand, with Rod) 

H23A66 Foot Pedal (Middle, with Rod) 

H23A67 Foot Pedal (Left Hand, with Rod) 

H23A68 Spacer (Left-Hand Foot Pedal) 

H23A69 Foot Pedal Shield 

H23A70 Connection Rod between Sealing Cup and Plunger Rod 
H23A71 Drawer Release Lever with Spring, Support and Hinge Pin 
H23A72 Stop (Right-Hand, or Middle Foot Pedal) 

H27A12 Base for Cabinet and Refrigerating Machine 
H23A8 Skirt for Base (Left Hand) 

H28A10 Skirt for Base (Right Hand) 

H29A5 Channel for Refrigerating Machine and Evaporator Connection 
Tubing 

H30A19 Cover for Vegetable Drawer 

H30A20 Vegetable Drawer 

H30A21 Shelf for Lower Vegetable Drawer 

H30A22 Pin for H30A19 Cover 

H31A1 Front Panel for Storage Drawer 

H31A2 Storage Drawer 

H31A3 Rod with Support for Storage Drawer Opener 

H31A4 Spring for Storage Drawer Opener 

H31A5 Rear Support for H31A3 Rod 

H31A6 Spring seat for H31A4 Spring 

H31A7 Stop for H31A4 Spring 

H31A8 Nut Strip for Stop 

H31A9 Fiber Wedge for Drawer 

H31A10 Supports and Channels for Storage Drawer 

H31A11 Sliding Guide Channel with Rollersfor Storage Drawer(Right Hand) 

H31A12 Sliding Guide Channel with Rollersfor Storage Drawer (Left Hand) 

H32A1 Upper or Lower Door for Evaporator Compartment 
H32A2 Middle Door for Evaporator Compartment 
H32A3 Trim, Right Hand (Evaporator Compartment) 

H32A6 Handle for Evaporator Compartment Door 

H32A7 Spring Latch for Evaporator Compartment Door 
H32A8 Upper Hinge for Middle Evaporator Compartment Door 

H32A9 Lower Hinge for Middle Evaporator Compartment Door 

H32A10 Hinge for Upper or Lower Evaporator Compartment Door 
H32A11 Pin for H32A8, H32A9 or H32A10 Hinges 
H32A12 Spacer between Evaporator and Trim Clip 
H32A13 Spacer for Handle or H32A7 Spring Latch 
H32A14 Baffle for Evaporator Compartment 

H32A15 Spring Clip for Baffle 

H32A16 Trim, Left Hand (Evaporator Compartment) 

H32A17 Clip (Left-Hand Trim) 

4030 Cotter Pin for Hinge Pin 

13919 Nut for C20A81 Screw 

126869 Nut for H20A22 Screw 

126914 Screw for Stop and Drawer Release 

150279 Washer for 126914 Screw 

153179 Fiber Washer O.D.) for H20A16 Screw 

153923 Screw for H20A80 Spacer and Outer Case 

179789 Washer for H20A86, 11X339 or H20A60 Screws and for 58X286 
Nut 

278451 Screw for H5A82 Insulation 

465012 Steel Washer for H20A16 Screw (%” O.D.) 

1X452 Nut for H20A16 Screw 

11X339* Screw for Latch, H20A107 Catch, Tube Sealing Plate or Strike 
49X789 Light Receptacle with Leads 

54X685 Washer for 278451 Screw 

58X272 Screw fastening Channel to Mullion or Inner liner, or End 
Channel 

58X274 Washer for 58X303 Screw 

58X275 Screw for Front Panels 

58X276 Screw for Side Panel, Rear, or Channel Spacer 

58X277 Screw for Top Cover 

58X278 Washer for 58X277 Screw 

58X279 Screw for Skirt 

58X280 Screw for H8A60 Panel 

58X281 Screw for Channel and Shelf Support 

58X282 Screw for Trim 

58X283 Screw for H32A6 Handle 

58X284 Screw for H32A8, H32A9, H32A10 Hinges, or for Escutcheon 
Plate 

58X285 Nut for H30A22 Pin 

58X286 Nut for H12A1 Screw 

58X287 Screw for H31A1 Panel or for Fiber Wedge 

58X303 Screw for H20A80 Spacer and Inner liner 

58X304 Screw for Side Panel 

61X328 Lockwasher for 13919 Nut 

64X973 Check Nut for Turnbuckle (Left-Hand Thread) 

64X974 Check Nut for Turnbuckle (Right-Hand Thread) 

65X631 Washer for 58X275 or 58X280 Screws 
GE3014 Connector for Leads 

NP59179B Clip for Nameplate 

NP60940 Escutcheon Plate for Control 


* On first production the Catch for Refrigerating Compartment Door was welded in position, but later fastened to the door with screws. 


t KF-15B Cabinet has same renewal parts as KF-15A except Baffle for Evaporator Compartment and Small Top Shelf and other parts not used on K.F-15A 
as follows: 

H17A87 Shelf and Hanger (Small) H20A133 Strap for Shelf Hanger (Rear) 

H20A131 Baffle for Evaporator Compartment 63X305 Lockwasher for H17A87 Shelf 

H20A132 Cover Strip 
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H10A63 

H8A59 

NP60940 

H10A66 

H18A113 

H9A20 

H13A96 

H10A71 

H9A21 

H18A54 

H32AI6 

H6A481 

H7A62/ 

H32A1 

H32A2 
H20A57 
H14A17 
H10A68 
H23A60 
H30A20 
H32A6 
H32A1 
H7A65 
H18A112 
H8A56 
H10A64 
H8A61 
H8A60 


H28A8 

H23A44 


H31A1 

H31A2 


} 


H23A35 



AlR52f Accessories 

H3A44 Inner Liner Cover (Right Hand) 

H3A45 Inner Liner 

H4A27 Top Cover for Cabinet 

H4A28 Sealing Cover 

HSA82 Insulation between Refrigerating Machine Compartment and 
Storage Drawer 

HSA83 Insulation between Side Panel and Base (Front, Bottom) 

HSA84 Insulation back of H8A60 Panel 

H5A87 Insulation between Inner Liner Cover and Cabinet Cover 
H5A88 Insulation for Refrigerating Machine Compartment Door 
H5A90* Insulation back of H8A61 Panel 
H5A91 Insulation between Inner Liner and Outer Case 
HSA162 Cabinet Insulation (Set) 

H6A48 Small Cabinet Door 

H6A50 Large Cabinet Door 

H7A62 Small Outer Door Panel 

H7A65 Small Inner Door Panel 

H7A66 Large Outer Door Panel 

H7A67 Large Inner Door Panel 

H7A68 Door Panel with Catches for Refrigerating Machine Compartment 

H8A56 Side Panel (Left Hand) 

H8A57 Side Panel (Right Hand) 

H8A59 Middle Panel (Upper Front) 

H8A60 Middle Panel (Lower Front) 

H8A61 Front Panel (Horizontal) 

H9A20 Door Jamb Corner 

H9A21 Door Corner 

H10A63 Door Jamb Strip with Filler Piece (Vertical, Latch Side) 

H10A64 Door Jamb Strip (Vertical, Hinge Side, Small Door) 

H10A65 Door Jamb Strip (Vertical, Hinge Side, Large Door) 

H10A66 Door Jamb Strip (Horizontal, Small Door) 

H10A68 Door Strip (Vertical, Latch Side) 

H10A69 Door Strip (Vertical, Hinge Side) 

H10A71 Door Strip (Horizontal, Small Door) 

H10A72 Door Jamb Strip (Horizontal, Large Door) 

H10A73 Door Strip (Horizontal, Large Door) 

H12A1 Screw for Evaporator and Trim 

t Refer to Accessories Section for parts included. 

* U#e Kimsul, Cat. No. H5X20. 


H12A2 Screw for H20A76 Support, Hanger or Shelf Support 
H12A9 Cap Screw for Storage Drawer Frame 
H12X2 Screw Fastening Left-Hand Trim to Clip 
H13A59 Gasket for Sealing Cup 
H13A91 Gasket between Mullion and Inner Liner 
H13A92 Gasket between Support and Mullion 
H13A93 Rubber Gasket for Latch and Door Frame 
H13A96 Rubber Gasket for Small Door 

H13A97 Gasket between Hinge and Outer Door Panel or between Spacer 
and Outer Door Panel 

H13A98 Set of Gaskets between Door Jamb Strips and Outer Panels 
H13A100 Rubber Gasket for Large Door 

H13A1Q1 Large Gasket between Latch Handle Escutcheon Plate and Outer 
Door Panel 

H13A102 Small Gasket between Latch Handle Escutcheon Plate and Outer 
Door Panel 

H13A103 Gasket for Sealing Cover 

H13A110 Gasket between Door Jamb Strip and Outer Panel (Hinge Side) 
H13A111 Gasket between Door Jamb Strip and Outer Panel (Latch Side) 
H13A112 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Small Door) 

H13A114 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Large Door) 

H13A162 Gasket for Inner Liner Cover and Inner Liner 
H13X4 Rubber Button for H31A1 Front Panel 
H14A17 Strike 

H15A9 Latch Handle 

H15A10 Escutcheon Plate for Latch Handle 
H15A20 Thimble for Latch Handle 

H15A24 Handle Grip 

H15A26 Latch Case with Bolt, Spring, Gasket and Nut 

H15A27 Escutcheon Plate for Latch Bolt 

H15A32 Nut Fastening Handle io Latch 

H15A44 Spring for Latch Case 

H16A16 Cover for Hinge 

H16A22 Hinge (Less Cover) 

H17A52 Shelf back of Evaporator Unit 

H17A53 Shelf (Small, Side) 

H17A54 Channel with Catch for H17A62 Shelf 
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K-15A—Cabinet 


H17A55 Channel for H17A53 Shelf 

H17A58 Shelf Support, Straight (Stationary Shelf) 

H17A60 Shelf Support (Headed) 

H17A62 Large Sliding Shelf 

H17A63 Top Shelf 

H17A65 Large Stationary Shelf 

H17A87 Shelf and Hanger (Small) 

H18A3 Fiber Washer for H12A2 or H20A16 Screws (H" O.D.) 

H18A18 Washer for H20A15, H12A9 or 279364 Screws (%" O.D.) 

H18A19 Washer for 11X339 Screw 

H18A20 Fiber Washer (W O.D.) for H20A16 or 58X279 Screws 

H18A38 Washer for 58X304 Screw 

H18A43 Washer for H20A15 Screw and Foot Pedal 

H18A54 Momentary Contact Switch with Leads 

H18A95 Top Trim (Left Hand) 

H18A109 Top Trim (Right Hand) 

H18A111 Trim between H8A61 and H8A59 Panels 
H18A112 Trim between H8A61 Front Panel and Side Panel 
H18A113 Top Trim (Front) 

H19A4 Lamp Guard 

H20A6 Screw for Nameplate Clip 

H20A8 Speed Nut for 49X563 Receptacle 

H20A15 Screw for Foot Pedal and Base or Cabinet and Base 

H20A16 Screw Fastening Inner Liner Cover to Inner Liner 

H20A19 Rubber Button for Outer Case 

H20A20 Rubber Spacer for Channel 

H20A47 Screw for Hinge and Cabinet 

H20A48 Screw for Sealing Cup and Gasket 

H20A56 Shim between Spacer and Door Frame 

H20A57 Door Spring 

H20a60 Screw for Spring Clip, Sealing Cover, Side Panel, Clamp, Trim 
H20A61 Spring Clip for Refrigerating Machine Compartment Panel 
H20A74 Fiber Washer for H20A86 Screw 
H20A75 Rubber Washer for H20A16 Screw 

H20A76 Shelf Support (Straight) for Sliding Shelf, or Spacer for Side 
Channel and Inner Liner 
H20A77 Spring for Door Jamb Strip 

H20A78 Spring Retainer for H20A77 or H20A88 Springs 
H20A79 Support for Mullion Tube 

H20A80 Spacer for Mullion 

H20A81 Washer for 58X276 Screw 

H20A82 Clamp for Tubes 

H20A83 Pad for Hinge and Cabinet 

H20A84 Mullion for Inner Liner 

H20A85 Support for H20A84 Mullion 

H20A86 Screw for H20A84 Mullion 

H20A87 Spacer for Hinge and Door 

H20A88 Spring for Door Strip 

H20A89 Screw for Hinge 

H20A91 Frame for Small Door 

H20A92 Drain for Chiller Tray 

H20A94 Rubber Bumper for Evaporator Compartment Door 

H20A95 Screw Fastening Control to Escutcheon Plate 

H20A96 Nut for H20A95 Screw 

H20A99 Hanger for Top Shelf 

H20A100 Nut for H12A2 Screw 

H20A101 Fiber Washer for H20A100 Nut 

H20A102 Frame for Large Door 

II20A103 Brass Washer between Hinge and Cabinet Door 
H20A104 Rubber Spacer for Outer Door Panel and Frame (Left-Hand 
Facing Inner Side of Panel) 

H20A105 Rubber Spacer for Outer Door Panel and Frame (Right-Hand, 
Facing Inner Side of Panel) 

H20A106 Rubber Button for Refrigerating Machine Compartment Panel 
H20A107 Catch for Refrigerating Machine Compartment Panel 
H20A108 Spacer (0.125") for H12A9 Screw 
H20A109 Spacer (0.031") for H12A9 Screw 
H20A111 Heater for Mullion (32 Volt) 

H20A112 Heater for Mullion (65 Volt) 

H20A113 Heater for Mullion (230 Volt) 

H20A115 Pad for Side Panel (Front) 

H20A131 Baffle for Evaporator Compartment 
H20A132 Cover Strip for Inner Liner 
H20A133 Strap for Shelf Hanger (Rear) 

H20A140 Steel Washer for 58X287 Screw (H" .O.D.) 

H20A179 Supporting Bracket for Refrigerating Machine Compartment 
Door (Straight) 

H20A180 Supporting Bracket for Refrigerating Machine Compartment 
Door (Offset) 

H20A267 Heater for Mullion (115 Volt) 

H23A24 Sealing Cup with Connection Rod 

H23A35 Black Rubber Boot for Foot Pedal 

H23A37 Connection Rod between Gland and Turnbuckle 

H23A39 Turnbuckle for Connection Rod 

H23A44 Grey Rubber Boot for Foot Pedal 

H23A60 Strike Case with Plunger (Right-Hand Door) 


Parts ( Continued ) 


H23A61 Strike Case with Plunger (Left-Hand Door) 

H23A62 Foot Pedal Door and Drawer Opener 

H23A63 Foot Pedal with Bracket, Hinge Pin, Rod, Shield and Stop 

H23A64 Hinge Pin for Foot Pedal 

H23A65 Foot Pedal (Right-Hand, with Rod) 

H23A66 Foot Pedal (Middle, with Rod) 

H23A67 Foot Pedal (Left-Hand, with Rod) 

H23A68 Spacer (Left-Hand Foot Pedal) 

H23A69 Foot Pedal Shield 

H23A70 Connection Rod between Sealing Cup and Plunger Rod 
H23A71 Drawer Release Lever with Spring, Support and Hinge Pin 
H23A72 Stop (Right-Hand, or Middle Foot Pedal) 

H27A33 Base for Cabinet and Refrigerating Machine 

H28A8 Skirt for Base (Left Hand) 

H28A10 Skirt for Base (Right Hand) 

H29A5 Channel for Refrigerating Machine and Evaporator Connection 
Tubing 

H30A19 Cover for Vegetable Drawer 

H30A20 Vegetable Drawer 

H30A21 Shelf for Lower Vegetable Drawer 

H30A22 Pin for H30A19 Cover 

H31A1 Front Panel for Storage Drawer 

H31A2 Storage Drawer 

H31A3 Rod with Support for Storage Drawer Opener 

H31A4 Spring for Storage Drawer Opener 

H31A5 Rear Support for H31A3 Rod 

H31A6 Spring Seat for H31A4 Spring 

H31A7 Stop for H31A4 Spring 

H31A8 Nut Strip for Stop 

H31A9 Fiber Wedge for Drawer 

H31A10 Supports and Channels for Storage Drawer 

H31A11 Sliding Guide Channel with Rollers for Storage Drawer (Right Hand) 

H31A12 Sliding Guide Channel with Rollers for Storage Drawer (Left Hand) 
H32A1 Upper or Lower Door for Evaporator Compartment 
H32A2 Middle Door for Evaporator Compartment 
H32A3 Trim, Right-Hand (Evaporator Compartment) 

H32A6 Handle for Evaporator Compartment Door 

H32A7 Spring Latch for Evaporator Compartment Door 

H32A8 Upper Hinge for Middle Evaporator Compartment Door 

H32A9 Lower Hinge for Middle Evaporator Compartment Door 

H32A10 Hinge for Upper or Lower Evaporator Compartment Door 
H32A11 Pin for H32A8, H32A9 or H32A10 Hinges 
H32A12 Spacer between Evaporator and Trim Clip 
H32A13 Spacer for Handle or H32A7 Spring Latch 
H32A16 Trim, Left-Hand (Evaporator Compartment) 

H32A17 Clip (Left-Hand Trim) 

4030 Cotter Pin for Hinge Pin 

126914 Screw for Stop and Drawer Release 

150279 Washer for 126914 Screw 

153179 Fiber Washer (%" O.D.) for H20A16 Screw 

153923 Screw for H20A80 Spacer and Outer Case 

179789 Washer for 11X339 or H20A60 Screws and for 58X286 Nut 

278451 Screw for Hi>A82 Insulation 

279364 Cap Screw Fastening Back Angle, Refrigerating Machine or 
H20A179 and H20A180 Brackets to Base 
465012 Steel Washer for H20A16 Screw ($£" O.D.) 

1X452 Nut for H20A16 Screw 

11X339 Screw for Latch, H20A107 Catch, Tube Sealing Plate or Strike 
49X789 Light Receptacle with Leads 

54X685 Washer for 278451 Screw 

58X272 Screw Fastening Channel to Mullion or Inner Liner, or End 
Channel 

58X274 Washer for 58X303 Screw 

58X275 Screw for Front Panels 

58X276 Screw for Side Panel, Rear, or Channel Spacer 

58X277 Screw for Top Cover 

58X278 Washer for 58X277 Screw 

58X279 Screw for Skirt 

58X280 Screw for H8A60 Panel 

58X281 Screw for Channel and Shelf Support 

58X282 Screw for Trim 

58X283 Screw for H32A6 Handle 

58X284 Screw for H32A8, H32A9, H32A10 Hinges, or or Escutcheon 
Plate 

58X285 Nut for H30A22 Pin 

58X286 Nut for H12A1 Screw 

58X287 Screw for H31A1 Panel or for Fiber Wedge 

58X303 Screw for H20A80 Spacer and Inner Liner 

58X304 Screw for Side Panel 

63X305 Lockwasher for H17A87 Shelf 

64X973 Check Nut for Turnbuckle (Left-Hand Thread) 

64X974 Check Nut for Turnbuckle (Right-Hand Thread) 

65X631 Washer for 58X275 or 58X280 Screws 
GE3014 Connector for Leads 

NP59179B Clip for NamejUate 

NP60940 Escutcheon Plate for Control 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


K-15B—Cabinet Parts 



H23A35 


AlR97f Accessories 

H3A87 Inner Liner with Tapping Strips and Shelf Supports 

H3A86 Mullion for Inner Liner 

H3A89 Inner Liner Cover (Right Hand) 

H4A27 Cabinet Cover 

H4A28 Sealing Cover 

H5A82 Insulation between Refrigerating Machine Compartment and 
Storage Drawer 

H5A83 Insulation between Side Panel and Base (Front, Bottom) 

H5A84 Insulation back of H8A60 Panel 

H5A87 Insulation between Inner Liner Cover and Sealing Cover 
H5A88 Insulation for Refrigerating Machine Compartment Door 
H5A90* Insulation back of H8A61 Panel 
H5A162 Cabinet Insulation (Set) 

H6A158 Door Complete (Small) 

H6A160 Door Complete (Large) 

H7A65 Small Inner Door Panel 

H7A67 Large Inner Door Panel 

H7A68 Door Panel with Catches for Refrigerating Machine Compartment 

H7A162 Small Outer Door Panel 

H7A164 Large Outer Door Panel 

H8A56 Side Panel (Left Hand) 

H8A57 Side Panel (Right Hand) 

H8A59 Middle Panel (upper Front) 

H8A60 Middle Panel (Lower Front) 

H8A61 Front Panel (Horizontal) 

H9A20 Door Jamb Corner 

H9A21 Door Corner 

H10A63 Door Jamb Strip (Vertical, Latch Side, with Filler Piece) 

H10A64 Door Jamb Strip (Vertical, Hinge Side, Small Door; 

H10A66 Door Jamb Strip (Horizontal, Small Door) 

H10A68 Door Strip (Vertical, Latch Side) 

H10A69 Door Strip (Vertical, Hinge Side) 

H10A71 Door Strip (Horizontal, Small Door) 

H10A72 Door Jamb Strip (Horizontal, Large Door) 

H10A73 Door Strip (Horizontal, Large Door) 

H10A111 Door Jamb Strip (Vertical, Hinge Side, Large Door) 

H11A123 Tapping Strip for H17A55 Channel 

H12A1 Screw Fastening Clip for Right-Hand Trim to Evaporator 
H12A2 Screw Fastening H17A58, HI7A60, or H20A76 to Inner Liner 
H12A9 Cap Screw Fastening H31A3, H31A5, or H31A10 to Base 
H12X2 Screw Fastening H32A16 Trim to H32A17 Clip 
H13A59 Gasket for Sealing Cup 

H13A91 Gasket between Inner Liner and Support for Mullion 
H13A92 Gasket between Support and H3A86 Mullion 

f Refer to Accessories Section for parts included. 

* U#e Kimsul, Cat. No. HSX20. 


H13A93 Rubber Gasket for Latch Case and Door Frame 
H13A96 Rubber Gasket for Small Door 

H13A97 Gasket between Hinge and Outer Door Panel or between Spacer 
and Outer Door Panel 

H13A98 Set of Gaskets between Door Jamb Strips and Outer Door Panels 
H13A100 Rubber Gasket for Large Door 
H13A102 Gasket under Latch Handle (Small) 

H13A103 Gasket for Sealing Cover 

H13A110 Gasket between Door Jamb Strip and Outer Panel (Hinge Side) 
H13A111 Gasket between Door Jamb Strip and Outer Panel (Latch Side) 
H13A112 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Small Door) 

H13A114 Gasket between Door Jamb Strip and Outer Panel (Horizontal, 
Large Door) 

H13A149 Gasket under Latch Handle (Large) 

H13A162 Gasket for Inner Liner Cover and Inner Liner 
H13X4 Rubber Button for H31A1 Panel 
H14A17 Strike 

H15A26 Latch Case with Bolt, Spring, Gasket and Nut 
H15A27 Escutcheon Plate for Latch Bolt 

H15A32 Nut Fastening Latch Handle and Latch Case to Outer Door Panel 

H15A42 Scuff Plate for Latch Handle 

H15A44 Spring for Latch Case and Bolt 

H15A46 Latch Handle without Escutcheon Plate 

H15A47 Escutcheon Plate for Latch Handle 

H16A16 Hinge Cover 

H16A22 Hinge for Cabinet Door 

H17A53 Shelf (Small Side) 

H17A54 Channel with Catch for Large Sliding Shelf 
H17A55 Channel for Small Side Shelf 

H17A58 Shelf Support (Straight) 

H17A60 Shelf Support (Headed) 

H17A62 Shelf (Large, Sliding, First at Bottom) 

H17A65 Shelf (Large, Stationary) 

H17A121 Shelf (Large, Sliding, Second at Bottom) 

H18A3 Fiber Wasner for H12A2 Screw 

H18A18 Washer for 279364, H12A9, or H20AI5 Screws (M" O.D.) 

H18A19 Fiber Washer for Screw Fastening H20A107 to H6A51 

H18A20 Fiber Washer for H20A16 or 58X279 Screws (H' 7 O.D.) 

H18A38 Washer for 58X304 Screw 

H18A43 Washer for H20A15 Screw and Foot Pedal 

H18A54 Momentary Contact Switch (Short Leads) 

H18A95 Top Trim (Left Hand) 

H18A109 Top Trim (Right Hand) ^ 

H18A1II Trim between H8A61 Panel and H8A59 and H8A60 Middle Panels 


Always Give Catalog Number 


Issued Jan. 1938 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 



REF. 

NO. 

1 CATALOI 

i NUMBER 


REF. 

NO. 

1 CATALOG HUMBER 

NAME OF PART 

UiL&HJ 

1E11SEEE] 

HAHt OF PAK I 


ILILEIU 

1. 

H4A47 

H4A57 

TOP COVER FOR CABINET 

7. 

H6AI98 

- 

Refrigerating Machine Compartment Door with Catch, 


H20A297 

H20A297 

Rubber Corner Cushion for Cat. H4A57 




Bumper and Insulation 


H20A26I 

H20A26I 

Cl ip for Top Cover, Side 


H20A262 

H20A262 

Supporting Plate for Hinges for H7A257 or H6AI98 


11X339 

11X339 

Screw for Cat. H20A26I (10-30) 


11X339 

11X339 

Screw for Cat. H20A262 (10-30) 


H20A272 

H20A272 

Spring Clamp for Clip Cat. H20A26I 


58X310 

58X310 

Lockwasher for Cat. 11X339 


H20A60 

H20A60 

Screw for Cat. H20A272 (No. 8) 


K20A264 

H20A264 

Spring Catch for Cat. H7A257 or H6AI98 


H20AI8I 

H20AI8I 

Clip for Top Cover, Back 


H20A32I 

H20A32I 

Hasp for Cat. H7A257 or H6A198 


H20A276 

H20A276 

Spacer for Cat. H20AI8I 


IIX33S 

11X339 ; 

Screw for Cat. H20A264 and H20A32I (10-30) 


58X337 

58X337 

Screw for Cat. H20AI8I (No. 8) 


58X310 

58X310 | 

Lockwasher for Cat. 11X339 

2. 

HI8A145 

HI8AI45 

Trim for Top Cover, Right Side 


11X339 

11X339 | 

Screw Fastening Cat. H20A32I to Mull ion (10-30) 

3. 

HI6AI44 

HI8AI44 

Trim for Top Cover, Left Side 


HI8A3 

H 

Washer for Cat. 11X339 


H20A60 

H20A60 

Screw for Cat. HI8AI44 or HI8AI45 


- 

H20A366 

Handle for Cat. H7A257 


H2A86 

H2A86 

OUTER CASE 


- 

H20A136 

Washer Between Handle and Door Panel 

4. 

H8A83 

H8A83 

Panel, Side, Right 


- 

105113 

Screw for Cat. H20A366 (10-32) 


H8A84 

H8A84 

Panel, Side, Left 


- 

54X441 

Lockwasher for Cat. 105113 

5. 

H20A49 

H20A49 

Screw for Cat. H8A83 or H8A84 (Ho. 8) 


H20A263 

H20A263 

Rubber Bumper for Cat. H7A257 or H6AI98 


HI8A38 

HI8A38 

Washer for Cat. H20A49 


H20A75 

H20A75 

Washer for Cat. H20A263 


H29A5 

H29A5 

Channel for Refrigerant Line 


- 

HI8A157 

Trim and Clips for Cat. H7A257 


H20A60 

H20A60 

Screw for Cat. H29A5 (No. 8) 


- 

H20A358 

Clip for Cat. HI8AI57 


179789 

179789 

Washer for Cat. H20A60 


HI6A47 

HI6A47 

Hinge for Cat. H7A257 or H6AI98 


H20A20 

H20A20 

Rubber Spacer for Cat. H29A5 


HI6A48 

HI6A48 

Spacer Rod for Hinge 


58X276 

58X276 

Screw for Cat. H20A20 (No. 8) 


11X339 

11X339 

Screw for Hinge (10-30) 


179789 

179789 

Washer for Cat. 58X276 

8. 

H3IA38 

H7A258 

STORAGE BIN DOOR PANEL 


H27A7I 

H27A7I 

BASE 


H3IA39 

H3IA39 

Storage Bin 


H20A259 

H20A259 

Support for Refrigerating Machine 


HI 2X2 

HI 2X2 

Screw Fastening Storage Bin to Door Panel (10-30) 


279364 

279364 

Screw Fastening Cat. H20A259 to Base (5/16 in.-18) 


H20AI16 

H20AI16 

Washer for Cat. HI2X2 


17781 1 

177811 

Nut for Cat. 279364 

9. 

H3IAI5 

H20A366 

Handle for Storage Bln Door 


HI8AI8 

HI8AI8 

Washer for Cat. 279364 


- 

H20AI38 

Washer Between Handle and Door 


61X328 

61X328 

Lockwasher for Cat. 279364 


126914 

1051 13 

Screw Fastening Handle to Storage Bin Door 


H3IA32 

H3IA32 

Roller and Bracket for Storage Bin 


54X441 

54X441 

Lockwasher for Cat. 105113 or 126914 


11X339 

11X339 

Screw for Cat. H3IA32 


H20A263 

H20A263 

Rubber Bumper for Storage 81n Door 


58X310 

58X310 

Lockwasher for Cat. 11X339 


H3IA32 

H3IA32 

Roller and Bracket for Storage Bin 


H20A260 

H20A260 

Catch for Storage Bin 


H20A628 

H20A628 

Roller Only 


46X784 

46X784 

Screw Fastening Cat. H20A260 to Base (1/4 in.-20) 


1 i X33S 

11X339 

Screw for Cat. H3IA32 (10-30) 


61X327 

61X327 

Lockwasher for Cat. 46X784 


- 

H20AI 16 

Washer for Cat. 11X339 


279364 

279364 

Cap Screw Fastening Outer Case to 8ase (&/ 16 in.-18) 


- 

Hi 158 

Trim and Clips for Cat. H7A258 


61X328 

61X328 

Lockwasher for Cat. 279364 


- 

H20A358 

Clip for Cat. HI8AI57 


261646 

261646 

Cap Screw Fastening Refrigerating Machine to Base 


HI6A47 

HI6A47 

Hinge for Storage Bin Door 




(5/16 in.-18) 


HI6A48 

; HI6A48 

Spacer Rod for Hinge 


177811 

17781 1 

Nut for Cat. 261646 


11X339 

: 11X339 

Screw for Hinge (10-30) 


HI8A22 

HI8A22 

Washer for Cat. 261646 

10. 

tf6AI« 

- 

DOOR COMPLETE (RIGHT-HAND) 


61X328 

61X328 

Lockwasher for Cat. 261646 

II. 

- 

- 

DOOR COMPLETE (LEFT- HAND) 


A2RI2 

A2RI2 

61 ider for Cabinet 

10. 

H7AI86 

H7A259 

Outer Door Panel (Right-Handi 


64X77 

46X794 

Cap Screw for Cat. A2RI2 (1/4 in.-20) 


H7AI87 

H7A260 

Outer Door Panel (Left-Hand) 

6. 

H27A72 

H27A72 

Grille for Base 

12. 

HI3AI89 

HI3AI89 

Door Gasket 

7. 

. 

H7A257 

PANEL FOR REFRIGERATING MACHINE COMPARTMENT DOOR 

13. 

HI0AI26 

; HI0A126 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 





14. 

1 HI5A4I 

HI5A4I 

Escutcheon for Latch Bolt 




Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB16-38A and PB16-39B—Cabinet Parts ( Continued ) 


REF , 
NO. 

CATALOG 

P8I6-38A 

S NUMPER 
PBI6-39B 

NAME OF PART 

REF 

NO. 

CATALOG 

PBI6-38A 

i NUMBER 
PBI6-39F 

1 NAME OF PART 


HI0A128 

HI0AI28 

Door Strip, Hinge Side 


HI2A2 

HI2A2 


lb. 

HI0AI34 

H fOA134 

Door Strip, Top or Gottorn 


HI7AI22 

HI7AI22 

Shelf Support Used as Thumb Hut for Cat. HI242 

16. 


HI 2X2 

Screw for Door Strip (10-30) 


HI7AI66 

HI7AI66 


17. 

H9A33 

H9A33 

Door Corner 


H17A48 

HJ7A48 

Rubber Thimble for Supporting Rod for Vegetable 


H7A185 

H7A26I 

Inner Door Panel, Right-Hand Door 





18. 

H7AI&5 

H7AI85 

Inner Door Panel, Left-Hand Door 


H 12X2 

H20A86 

Screw Fastening Inner Liner Cover to Inner Liner 

IS. 

h 1 bA61 

H1 5 A 72 

Latch with Gasket, and Nut (with Lockwasher for 




(10-301 




PBI6-38A only) 


H20A74 

H20A74 

Washer (Fiber) for Cat. H12X2 or H20A86 


HI5A44 

HI5A44 

Spring for Latch 


H20A28I 

H20A28I 

Top Plate for Inner Liner 


H15A4b 

HI5A45 

Nut for Latch and Handle 


H20A86 

H20A86 



H/3A/48 

HI3AI48 

Gasket Between Latch and Outer Door Panel 


H20A74 

K20A74 

Washer for Cat. H20A86 


H20AI 17 

- 

Lockwasher for Cat. HI5A45 


HI3A185 

H1 3 A i 85 

Gasket for Inner Liner Cover 


11X339 

11X339 

Screw Fastening Latch to Door Strip (10-30) 


H 1 3 A 1 90 

HI3AI90 

Gasket for Top Plate for Inner Liner 

20. 

HI5A42 

HI5A67 

Scuff Plate and Clip for Latch Handle 


'H20A232 

H20A282 

Bracket for ice Tray Separator Release 


H20A25I 

- 

Rubber Washer Between Scuff Plate Clip and Door 


'H20A256 

- 

Bracket for Ice Tray Separator Release (Early 




(1 /2 in. D.D.) 




Product ion Cabinets) 


58X326 

- 

Nut for Scuff Plate Clip 


H20A60 

H20A60 

Screw for Cat. H20A282 (No. 8) 


58X325 

- 

Lockwasher for 58X326 Nut 

37. 

H 1 7A179 

HI7AI79 

Shelf, Top, Right Side 


- 

H20A6 

Screw for Scuff Plate Clip (4-48) 

38. 

Hi 7*178 

KI7A22I 

Shelf, Top, Left Side 


* 

K20A6 

Screw for Thermometer Clip (4-48) 


- 

HI7A2I9 


21. 

HI5A46 

HI5A68 

Latch Handle without Escutcheon 

39. 

H17A 1 77 

H1 7A 1 77 


22. 

HI5A47 

HI5A69 

Escutcheon for Latch Handle 

40. 

HI7A176 

HI7A176 

Sliding Shelf with Stops, Left-Hand Side 


HI3AI49 

HI3AI95 

Gasket Between Latch Handle and Outer Door Panel 


HI7AI05 

HI7AI05 



- 

58X276 

Screw Fastening Latch Handle to Outer Door Pane 1 (No.8) 

41. 

HI7AI7I 

HI7AI7I 

Shelf, Center 


HI6A45 

HI6A45 

Upper Hinge for Right-Hand Door, or Lower Hinge for 

42. 

H20A248 

H20A24S 

Bumper for Shelf 




Left-Hand Door 

43. 

H30A57 

H30A57 

VEGETABLE DRAWER 


HI6A44 

HI6A44 

Upper Hinge for Left-Hand Door, or Lower Hinge for 

44. 

K30A58 

H30A58 

Pan for Vegetable Drawer 




Right-Hand Door 

43. 

H30A40 

H30A40 

Front Panel for Vegetable'Drawer 


H16A46 

HI6A46 

Spacer Rod for Hinge 

45. 

H30A34 

H30A34 

Handle for Vegetable Drawer 


11X339 

11X339 

Screw for Hinge (10-30) 


58X350 

58X350 

Screw Fastening Cat. H30A34 and H30A40 to Cat. 

23. 

H18AI39 

HISAI39 

Trim, Front, Left-Side 




H30A53 (10-32) 


H18AI40 

HI8AI40 

Tr im, Front, Right 


179789 

179789 

Fiber Washer for Cat. 58X350 (13/32 in. O.D.) 



HI8AI4I 

Trim, Front, Mu 11 ion 


H20A250 

H20A250 


25. 

HI8AI46 

HI8AI46 

Trim, Front, Top Cross Piece 




O.D.) 

26. 

HI8AI47 

H1 8A14 7 

Trim, Front, Bottom Cross Piece 


H30A59 

H30A5S 

Cover for Vegetable Drawer 



11X339 

Screw for Trim (10-30) 


H20A279 

H20A279 

Right-Hand Support for Cat. H30A59 


HI0AI35 ! 

H1 OA135 

Strip, Outer Case, Top 


H20A280 

H20A280 



[ H20A86 ; 

H20A36 

Screw for Cat. KI0A135 (10-30) 


H20A274 

H20A274 

Rubber Stop for Cat. H20A279 or H20A280 

27. 

HI4AI9 

HI4AI9 

Strike for Latch Bolt 


H20A275 

H20A275 

Rubber Rest for Cat. H20A279 or H20A280 

28. 

HI4A20 

HI4A20 

Strike Case 


H20A269 

H20A269 

Slide for Vegetable Drawer 


11X339 

11X339 

Screw for Strike (10-30) 


78X81 

78X81 

Lamp Receptacle 


58X3iO 

58X310 

Lockwasher for Cat. 11X339 


HI9A27 

H19A27 

8ushing for Lamp Receptacle 

29. 

IGA2IH3 

1GA2IH3 

Door Switch with 8 inch Leads 


HI9A26 

H19A 26 



HI3AI8I 

HI3AI8I 

Gasket for Cat. 1GA2IH3 


GE30I4 - 

GE30I4 



H12X2 

H12X2 

Screw for Cat. IGA2IH3 (10-30) 


H20A265 

H20A265 

Heater for Mull ion (32 volts) 

30. 

HI0AI30 

H1OA130 

poor Jamb Strip, Hinge Side 


H 2 0A 266 

H20A266 

Heater for Mull ion (65 volts) 

31. 

H1OA13 1 

HI0A13I 

Door Jamb Strip, Latch Side 


H20A267 

H20A267 

Heater for Mull ion (115 volts) 


HIOAI36 

H10A136 

Door Jamb Strip, Top 


H20A268 

H20A268 

Heater for Mull ion (230 volts) 

32. 

HIOAI37 

H1 0A137 

Door Jamb Strip, Bottom 


H20A27I• 

H20A27I 

Clip for Mullion Heater 


H12X2 

H12X2 

Screw for Door Jamb Strip (10-30) 


134568 

134968 

Screw for Cat. H20A271 (8-32) 

33. 

H9A34 

H9A34 

Door Jamb Corner 


H5A206 

H5A206 

Cabinet Insulation 


H4A48 

H4A48 

Sealing Cover for Cabinet 


H22A35 

H22A35 

Insulation for Door 


H20A86 

H2QA8 6 

Screw for Cat. H4A48 (10-30) 


H5A20J 

H5A20I 

Insulation Between Refrigerating Machine Compartment 


H20A74 

- 

Washer for Cat. H20A86 




and Storage Bin Compartment 


HI3AI9I 

HI3AI9I 

Gasket for Cat. H4A48 


H5A207 

H5A207 



H20A270 

H20A270 

Clip for Cat. H4A48 






58X276 

58X276 

Screw for Cat. H20A270 (No. 8) 


H5A208 

H5A208 

Insulation Filler Above Door Jamb Strip 

34. 

H3A103 

H3AI03 

INNER LINER WITH SHELF SUPPORTS 


H5A20S 

H5A209 

Sound Insulation for Storage Bin Door 

35. 

HI7A90 

HI7A90 

Shelf Support, Headed (1/2 in. long) 


H5A209 

K22A37 



“ 

H18A3 

Washer for HI7A90, left Front only 






HI7AI22 

H 17 A 122 

Shelf Support, Straight (3/4 in, long) 


H5A2I0 

_ 





Screw for Cat. HI7A90 or HI7AI22 (1/4 in.-20) 






HI7A166 

H17A 166 

Washer for Cat. HI2A2 


200104 

_ 


36. 



Shelf Support, Single Slot, 11/16 in, high 





35. 

HI7A92 

HI7A92 

Shelf Support, Single Slot, 3/4 in. high 


H20A273 



36. 

HI7A93 

HI 7*93 

Shelf Support, Single Slot, 13/16 in. high 


11X335 

11X339 

Screw for Cat. H22A37 (10-30) 

36. 


HI7A94 

Shelf Support, Single Slot, 7/8 in. high 


I36S79 

I3697S 



})20A 159 

H20AI59 

Screw for Single Slot Shelf Support (10-30) 


H20A273 

H20A273 




58X324 

Lockwasher for Single Slot Shelf Support 


AIR! 16 

AIR 152 



H 17 A1 10 

HI7AI 10 

Washer for Single Slot Shelf Support 






H20A258 

H20A258 

Doub 1 e CJ iP for Support inq Rod for Vegetable Drawer Ijgver 






*Cat. No. H20A282 i$ Fastened to the Liner with a Screw while H20A256 is Clamped Between the Liner and the Liner Cover, These Parts are not Interchangeable. 
'Refer to the Accessories Section for the Parts Included. 


Always Give Catalog Number 
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REF. 

NO. 

I . 


CAT. NO. 


H4A5S 

HI3A22I 

HI3A222 

H20A367 

145995 

H20A368 

H20A60 

H20A369 

H20A60 

20X527 

12X5*10 

143974 

HI8AI70 

H18 A J 6 9 

58X287 

H2AI06 

H8A87 

H8A38 

H20A49 

91X299 

HI8A38 

H20A372 

136979 

HI3A220 

H20A370 

H20A60 

H20A37I 

H20A243 

H20A62 

80X132 

H20A202 

H20A60 

H27AI03 

H20A374 

H2CA263 

H20A75 

H22A43 

126915 

H20A375 

H3IA32 

I 1X339 

165736 

H20A239 

H20A60 

H20A376 

H20A60 

279364 

6IX32B 


REF. 

NO. 


NAME OF PART 


TOP COVER FOR CABINET 

Gasket for Top Cover, front and sides 

Gaj»ket for Top Cover, 8ack 

Clip for Top Cover, Front 

Screw for Cat. H20A367 (10-32) 

Bracket for Top Cover, Back 
Screw for Cat. H20A368 (No. 8) 

Bracket for Outer Case, Back 
Screw for Cat. H20A369 (No. 8) 

Screw Fastening H20A368 to H20A369 (1/4 in.-20) 

Nut for Cat. 20X527 

Washer for Cat. 20X527 

Trim for Top Cover, Right 

Trim for Top Cover, Left 

Screw for Cat. HI8AI69 or HI8AI70 (No. 8) 

OUTER CASE 
Panel, Side, Right 
Panel, Side, Left 

Screw for Cat. H8A87 or H8A88, Top or Side (No. 8) 

Screw for Cat. H8A87 or H8A88, Bottom (No. 8) 

Washer for Cat. H20A49 or 91X299 
Nut f or Cat. 91X299 

Screw for Refrigerant Line Sealing Plate (10-24) 

Gasket for Refrigerant Line Sealing Plate 
Support for Refrigerant line Sealing Plate 
Screw for Cat. H20A370 (ho. 8) 

Clamp for Refrigerant Line, Upper 
Rubber Spacer f or Cat. H20A37I 
Screw for Cat. H20A243 (ho. 8) 

Washer for Cat. H20A62 

Clamp for Refrigerant Line, Lower 

Screw for Cat. H20A202 (No. 8) 

BASE 

Partition between Storage Bin and Refrigerating Machine 
Compartments 
Rubber Button Bumper 
Washer for Cat. H20A263 
Sound Insulation 
Screw for Cat. H20A374 (8-32) 

Speed Nut for Cat. 126915 
Roller and Bracket for Storage Bin 
Screw for Cat. H3IA32 (10-30) 

Washer for Cat. I I X339 

Catch for Spring Clip Cat. H20A24I 

Screw for Cat. H20A239 (No. 8) 

8aff le for Refrigerating Hach i ne Compart*ent (Not used with CE34C Unit) 
Screw for Cat. H20A376 (No. 8) 

Cap Screw Fastening Outer Case to Base (5/16 in.-18) 

Lockwasher,for Cat. 279364 


14. 

15. 


17. 

18. 
IS. 


'261646 

17781 I 
HI8A22 
H27AI02 
H20A377 
221423 
H7A264 
H22A44 
H20A366 
H20A138 
105113 
54X441 
H20A24I 
1 H20AI 74 
165736 
H20A263 
H20A75 
HI8AI57 
H20A358 
H20AI8I 
H20A49 
H20A240 
H7A265 
H22A44 
H3IA43 
H20A60 
165736 
H20A366 
H20AI38 
1051 13 
54X441 
H3IA32 
H20A628 
H20A375 
HI 2X2 
H20AI38 
46X808 
12X540 
61X327 
HI8AI53 
H20A358 
HI6A47 
HI6A4? 
11X339 


H7A259 
H7A260 
HUAI 89 
HI0A126 


NAME OF PART 


Cap Screw fastening Refrigerating Machine to Base - (6/16 
-18) 

Nut for Cat. 261646 
Washer for Cat. 261646 
Grill for Base 

Spring Clip for Cat. H27AI02 
Rivet for Cat. H20A377 

PANEL FOR REFRIGERATING MACHINE COMPARTMENT DOOR 
Sound Insulation for Cat. H7A264 
Handle for Cat. H7A264 
Washer Between Handle and Door Panel 
Screw for Cat. H20A366 (10-32) 

Lockwasher for Cat. 105113 
Spring Clip for. Cat. H7A264 
Screw for Cat. H20A241 (10-30) 

Washer for Cat. H20AI74 
Rubber Button 8umper for Cat. H7A264 
Washer for Cat. H20A263 
Trim and Clip for Cat. H7A264 
Cl ip for Cat. HI8AI57 
Support for Cat. H7A264 
Screw for Cat. H20AI8I (No. 8) 

Washer for Cat, H20A49 
STORAGE BIN DOOR PANEL 

Sound Insulation for Cat. H7A265 
Storage Bin 

Screw fastening Storage Bin to Cat. H7A265 (No. 8) 

Washer for Cat. H20A60 

Handle for Cat. H7A265 

Washer between Handle and Door Panel 

Screw for Cat. H20A366 (10-32) 

Lockwasher for Cat. 105113 
Roller and Bracket for Storaqe Bin 
Roller Only 
Catch for Storage Bin 
Screw for Cat. K20A378 (10-30) 

Washer for Cat. Hi2X2 

Stop for Storage Bin (1/4 in,-20) 

Nut for Cat. 46X808 
Lockwasher for Cat, 46X808 
Trim and Clip for Cat. H7A265 
Clip for Cat. HI8AI58 
Hinge for Cat. H7A265 
Spacing Rod for Hinge 
Screw for Hinge (10-30) 

RIGHT-HAND DOOR 
LEFT - HAND DOOR 

Outer Door Panel (Right-Hand) with Tapping Strips 
Outer Door fonal (Left-Hand) with Tapping Strips 
Door Gasket 

Door Strip,Latch Side, with Escutcheon for Latch Bolt 


*Lat er Production Cabinets used Cat, 105113 Screw (IQ-32) with Cat. 200384 Nut, 


Revised Marcn I54S 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB16-39A—Cabinet Parts ( Continued) 


m 

CAT. HO. 

NAME OF PART 

REF. 

NO. 

CAT. NO. 

NAME OF PART 


HI5A4I 

Escutcheon for Latch Bolt 

50. 

HI7A92 

Shelf Support, Single Slot (3/4 in. high) 


HI0AI28 

Door Strip, Hinge Side 

50. 

HI7A93 

Shelf Support, Single Slot (13/16 in. high) 


HI0A134 

Ooor Strip, Top or Bottom 

50. 

HI7A94 

Shelf Support, Single Slot (7/8 in. high) 

22. 

H12X2 

Screw for Door Strip (10-30) 


H20AI59 

Screw for Single Slot Shelf Support (10-30) 

23. 

H9A33 

Door Corner 


58X324 

Lockwasher for Single Slot Shelf Support 


H7A26I 

Inner Door Panel, Right-Hand Door 


HI7AI 10 

Washer for Single Slot Shelf Support 

24. 

H7AI85 

Inner Door Panel, Left-Hand Door 


H20A258 

Double Clip for Supporting Rod for Vegetable Drawer 

25. 

HI5A72 

Latch with Gasket and Nut 



Cover 

26. 

HI5A44 

Spring for Latch 


HI2A2 

Screw for Cat. H20A258 (1/8 in.-20) 

27. 

H15A45 

Nut for Latch and Handle 


HI7A89 

Thumb Nut for Cat. HI2A2 

28. 

HI3AI48 

Gasket between Latch and Outer Door Panel 


HI7AI66 

Washer for Cat. HI2A2 


1 1X339 

Screw fastening Latch to Door Strip (10-30) 


H17A48 

Rubber Thimble for Supporting Rod for Vegetable Drawer 

29. 

HI5A67 

Scuff Plate 



Cover 


H20A6 

Screw for Scuff Plate Clip (4-48) 


•H20A86 

Screw fastening Inner Liner Cover to Inner Liner (10-30) 


H20A6 

Screw for Thermometer Clip (4-48) 


•H20A74 

Washer (Fiber) for Cat. H20A86 

30. 

HI5A68 

Latch Handle without Escutcheon 


•H20A75 

Washer (Rubber) for Cat. H20A86 

31. 

HI5A69 

Escutcheon for Latch Handle 


H20A28I 

Top Plate for Inner Liner 


HI 3A195 

Gasket between Latch Handle and Outer Door Panel 


H20A86 

Screw for Cat. H20A28I (10-30) 


58X276 

Screw fastening Latch Handle to Outer Door Panel (No. 8) 


H20A74 

Washer (Fiber) for Cat. H20A86 

32. 

HI6A45 

Upper Hinge for Right-Hand or Lower Hinge for Left-Hand 


H20A75 

Washer (Rubber) for Cat. H20A86 



Door 


H20A282 

Bracket for Ice Tray Separator Release 

33. 

HI6A44 

Upper Hinge for Left-Hand Door 


H20A60 

Screw for Cat. H20A282 (No. 8} 

34. 

HI6A60 

Lower Hinge for Right-Hand Door 

51 . 

HI7A179 

Shelf, Top, Right Side 

35. 

HI6A46 

Spacer Rod for Hinge 

52. 

HI7A22I 

Shelf, Top, Left Side 


11X339 

Screw for Hinge (10-30) 


H17A219 

Trim for Cat. HI7A22I, SIide 

36. 

HI8AI63 

Trim, Front, Left Side 

53. 

HI7AI77 

Sliding Shelf with Stops, Right Side 


HI8AI64 

Trim, Front, Right Side 

54. 

HI7AI76 

Sliding Shelf with Stops, Left Side 

37. 

HI8AI65 

Trim, Front, Hull ion 


H17AI05 

Stop for Shelf 

38. 

HI8AI7I 

Trim, Front, Top Cross Piece, Right or Left Side 

55. 

HI7AI7I 

Shelf Center 

39. 

H1 8A1 72 

Trim, Front, Bottom Cross Piece, Refrrgerating Machine 

56. 

H20A248 

Bumper for Shelf 



Compartment Side 

57. 

H30A57 

VEGETABLE DRAWER 


HI8AI73 

Trim, Front, Bottom Cross Piece, Storage Bin Compartment 

58. 

H30A58 

Pan for Vegetable Drawer 



Side 

57. 

H30A40 

Front Panel for Vegetable Drawer 


11X339 

Screw for Trim (10-30) 

59. 

H; 

Handle for Vegetable Drawer 


H20AI38 

Washer for Cat. 11X339 


58X350 

Screw fastening Cat. H30A34 and H30A40 to H30A58 (10-30) 


HI0AI46 

Strip for Top of Outer Case 


179789 

Washer for Cat. 58X350 (13/32 in. 0.0.) 


H20A86 

Screw for Cat. HI0AI46 (10-30) 


H20A250 

Washer between Cat. H30A40 and H30A58 (1 in. U.D.) 


H20AI38 

Washer for Cat. H20A86 


H30A59 

Cover for Vegetable Drawer 

40. 

HI4AI9 

Strike for Latch Bolt 


H20A279 

Right-Hand Support for Cat, H30A59 

41 . 

HI4A20 

Strike Case 


H20A280 

Left-Hand Support for Cat. H30A59 


11X339 

Screw for Strike (10-30) 


H20A278 

Rubber Stop for Cat. H20A279 or H20A280 


58X310 

Lockwasher for Cat. 11X339 


H20A275 

Rubber Rest for Cat. H20A279 or H20A280 

42. 

IGA2IH3 

Door Switch with 8 inch Leads 


H20A269 

Slide for Vegetable Drawer 


HI3AI8I 

Gasket for Cat. IGA2IH3 


78X435 

Lamp Receptacle 


HI 2X2 

Screw for Cet. IGA2IH3 (10-30) 


H20A60 

Screw for Cat. 78X835 (No. 8) 

43. 

HI0A130 

Door. Jamb Strip, Hinge Side 


HI9A29 

Lamp Guard 

44. 

HI0AI3I 

Door Jamb Strip, Latch Side 


H20A49 

Screw for Cat. HI9A29 (No. 8) 


HI0AI36 

Door Jamb Strip, Top 


GE30I4 

Connector for Leads 

45. 

HI0AI37 

Door Jamb Strip, Bottom 


H20A265 

Heater for Mull ion f32 volts) 


H12X2 

Screw for Door Jamb Strip (10-30) 


H20A266 

Heater for Mull ion (65 volts) 

46. 

H9A34 

Door Jamb Corner 


H20A267 

Heater for Mull ion (115 volts) 

47. 

H3AI22 

INNER LINER WITH SHELF SUPPORTS 


H20A268 

Heater for Mull ion (230 volts) 

48. 

HI7A90 

Shelf Support, Headed (1/2 in. lonq) 


H20A379 

Clip for Mull ion Heater 


HI8A3 

Washer for HI7A90, left front only 


H5X20 j 

Cabinet Insulation (Kimsul, 18' roll) 

49. 

H17A89 

Shelf Support, Straight (1/2 in. long) 


t A J R152 

Accessories 


HI2A2 ! 

Screw for Cat. HI7A89 or HI7A90 (1/8 in.-20) 





HI7AI66 

Washer for Cat. HI2A2 




50. 

HI7A9I 

Shelf Support, Single Slot (11/16 in. high) 





t Refer to the Accessories Section for Parts included, 

•Later production cabinets used Cat. 105136 Screw (10-32) with Cat. 200384 Hut and Cat. H20A380 Washer 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


S-100, G-100, S-140, G-135, S-180 and G-175—Cabinet Parts 


11X289 

11X290 

11X291 



11X31 7 
11X318 
11X743 
11X791 


11X12 


1X287 

1X335 

1X508 


S-100 and G-100—Cabinet Parts 


11X12 Leg 

11X264 Door Gasket Complete (4 Pieces) 
11X267 Door Strip (Horizontal) 

11X268 Door Strip (Vertical) 

11X273 Door Jamb Strip (Horizontal) 
11X274 Door Jamb Strip (Vertical) 
11X279 Door Corner 
11X282 Door Jamb Comer 
11X285 Complete Door 
11X289 Top Cover 


11X304 Outer Door Panel 
11X305 Inner Door Panel 
11X311 Hinge (Nickel) 
11X317 Strike (Nickel) 
11X337 Hardware Screw 
11X339 Door Strip Screw 
11X340 Nameplate Screw 
11X617 Shelf (Adjustable) 
11X715 Inner Liner 


11X790 Hinge (Chromium) 

11X791 Strike (Chromium) 

11X792 Latch, Right or Left (Chromium) 
11X943 Sliding Shelf (Right) with Pins 
11X944 Sliding Shelf (Left) with Pins 
11X945 Frame for Sliding Shelf (Right) 
with Pins 

11X946 Frame for Sliding Shelf (Left) 
with Pins 


S-140 and G-135—Cabinet Parts 


11X12 Leg 

11X265 Door Gasket Complete (4 Pieces) 
11X269 Door Strip (Horizontal) 

11X270 Door Strip (Vertical) 

11X275 Door Jamb Strip (Horizontal) 
11X276 Door Jamb Strip (Vertical) 
11X280 Door Comer 
11X283 Door Jamb Comer 


11X12 Leg 

11X266 Door Gasket Complete (4 Pieces) 
11X271 Door Strip (Horizontal) 

11X272 Door Strip (Vertical) 

11X277 Door Jamb Strip (Horizontal) 
11X278 Door Jamb Strip (Vertical) 
11X281 Door Comer 


11X290 

Top Cover 

11X508 

Complete Door 

11X296 

Inner Liner 

11X510 

Outer Door Panel 

11X307 

Inner Door Panel 

11X518 

Hinge (Chromium) 

11X318 

Strike (Nickel) 

11X520 

Latch, Right or Left (Chromium) 

11X338 

Hardware Screw 

11X622 

Shelf (Adjustable) 

11X339 

Door Strip Screw 

11X743 

Strike (Chromium) 

11X340 

Nameplate Screw 

H17A23 

Special Top Shelf for DR-35B 

id G 

-175—Cabinet Parts 

11X284 

Door Jamb Comer 

11X338 

Hardware Screw 


11X287 

11X291 

11X297 

11X308 

11X309 

11X318 


Complete Door 
Top Cover 
Inner Liner 
Outer Door Panel 
Inner Door Panel 
Strike (Nickel) 


11X339 Door Strip Screw 
11X340 Nameplate Screw 
11X518 Hinge (Chromium) 

11X520 Latch, Right or Left (Chromium) 
11X626 Shelf (Adjustable) 

11X743 Strike (Chromium) 


Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 

Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


SS-100, S-107, SS-140, S-146, SS-180 and S-182 —Cabinet Parts 


11X12 


11X2 89 
11X290 
11X29 I 


HX2 7 9 
11X28 0 
.11X2 8 I 

PIX264 
tixa 65 
11X2 66 



SS-100 and S-107 — Cabinet Parts 


11X12 Leg 

11X264 Rubber Door Gasket (4 Pieces) 
11X267 Door Strip (Horizontal) 

11X268 Door Strip (Vertical) 

11X273 Door Jamb Strip (Horizontal) 
11X274 Door Jamb Strip (Vertical) 
11X279 Door Comer 
11X282 Door Jamb Corner 
11X285 Complete Door 


11X289 Top Cover 

11X304 Outer Door Panel 

11X305 Inner Door Panel 

11X340 Nameplate Screw 

11X617 Straight (Top) Adjustable Shelf 

11X701 Sliding Shelf Only 

11X702 Frame for Sliding Shelf (Left) 

11X703 Frame for Sliding Shelf (Right) 

11X704 Straight (Side) Adjustable Shelf 


11X715 Inner Liner 
11X716 Latch (Right Hand) 
11X717 Latch (Lett Hand) 
11X720 Strike (Double) 
11X721 Hinge 
11X785 Door Strip Screw 
11X789 Hardware Screw 
11X817 Insulation (Set) 


SS-140 and S-146 — Cabinet Parts 


11X12 Leg 

11X265 Rubber Door Gasket (4 Pieces) 
11X269 Door Strip (Horizontal) 

11X270 Door Strip (Vertical) 

11X275 Door Jamb Strip (Horizontal) 
11X276 Door Jamb Strip (Vertical) 
11X280 Door Comer 
11X283 Door Jamb Comer 
11X290 Top Cover 


11X296 Inner Liner 

11X307 Inner Door Panel 

11X340 Nameplate Screw 

11X508 Complete Door 

11X510 Outer Door Panel 

11X622 Straight (Top) Adjustable Shelf 

11X705 Sliding Shelf Only 

11X706 Frame for Sliding Shelf (Left) 

11X707 Frame for Sliding Shelf (Right) 


11X708 Straight (Side) Adjustable Shelf 
11X722 Latch (Right Hand) 

11X723 Latch (Left Hand) 

11X726 Strike (Double) 

11X727 Hinge 
11X785 Door Strip Screw 
11X788 Hardware Screw 
11X818 Insulation (Set) 

H17A23 Top Shelf for DR-35B Unit 


SS-180 

11X12 Leg 

11X266 Rubber Door Gasket (4 Pieces) 
11X271 Door Strip (Horizontal) 

11X272 Door Strip (Vertical) 

11X277 Door Jamb Strip (Horizontal) 
11X278 Door Jamb Strip (Vertical) 


11X340 Nameplate Screw 
11X626 Straight (Top) Adjustable Shelf 
11X709 Sliding Shelf Only 
11X710 Frame for Sliding Shelf (Left) 
11X711 Frame for Sliding Shelf (Right) 


11X712 Straight (Side) Adjustable Shelf 
11X722 Latch (Right Hand) 

11X723 Latch (Left Hand) 

11X726 Strike (Double) 

11X727 Hinge 
11X785 Door Strip Screw 
11X788 Hardware Screw 
11X819 Insulation (Set) 


11X281 Door Comer 
11X284 Door Jamb Comer 
11X287 Complete Door 

Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 


and S-182 — Cabinet Parts 

11X291 Top Cover 
11X297 Inner Liner 
11X308 Outer Door Panel 
11X309 Inner Door Panel 


Always Give Catalog Number 
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* Specify leg as un wiped. 

Note: The accessories furnished depend on the unit used. 


Refer to Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


52 S3 


44 23 



11X12 

11X13 


Four Panel 
Front and Base 
Type—Two 
Door Porcelain or 
Lacquer Model 


Order by part number, 
giving symbol and 
serial number 
of cabinet 


Refer to last three pages 
of this section for informa¬ 
tion on Hardware, Shelves 
and Door Gaskets for these 
Cabinets. 


Name of Part 

RB-9 

R-9 

PB-9 

P-9 

PB-12 

P-12 

Leg. 

11X12 

11X12 

*11X13 

*11X13 

*11X13 

*11X13 

Side Panel (Left). 

RB9-45 

R9-45 

PB9-45 

P9-45 

PB12-45 

P12-45 

Side Panel (Right). 

RB9-12 

R9-12 

PB9-12 

P9-12 

PB12-12 

P12-12 

Outer Door Panel. 

RB9-16 

R9-16 

PB9-16 

P9-16 

PB12-16 

P12-16 

Inner Door Panel. 

RB9-17 

R9-17 

PB9-17 

P9-17 

PB12-17 

P12-17 

Metal Comer. 

RB9-20 

R9-20 

PB9-20 

P9-20 

PB12-20 

P12-20 

Metal Stile (Right Front). 

Metal Stile (Left Front). 

RB9-21 

R9-21 

PB9-21 

P9-21 

PB12-21 

P12-21 

RB9-40 

R9-40 

PB9-40 

P9-40 

PB12-40 

P12-40 

Metal Stile (Right Rear). 

RB9-41 

R9-41 

PB9-41 

P9-41 

PB 12-41 

P12-41 

Metal Stile (Left Rear). 

RB9-42 

R9-42 

PB9-42 

P9-42 

PB12-42 

P12-42 

Metal Trim (Right Top). 

RB9-22 

R9-22 

PB9-22 

P9-22 

PB 12-22 

P12-22 

Metal Trim (Top Rear). 

Metal Trim (Left Top). 

RB9-23 

R9-23 

PB9-23 

P9-23 

PB 12-23 

P12-23 

RB9-43 

R9-43 

PB9-43 

P9-43 

PB12-43 

P12-43 

Metal Trim (Top Front). 

RB9-44 

R9-44 

PB9-44 

P9-44 

PB12-44 

P12-44 

Complete Door (Left). 

RB9-24 

R9-24 

PB9-24 

P9-24 

PB 12-24 

P12-24 

Complete Door (Right). 

Shelf Hook. 

RB9-25 

R9-25 

PB9-25 

P9-25 

PB12-25 

P12-25 

RB9-39 

R9-39 

PB9-39 

P9-39 

PB12-39 

P12-39 

Right Front Panel. 

Left Front Panel. 

RB9-46 

R9-46 

PB9-46 

P9-46 

PB12-46 

P12-46 

RB9-47 

R9-47 

PB9-47 

P9-47 

PB12-47 

P12-47 

Top Front Panel. 

RB9-48 

R9-48 

PB9-48 

P9-48 

PB12-48 

P12-48 

Bottom Front Panel. 

RB9-49 

R9-49 

PB9-49 

P9-49 

PB12-49 

P12-49 

Center Front Panel. 

RB9-60 

R9-60 

PB9-60 

P9-60 

PB12-60 

P12-60 

Right Top Plate. 

Left Top Plate. 

Front Top Plate. 

RB9-50 

R9-50 

PB9-50 

P9-50 

PB12-50 

P12-50 

RB9-51 

R9-51 

PB9-51 

P9-51 

PB12-51 

P12-51 

RB9-52 

R9-52 

PB9-52 

P9-52 

PB12-52 

P12-52 

Rear Top Plate. 

RB9-53 

R9-53 

PB9-53 

P9-53 

PB12-53 

P12-53 

Base. 

RB9-54 

RB9-55 

R9-54 

PB9-54 

PB9-55 

P9-54 

PB12-54 

PB12-55 

P12-54 

Upper Front Strap. 

RB9-56 

R9-56 

PB9-56 

P9-56 

PB12-56 

P12-56 

Lower Front Strap. 

RB9-57 

R9-57 

PB9-57 

P9-57 

PB12-57 

P12-57 

Top Horizontal Strap. 

RB9-58 

R9-58 

PB9-58 

P9-58 

PB12-58 

P12-58 

Center Front Strap. 

Liner Panel behind Center Mullion. 

RB9-59 

R9-59 

PB9-59 

P9-59 

PB 12-59 

P12-59 

RB9-61 

R9-61 

PB9-61 

P9-61 

PB12-61 

P12-61 


* Specify leg as unwiped. 

Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


P-110 and P-134—Cabinet Parts 



Name of Part 

P-110 

P-134 

Front Panel. 

P110-11 

P134-11 

Side Panel (Right). 

P110-12 

P134-12 

Side Panel (Left). 

P110-45 

P134-45 

Top Panel. 

P110-13 

P134-13 

Inner Liner. 

P110-15 

P134-15 

Outer Door Panel*. 

P110-16 

P134-16 

Inner Door Panel. 

P110-17 

P134-17 

Metal Corner. 

PI10-20 

P134-20 

Metal Stile (Right Front). 

P110-21 

P134-21 

Metal Stile (Left Front). 

PI] 0-40 

PI 34-40 

Metal Stile (Right Rear). 

PI 10-41 

P134-41 

Metal Stile (Left Rear). 

PI 10-42 

P134-42 

Metal Trim (Left Top). 

PI 10-22 

P134-22 

Metal Trim (Top Rear). 

PI 10-23 

P134-23 

Metal Trim (Right Top). 

P110-43 

PI 34-43 

Metal Trim (Top Front). 

PI 10-44 

P134-44 

Complete Door (Left). 

PI 10-24 

PI 34-24 

Complete Door (Right). 

P110-25 

P134-25 

Shelf Hooks. 

PI 10-39 

P134-39 


Name of Part 

P-110 

P-134 


P110-46 

P134-46 


PI 10-47 

P134-47 

Liner Panel behind Center Mullion. 

Lee (Unwiped). 

P110-60 

11X13 

P134-60 

11X13 

Hinge (Nickel).... 

11X311 

Latch (Nickel).i 

11X418 

11X418 

Door Jamb Strip (Horizontal). 

11X575 

11X579 

Door Jamb Strip (Vertical). 

11X576 

11X580 

Door Strip (Horizontal). 

11X577 

11X581 


11X578 

11X582 

Door Gasket Complete. 

11X591 

11X592 

Hinge (Chrome). 

11X790 

11X518 


11X792 

11X792 

Strike (Chrome). 

H14X48 

H14X48 

Strike (Nickel). 

Sliding Shelf. 

H14X49 

H17X8 

H14X49 

H17X11 

Frame for Sliding Shelf. 

H17X9 

H17X10 

H17X12 

H17X13 

Shelf. .!... 

H17X129 

H17X133 

Set New Style Hardware. 

A1X1 

A1X2 



Note: PS-95 Cabinet has same replaceable parts as P-110, and PS-13 Cabinet has same replaceable parts as P-134. 
* Specify if cloth or rubber button gasket used. 

Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


T-14A—Cabinet Parts 


11X515 H8A30 N.R 59179A H8A43 H8A30 


11X509 


H8A30 H17A7 H23A51 H3A13 


H9A8 

H8A32 

H10A7 

H16A9 



A1R32| 

Accessories 

H18A103 

H1A1 

Leg 

H19A4 

H3A13 

Inner Liner 

H20A4 

H5A47 

Insulation (Set) 

H20A5 

H6A13 

Door Complete 

H20A6 

H7A38 

Outer Door Panel 

H20A7 

H8A30 

Front Panel (Top or Bottom) 

H20A8 

H8A32 

Side Panel 

H20A9 

H8A43 

Front Panel (Middle) 

H20A10 

H9A7 

Door Jamb Corner 

H20A26 

H9A8 

Metal Trim (Front) 

H20A27 

H9A10 

Door Corner 

H20A28 

H9A14 

Metal Trim (Top) 

H20A29 

H10A5 

Door Strip with Escutcheon Plate (Latch Side) 

H20A30 

H10A6 

Door Jamb Strip (Hinge Side) 

H20A31 

H10A7 

Door Jamb Strip (Latch Side) 

H20A32 

HUAI 

Tapping Strip for Inner Liner (Side) 

H20A33 

H11A2 

Tapping Strip for Inner Liner (Top or Bottom) 

H20A34 

H11A3 

Tapping Strip for Door (Inner, Side) 

H20A35 

H11A4 

Tapping Strip for Door (Inner, Top or Bottom) 

H23A24 

H12A4 

Screw for Sealing Cup and Gasket 

H23A25 

H12A8 

Screw for Side Panel 

H23A26 

H12A9 

Cap Screw for Leg, Apron or Base Plate 

H23A27 

H12A10 

Hardware Screw (except Strike) 

H23A50 

H12A12 

Screw for Back Plate 

H23A51 

H13A26 

Rubber Door Gasket 

H23A52 

H13A36 

Sponge Rubber Gasket for Side Panel 

H23A53 

H13A37 

Sponge Rubber Gasket for Top or Bottom Panel 

H23A54 

H13A59 

Gasket for Sealing Cup 

H23A55 

H13A60 

Gasket for 49X542 Receptacle 

H23A56 

H13A72 

Sponge Rubber Gasket between Halves of Cabinet 

H23A57 

H14A12 

Strike 

110774 

H15A4 

Latch Bolt with Rivet 

141259 

H15A7 

Latch 

150279 

H15A49 

Latch Handle Spring 

165030 

H15A54 

Latch Handle Pin 

IvuVuv 

1 Yj CO 

H16A9 

Hinge (Upper) 

1A45* 

H16A10 

Hinge (Lower) 

11X339 

H17A7 

Sliding Shelf 


H17A8 

Frame for Sliding Shelf 

11X509 

H17A17 

Top Shelf 

11X513 

H18A18 

Washer for H12A9 Cap Screw 

11X514 

H18A19 

Washer for Screw Fastening Front Panel in Position 

11X515 

H18A38 

Washer for H12A8 Screw 

11X517 

H18A39 

Shim between Hinge and Door 

20X553 

H18A43 

Fiber Washer for Leg or Base Plate 

9QY7A^ 

H18A54 

Momentary Contact Switch with Leads 

47A 1 uJ 

H18A90 

Door Brace 

49X542 

H18A92 

Rivet for Door Brace 

49X789 

H18A94 

Escutcheon Plate for Door Strip (Latch Side) 

54X511 

H18A102 

Tapping Strip for Door (Outer, Top or Bottom) 

NP59179B 


j Refer to Accessories Section for parts included. 


Tapping Strip for Door (Outer, Side) 

Lamp Guard 

Rivet for Tapping Strip 

Washer between Hinge and Cabinet (0.134") 

Screw for Nameplate Clip 

Washer between Hinge and Cabinet (0.020") 

Speed Nut for 49X563 or 49X564 Receptacle 
Retaining Washer for 49X542 Receptacle 
Lock Nut for 49X542 Receptacle 
Washer between Hinge and Cabinet (0.010") 

Apron 

Support for Apron 
Base Plate (Front) 

Base Plate (Back) 

Back Plate 

Spacer between Cabinets 

Plate Washer for 20X553 Cap Screw 

Tension Spring for Top Trim 

Set of Parts Changing two T-7B to T-14A 

Sealing Cup with Connecting Rod 

Connecting Rod (Upper) 

Strike Case with Plunger (Right-Hand Cabinet) 
Strike Case with Plunger (Left-Hand Cabinet) 

Foot Pedal Door Opener 
Foot Pedal 

Lever for Right-Hand Foot Pedal 

Lever for Left-Hand Foot Pedal 

Pivot Pin for Foot Pedal and Lever 

Spacer between Levers 

Bracket for Foot Pedal and Lever 

Link between Lever and Connecting Rod 

Cotter Pin for Pivot Pin 

Washer between Lever and Bracket 

Washer for H12A12 Screw or 29X705 Nut 

Screw for Foot Pedal and Lever 

Nut for 20X553 Cap Screw 

Screw for Door Strip, Door Jamb Strip, Strike or 
Front Panel 
Inner Door Panel 
Door Strip (Top or Bottom) 

Door Strip (Hinge Side) 

Door Jamb Strip (Top or Bottom) 

Sponge Rubber Gasket for Inner Liner 
Cap Screw for H20A32 Spacer 
Nut for Apron 

Flush Cup Receptacle with Leads 
Light Receptaole 
Nut for 165030 Screw 
Clip for Nameplate 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 

Four Panel Front and Base Type 
Three Door Porcelain Model 

Order by part number, giving gymbol and serial number of cabinet 


Refer to last three pages of this section for information on 
Hardware, Shelves and Door Gaskets for these Cabinets 



Name of Part PB-16 P-16 

Side Panel (Right). PB16-21 P16-21 

Side Panel (Left). PB16-45 P16-45 

Outer Door Panel (End Door). PB16-25 P16-25 

Outer Door Panel (Center Door). PB16-26 P16-26 

Inner Door Panel (End Door). PB16-27 P16-27 

Inner Door Panel (Center Door). PB16-28 P16-28 

Metal Corner. PB16-31 P16-31 

Metal Stile (Right Rear). PB16-32 P16-32 

Metal Stile (Right Front). PB16-40 P16-40 

Metal Stile (Left Front). PB16^1 P16^1 

Metal Stile (Left Rear). PB16-42 P16^2 

Metal Trim (Top Left). PB16-33 P16-33 

Metal Trim (Top Rear). PB16-34 P16-34 

Metal Trim (Top Right). PB16^13 P16-43 

Metal Trim (Top Front). PB16^4 P16^4 

Complete Door (Right). PB16-36 P16-36 

Complete Door (Left). PB16-37 P16-37 

Complete Door (Center). PB16-38 P16-38 


Name of Part PB-16 P-16 

Shelf Hook. PB16-39 P16-39 

Right Front Panel. PB16^6 P16-46 

Left Front Panel. PB16^7 P16-47 

Top Front Panel. PB16-48 P16-48 

Bottom Front Panel. PB16-49 P16-49 

Right Center Front Panel. PB16-60 P16-60 

Left Center Front Panel. PB16-61 P16-61 

Right Top Plate. PB16-50 P16-50 

Left Top Plate. PB16-51 P16-51 

Top Front Plate. PB16-52 P16-52 

Top Rear Plate. PB16-53 P16-53 

Base. PB16-54 P16-54 

Castor. PB16-55 P16-55 

Upper Front Strap. PB16-56 P16-56 

Lower Front Strap. PB16-57 P16-57 

Top Horizontal Strap. PB16-58 P16-58 

Center Front Strap. PB16-59 P16-59 


Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


One Piece Front, Three Door Porcelain Model 

Order by part number, giving; symbol and serial number of cabinet 


Refer to last three pages of this section for information on 
Hardware, Shelves and Door Gaskets for these Cabinets 



Name of Part 

PL-17 


11X13 

Front Panel. 

PL17-20 

Side Panel (Right). 

PL17-21 


PL17-45 


PL17-22 

Outer Door Panel (End Doors)... 

PL17-25 

Outer Door Panel (Center Door). 

PL17-26 

Inner Door Panel (End Doors). 

PL17-27 


PL17-28 


PL17-31 

Metal Stile (Right Rear). 

PL17-32 


Note: The accessories furnished depend on the unit used. 


Name of Part 

PL-17 

Metal Stile (Right Front). 

PL17-40 

Metal Stile (Left Front). 

Metal Stile (Left Rear). 

PL17-41 

PL17-42 

Metal Trim (Top Left). 

PL17-33 

Metal Trim (Top Rear). 

PL17-34 

Metal Trim (Top Right). 

Metal Trim (Top Front). 

Complete Door (Right). 

PL17-43 
PL17-44 
PL 17-36 

Complete Door (Left). 

PL17-37 

Complete Door (Center). 

PL17-38 

Shelf Hook.. 

PL17-39 


Refer to Accessories Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 



P170-15 Inner Liner 
P170-20 Front Panel 
P170-21 Side Panel (Right) 

P170-22 Top Panel 
P170-25 Outer Door Panel (End) 
P170-26 Outer Door Panel (Center) 
P170-27 Inner Door Panel (End) 
P170-28 Inner Door Panel (Center) 
P170-31 Metal Comer 
P170-32 Metal Stile (Right Rear) 
P170-33 Metal Trim (Top Left) 
P170-34 Metal Trim (Top Rear) 
P170-36 Complete Door (Right) 
P170-37 Complete Door (Left) 
P170-38 Complete Door (Center) 
P170-39 Shelf Hook 
P170-40 Metal Stile (Right Front) 
P170-41 Metal Stile (Left Front) 
P170-42 Metal Stile (Left Rear) 
P170-43 Metal Trim (Top Right) 
P170-44 Metal Trim (Top Front) 
P17(M5 Side Panel (Left) 


P170-46 Door Corner 
P170-47 Door Jamb Corner 
11X13 Leg (Unwiped) 

11X315 Strike (Single) 

11X418 Latch 

11X518 Hinge (End Doors) 

11X583 Door Jamb Strip (Center, Horizontal) 
11X584 Door Jamb Strip (End, Horizontal) 
11X585 Door Jamb Strip (Vertical) 

11X586 Door Strip (Center, Horizontal) 
11X587 Door Strip (End, Horizontal) 

11X588 Door Strip (Vertical) 

11X593 Rubber Door Gasket (Center) 4 Pieces 
11X594 Rubber Door Gasket (End) 4 Pieces 
H16X16 Hinge (Center Door) 

H14X51 Strike (Double) 

H17X14 Sliding Shelf 
H17X15 Frame for Sliding Shelf 
H17X16 Shelf (Special Open End) 

H17X136 Shelf (Large Standard) 

H17X137 Shelf (Small Standard) 


N.R.—PS-17 Cabinet has same replaceable parts as P-170. 

Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


PS4-17, P4-180 and PS4-18—Cabinet Parts 



Name of Part 

PS4-17 

P4-180 

PS4-18 

Name of Part 

PS4-17 

P4-180 

PS4-18 


PS4-17-1 

P4-180-1 

PS4-18-1 

Door Jamb Corner. 

PS4-17-37 

P4-180-37 

PS4-18-37 


PS4-17-11 

P4-180-11 

PS4-18-11 

Shelf Hook. 

PS4-17-39 

P4-180-39 

PS4-18-39 


PS4-17-12 

P4-180-12 

PS4-18-12 

Door Corner. 

11X281 

11X281 

11X281 

Top Panel. 

PS4-17-13 

P4-180-13 

PS4-18-13 

Door JambStrip (Horizontal) 

11X547 

11X547 

11X547 

Inner Liner. 

PS4-17-15 

P4-180-15 

PS4-18-15 

Door Jamb Strip (Vertical).. 

11X548 

11X548 

11X548 

Metal Corner. 

PS4-17-20 

P4-180-20 

PS4-18-20 

Door Strip (Horizontal).... 

11X549 

11X549 

11X549 

Vertical Trim. 

Top Horizontal Trim (Right 

PS4-17-21 

P4-180-21 

PS4-18-21 

Door Strip (Vertical). 

Rubber Door Gasket Com- 

11X550 

11X550 

11X550 

and Left). 

Top Horizontal Trim (Front 

PS4-17-22 

P4-180-22 

PS4-18-22 

plete.. 

Hinge. 

11X559 

11X790 

11X559 

11X790 

11X559 

11X721 


PS4-17-23 

P4-180-23 

PS4-18-23 

Latch (Right Hand). 

11X792 

11X792 

11X716 

Door Panel (Exterior). 

PS4-17-24 

P4-180-24 

PS4-18-24 

Latch (Left Hand). 

11X792 

11X792 

11X717 


PS4-17-25 

P4-180-25 

PS4 18 25 

Strike. 

H14X48 

H14X48 

11X720 

Door Complete. 

PS4-17-26 

P4-180-26 

PS4-18-26 

Shelf. 

H17X138 

H17X138 

H17X139 


Note: The accessories furnished depend on the unit used. Refer to Accessories Section. 


Always Give Catalog Number 
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SENE R A L ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


HARDWARE, SHELVES and DOOR GASKETS 
For Single Door Vendor Type Household Cabinets 
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GENERAL ELE CTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


HARDWARE, SHELVES and DOOR GASKETS 


For Single Door Vendor Type Household Cabinets (Cont.) 






Hardware 

She Ives 


Cabinet 

Manufacturer 

Symbol 

Serial 

Latch 

Strike 


Hinge 

*Top 

Center or 

Door Gasket 

.Type 



Humber 






Lowe r 


RT-7 

Jewett 

JL 

1 to 3799 

HI 5X29 

*H14X40 

H16X24(3) 

HI 7X47 

HI 7X124 

II ft. No. 7 Miller 

RT-7 

Jewett 

JL 

3800 to 9000 


«icra? ■■ 

■ 


| 

| 

11 ft. No. 7 Miller 


Seeger 

None 

22,001 to 23,000 

■nw-iin 

msmm 

BjiiTtwrn 

■mo 

■ 




11X590 

1 P-83 

Seeger 




unzsis 

■ 

11X727 


Ik/IFIUM 

mMBl 

11X590 


Letters in ( ) following Catalog No. indicate, R=Right Hand, L=Left Hand, N=Nieke I Finish, C=Chrome Finish, S=Sliding 
Shelf, F=SI iding Shelf Frame. 

Numbers in ( ) following Catalog No. indicate quantity per cabinet. 

Note No. I - Serial 5681 to 6914, 6993, 6995 to 6997, 7020 to 7026, 7061, 7229 to 7232, 7773 to 7798, 8849, 8853 to 8882, 
8884 to 8939. 

Note No. 2 - Serial 6915 to 6992, 6994, 6998 to 7019, 7027, 7028, 7030 to 7060, 7062 to 7228, 7233 to 7772, 7799 to 8846, 
8850 to 8852, 8883, 8940 to 9000. 

Note No. 3 - Seeger Cabinets, regardless of type, with serial numbers 95,913 to 115,319 are reconditioned cabinets. 

Note No. 4 - Latch Catalog No. H15X44 used in few cases on Seeger Cabinets instead of Latch Catalog No. HI5X36. 

* All top shelves are straight with offset on end when required. 

f Some cabinets require Catalog No. HI4X68 Strike with 3-hole base. 

§ Cabinets with serial number I to 375 use Symbol PL. 

$ 2j Wirfs Gasket also used. 

+ Catalog No. HI7X74 Shelf also used. 

** Catalog No. HI3XI8 Black Rubber Gasket also used. 

* Use Catalog No. HI7AI4 Top Shelf with DRB-3IB Unit. 

A Catalog No. HI5X33 Latch with long roller arm also used. 

* Catalog No. HI4X4I used on few cabinets. 

f Old draw bolt hardware can be replaced by substituting HI5X3I Latch with Adapter Plate for HI5X24 Latch, and HI4X44 Strike 

with Adapter Plate for HI4X2I Strike, and HI4X45 Strike with Adapter Plate for HI4X22 Strike. When changing Latch, Strike 

must also be changed. Hardware Screw 58X179 also available for these cabinets. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


HARDWARE, SHELVES and DOOR GASKETS 

For Two, Three and Four Door Vendor Type 
Household Cabinets 


Cabinet Type 

Manufacturer 

” 

Syw- 

boL 

Serial Number 

Hardware 

She Ives 

Door Gasket 

Latch 

Strike 

Hinge 

PB-9 

P-9, PL-95 

Seeger 

Seeger 

CT 

CF 

1 to 33 

1 to 2961 

EIEii&SlH 

HI4X65 

HI 4X65 

Hlr.VW.-frl 

■ 

IBH 


PL-95 

Bohn 

B 

1 to 3838 
4040 to 4055 

H15X29121 

HI 4X34 


11 


PL-95 

Bohn 

B 

3839 to 4039 
4056 to 10,694 


*HI4X50 

11X311 

Li) 


HI 7X129 

9ft. No. 2?Wirfs 

PS-95 4 P-110 

Bohn 

SB 

10,695 up 


MCETriM 


8 

:oi 

tol 

§HI/XI29 

111X591 

Kins 

RB-9 

Erie Art Metal 
Puffer-Hubbard 

AB 

PF 

1 to 1000 

1 to 1756 

H15X30(2) 
HI5X37{2) 

HI 4X43 

HI 4X67 


8 


•msarpmm 

■minraiRa 


rHSv^-’vr'.-'A 

H 

1 to ioDo 

1 to 4750 

mm 

WMSESiMM 

■lll=**H 

8 



MiWrWirnra 



H 



HI 4X39 

HI 4X50 

■n*m 

8 



munw'ji-inn 

■sroraurnra 

D-13 

Puffer-Hubbard 

Puffer-Hubbard 

PF 

None 

1757 to 2611 

1 to 575 

H15x37(2) 

HI 5X29(2) 

HI4X67 

HI 4X42 

HI 6X25 
H16X24 

8 



■jigraMTiRfl 

nramann! 


Seeger 

Seeger 

Bohn 

CT 

CF 

B 

1 to 30 

1 to 2637 

1 to 2006 

UMmlJH 

HI4X65 

H14X65 
HI4X34 

Mil 


HI 7X132 

HI 7X132 

HI 7X133 

1 ■KiiiPW'Mrinfl 

i nwBHirnm 

PL-13 

Bohn 

B 

2007 to 2037 
2251 to 2771 

HI 5X29(2) 

HI4X39 

11X518(4) 

HI 7X133 

10 ft. No. 2i Wirfs 

PL-13 

Bohn 

B 

2038 to 2250 
2772 to 6619 

11X792(2) 

HI 4X50 

11X518(4) 

HI 7X133 

10ft. No. 2j Wirf s 

PS-13 6 P-134 

Bohn 

SB 

6620 and up 

11X792(C)(2) 

giiumjH 


IBB 

(11X592 

PB-16 

Seeger 

CT 

I to 20 

HI 5X37(3) 

HU 


■1HHRI1H1 
■ IHIH-lfll 

10 ft. No. 25 Wirfs 

P-16, PL-17 

Seeger 

CF 

1 to 1376 

H15X37(3) 


HI6X25(10 

) 

iHinmw 

IllHltHfll 

10ft. No. 2i Wirfs 

PL-17 

Bohn 

B 

1 to 2138 

HI 5X29(3) 

HI4X35(D) 

K14X32(S) 

h rsxzcrrt ) (ex 

HI6X2I(T)(2) 

H16X22(M)(1) 

jra§E?|iPfl 

illHUtViill 

10ft. No. 2j Wirfs 

PL-17 

Bohn 

B 

2139 to 5097 


HIIIIHhI 

■IH1U 

HIHUM 

ol 

m 

iimrani 

bbbch 

10ft. No. 2±Wirfs 

PS-17 6 P-170 

Bohn 

SB 

5098 and up 

11X792(3) 

■ ilhiiiiw 

■II3.1HH1C11 

—lulQl 

HUiRfl 

mnEmumi 


Bohn 

SB 

lb,000 and up 
52,001 and up 

11X792(4) 

H14X48(2) 

| 


11X559 


Seeger 

None 

23,001 to 23,250 

HMiHHl 

11X720(2) 

11X721(8) 

HI 7X139 

11X559 


Letters in ( ) following Catalog No. indicate, A=Large Shelf, B=Small Shelf, D=Double Strike, S=Single Strike, 

R-R i ght Hand, L=Left Hand, N'-Nickel Finish, C=Chrome Finish, E-End Doors, T=Top and Bottom of Center Door, M=Center of 
Center Door, X=Large Door, Y=Small Doof, 

Numbers in ( ) following Catalog No. indicate quantity per cabinet. 

Note No. I - Seeger Cabinets, regardless of type, with serial numbers 95,913 to 115,319 are reconditioned cabinets. 

Note No. 2 - Order parts for Jewett Delux Cabinets (DX-75, DX-IO, DX-14, DX-18) direct from Jewett Refr. Co., Buffalo, N.Y. 

Note No. 3 - Latch Catalog No. HI5X44 used in few cases on Seeger Cabinets instead of Latch Catalog No. HI5X36. 

* Catalog No. HI4X49 Strike can be used, 
t No. 507 Bosley Gasket also used, 

§ Refer to pages 39 and 43 for Sliding Shelves. 

1 Catalog No. HI4X67 Strike used on few Cabinets of this type. 


Always Give Catalog Number 
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1940 CABINETS 


r 


>1 

V 



GENERAL ELECTRIC COMPANY 


appliance and merchandise department 


LB3A, LB3-40A. LB3B, LB3C 

FOR REFRIGERATING MACHINE PARTS REFER TO CJID UNIT FOR LB3A OR LB3-40A, AND CJ-IE UNIT FOR LB3B OR LB3C 



Accessories 


Qunn. 


No. 

Descript ton 

LB3A 

LB3-A0A 

LB3B 

LB3C 

1 

A4R7 

A4R7 

Chiller Tray 

2 

A5RI7 

t A5R23 

Freezing Tray 

i 

A20R7 

A2IR229 

Separator Release for Freezing Tray 


t Model LB3C is equipped with I Cat. A5R23 freezing tray. 


Cabinet Parts 


Ref. 

No. 

Cat. 

No. 

Rescript ton 

LB3A 

LB3-A0A 

LB3B ' 
LB3C 

1 

H4A49 

H4A49 , 

TOP COVER FOR CABINET 

2 

HI3AI5I 

HI3AI5I 

Gasket for top cover 


H20A336 i 

H20A336 ! 

Clip for top cover, front 


H20AI62 

H20AI62 

Clip for top cover, back 


H20A86 

H20A86 

Screw for Cat. H20A336 (10-30) 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line sealing 




plate (No. 8) 


69X893 

98X582 

Screw fastening condenser to outer case, upper(No.lO) 


- 

165736 

Washer for Cat. 98X582 


- 

H20A530 

Spacer between condenser and outer case 


H20A243 

H20A243 

Rubber spacer for back of condenser 


H20A62 

H20A62 

Screw fastening spacer to condenser (No. 8) 


80X132 

80X132 

Washer for Cat. H20A62 


58X366 

58X366 

Screw fastening condenser to outer case, lower 




(5/16 in.-18) 


261646 

261646 

Screw fastening refrigerating machine to angle 




support (5/16 in.-18} 


1778II 

17781 1 

Nut for Cat. 261646 or 58X366 


HI8A22 

HI8A22 

Washer for Cat. 261646 or 58X366 

3 

A2R9 

A2R9 

G1 ider for outer case 


48X242 

48X242 

Cap screw for glider (1/4 In.- 20) 


H20AI60 

H20AI60 

Speed nut for Cat. 48X242 

4 

H6A209 

H6A209 

LOWER DOOR PANEL 

5 

H20A245 

H20A245 

Spring clip for Cat. H6A209 


1051 13 

58X375 

Screw for Cat. H20A245 


200384 

- 

Nut for Cat. 105113 


- 

H11A200 

Tapping strip for Cat. 58X375 


165736 

165736 

Washer for Cat. 105113 or 58X375 


H20A242 

H20A242 

Rubber button spacer for lower door panel 

6 

H20AI8I 

H20AI81 

Support for lower door panel 


H20A49 

58X376 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

H20A240 

Washer for Cat. H20A49 or 58X376 

7 

H20A239 

H20A239 

Catch for spring clip Cat. H20A245 


91X648 

91X648 

Screw for Cat. H20A239 (No. 8) 

8 

- 

- 

DOOR FOR CABINET 

8 

H7AI9I 

H7A19I 

Outer door panel (right-hand cabinet) 


H7AI92 

H7AI92 

Outer door panel (left-hand cabinet) 

9 

HI3AI94 

HI3AI94 

Door gasket 


HI0AI40 

HI0AI40 

Door strip, hinge side 


HI0A33 

HI0A33 

Door strip, top or bottom 

10 

HI0A14I 

HI0AI4I 

Door strip, latch side, with escutcheon for latch bol 

1 1 

HI5A4I 

H15A4I 

Escutcheon for latch bolt 

12 

H 12X2 

*HI2X2 

Screw for door strip, aluminum (10-30) 

12 

_ 

*11X339 

Screw for door strip, stainless steel (10-30) 

13 

H9AI0 

H9AI0 

Door corner 


Ref. 

No. 

Cat 

. No. 

Descript ion 

LB3A 

LB3-40A 

LB3B 1 
LB3C 


H7AI93 

H7AI93 1 

Inner door panel 

14 

H15A6 1 

H15A61 i 

Latch with gasket, nut, and lockwasher 

15 

HI5A44 

HI5A44 

Spr i ng for 1atch 

16 

HI5A45 

HI5A45 

Nut for latch and handle 

17 

H13AI48 

HI3AI48 

Gasket between latch and outer door panel 

18 

H20AI17 

H20AI 17 

Lockwasher for Cat. HI5A45 

19 

i 1X339 

11X339 

Screw fastening latch to door strip (10-30) 

20 

HI5A62 

HI5A62 

Latch handle without escutcheon 

21 

HI5A47 

HI5A85 

Escutcheon for latch handle 

22 : 

HI3AI49 

HI3AI49 

Gasket between latch handle and door panel 

23 ! 

HI6A49 

- 

Hinge without cover 

24 

HI6A50 

- 

Cover for Cat. HI6A49 hinge 

25 

- 

H16A7I 

Hinge without cover 

26 , 


HI6A74 

End cap for hinge, top, RH cao. or bottom, LH cab. 

27 


H16A75 

End cap for hinge, bottom, RH cab. or top, LH cab. 

28 ! 

- 

HI6A38 

Cover for Cat. HI6A7I Hinge 


H20A47 

H20A47 

Screw fastening hinge to outer door panel (12-28) 


H20A386 

H20A386 

Screw fastening hinge to cabinet (12-28) 

29 

NP66086A| 

NP66086A 

Namep1 ate 


NP660868 

NP660868 

Clip for namep1 ate 


H20A6 

H20A6 

Screw for nameplate clip (4-48) 

30 

HI4A22 

HI4A22 

Strike for latch bolt 

31 

HI4A20 

HI4A2C 

Strike case 


11X339 

11X339 

Screw for strike (10-30) 


58X310 

58X310 

Lockwasher for Cat. 11X339 

32 

HI0A34 

HI0A34 

Door jamb strip, top or bottom 


HI 138 

HI0AI38 

Door jamb strip, hinge side 

33 

H10AI39 

HI0AI39 

Door jamb strip, latch side 

34 

H f 2X2 

-H12X2 

Screw for door jamb strip, aluminum (10-30) 

34 

- 

*11X339 

Screw for door jamb strip, stainless steel (10-30) 

35 

H9A27 

H9A27 

Door jamb corner 

36 

H3AI10 

H3AI 10 

INNER LINER WITH SHELF SUPPORTS 

37 

HI7A89 

HI7A89 

Shelf support, straight (1/2 in. long) 


HI2A2 

HI2A2 

Screw for shelf support (1/4 in.-20) 


H20AI10 

H20AI10 

Rubber plug for inner liner cover 


105136 

105136 

Screw fastening inner liner cover to inner ltner(10-32 


200384 

200384 

Nut for Cat. 105136 


H20A380 

H20A380 

Metal washer for Cat. 105136 


H20A255 

H20A255 

Fiber washer for Cat. 105136 


H20A282 

H20A282 

Bracket for ice tray separator release 


91X648 

91X648 

Screw for Cat. H20A282 (No. 8) 

38 

HI7A2I4 

HI7A2I4 

Shelf, top 

39 

HI7A2I5 

HI7A215 

Shelf, top removable 

40 

HI7AI28 

HI7AI28 

Shelf, bottom 


H5X20 

H5X2G 

Cabinet insulation (Kimsul, 18' roll) 


* Some cabinets used aluminum screws {H12X2) and others used stainless steel screws (11X339). Replace with a like type as the appearance of the two screws is 
different. 
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GENERAL ELECTRIC COHPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B3A, B3-40A, B3B, B3C 


FOR REFRIGERATING MACHINE PARTS REFER TO CH-ID UNIT FOR B3A OR B3-40A. AND TO CH-IE UNIT FOR B3B OR B3C 





9 



Quart 

Cat. 

No. 

Descriptton 

B3A 

B3-40A 

B3B 

BSC 

1 

A4R7 

A4R7 

Chiller tray 

2 

A5RI7 

fA5R23 

Freezing tray 

1 

A20R7 

A2IR229 

Separator release for freezing tray 


+ Model B3C la equipped with I Cat. A5K23 freezing tray. 


Cabinet Parts 




Cat. 

No. ! 



Cat. 

. No. 


Ref. 

B3A 

B3B \ 

Descript ion 

Ref. 

B3A 

B3B 

Description 

No. 

B3-40A 

B3C ; 


No. . 

B3-40A 

B3C 


1 

H4A43 

H4A43 

TOP COVER FOR CABINET 

13 

HI 2X2 

’HI 2X2 

Screw for door strip, aluminum (10-30) 

2 , 

HI3AI7I 

HI3AI7I 

Gasket for Cat. H4A43 

13 

- 

*11X339 

Screw for door strip, stainless steel (10-30) 


H20A234 

H20A234 

Clip for top cover, front 

14 

H9A30 

H9A30 

Door corner 


H20AI62 

H20A162 

Clip for top cover, back 


H7AI59 

H7A159 

Inner door panel 


H20A86 

H20A86 

Screw for Cat. H20A234 (10-30) 

15 

HI5A57 

HI5A57 

Latch with handle for right-hand cabinet 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line sealing 


HI5A58 

HI5A58 

Latch with handle for left-hand cabinet 




plate (No. 8) 

16 

HI4A21 

HI4A2I 

Strike for 1 atch bolt 


69X893 

98X582 

Screw fastening condenser to outer case (No. 10) 


HI3AI72 

HI3A172 

Shim for str ike 


- 

165736 

dasher for Cat. 98X582 

17 

H20A47 

H20A386 

Screw for strike (12-28) 


- 

H20A530 

Spacer between condenser and outer case 

18 

HI6A37 

- 

Hinge without cover 


H20A243 

H20A243 

Rubber spacer for back of condenser 

19 

- ! 

HI6A7I 

Hinge without cover 


H20A62 

58X376 

Screw fastening spacer to condenser (No. 8) 

20 

- 

H16A74 

End cap for hinge, top, RH cab. or bottom, LH cab. 


80X132 

80X132 

Washer for Cat. H20A62 or 58X376 

21 

. 

HI6A75 

End cap for hinge, bottom, RH cab. or top, LH cab. 

3 

H27A39 

H27A39 

BASE 

22 

HI6A38 

HI6A38 

Cover for Cat. HI6A37 or HI6A71 hinge 


279364 

279364 

Cap screw fastening condenser to base (5/16 in.-18) 


H20A47 

H20A47 

Screw for latch, or fastening hinge to outer door 


177811 

1778II 

Nut for Cat. 279364 




panel (12-28) 


HI8AI8 

H18 A18 

Washer for Cat. 279364 


H20A386 

H20A386 

Screw fastening hinge to cabinet (12-28) 


20X536 

20X536 

Cap screw fastening outer case to base (1/4 in.-20) 

23 

NP66086A 

NP67857A 

Namepl ate 


12X540 

1X452 

Nut for Cat. 20X536 

23 

HP66086B 

NP67857B 

Clip for nameplate 


160980 

160980 

Washer for Cat. 20X536 


H20A6 

H20A6 

Screw for nameplate clip (4-48) 


261646 

261646 

Cap screw fastening refrigerating machine to base 

24 

HI0AI07 

H10AI07 

Door jamb strip, top or bottom 




(5/16 in.-18) 

25 

HI0A108 

HI0AI08 

Door jamb strip, side 


177811 

17781 1 

Nut for Cat. 261646 

26 

HI 2X2 

*H12X2 

Screw for door jamb strip, aluminum (10-30) 


H18A22 

HI8A22 

Washer for Cat. 261646 

26 

- 

*11X339 

Screw for door jamb strip, stainless steel (10-30) 

4 

H28A28 

H28A28 

Skirt for base 

27 

HI0AI09 

HI0AI09 

Door jamb corner 

5 

11X339 

11X339 

Screw for Cat. H28A28 (10-30) 

28 

H3A93 

H3A93 

INNER LIHER WITH SHELF SUPPORTS 


179789 

179789 

Washer for Cat. 11X339 


H20AI92 

H20AI92 

Top plate 

6 ; 

H6AI57 

H6AI57 

LOWER DOOR PANEL 


105136 

105136 

Screw for Cat. H20A192 

7 

H20A24I 

H20A24I 

Spring clip for Cat. H6AI57 


200384 

200384 

Nut for Cat. 105136 


105113 

58X375 

Screw for Cat. H20A24I 


H20A380 

H20A380 

Washer for Cat. 105136 


- 

HIIA200 

Tapping strip for Cat. 58X375 

29 

HI7AI22 

HI7AI22 

Shelf support, straight 


200384 

- 

Nut for Cat. 105113 


H17A90 

H17A90 

Shelf support, headed 


165736 

165736 

Washer for Cat. 105113 or 58X375 


HI2A2 

HI2A2 

Screw for shelf support (l/4 in.-20) 


H20A242 

H20A242 

Rubber button spacer for lower door panel 


H20AI 10 

H20AI10 

Rubber plug for inner liner cover 

6 

H20AI8I 

H20AI8I 

Support for lower door panel 


105136 

105136 

Screw fastening inner liner cover to inner liner 


H20A49 

58X376 

Screw for Cat. H20AI8I (No. 8) 




(10-32) 


H20A240 

H20A240 

Washer for Cat. H20A49 or 58X376 


200384 

200384 

Nut for Cat. 105136 

9 

H20A239 

H20A239 

Catch for spring clip Cat. H20A24I 


H 20 A3 80 

H20A380 

Metal washer for Cat. 105136 


91X648 

91X648 

Screw for Cat. H20A239 (No. 8) 


H20A255 

H20A255 

Fiber washer for Cat. 105136 

10 


_ 

DOOR FOR CABINET 


H20A282 

H20A282 

Bracket for ice tray separator release 

10 

H7A160 

H7AI60 

Outer door panel (right-hand cabinet) 


91X648 

91X648 

Screw for Cat. H20A282 (No. 8) 


H7A16I 

H7AI61 

Outer door panel (left-hand cabinet) 

30 

HI7A2I6 

H17A216 

Shelf, offset, upper 

11 

HI3AI70 

HI3AI70 

Door gasket 

31 

HI7A2I7 

HI7A2I7 

Shelf, lower 


HJ0AJ05 

HI0AI05 

Door strip, top or bottom 

32 

HI7AI25 

HI7AI25 

Rubber bumper for Cat. HI7A217 

12 

HI0AI06 

HI0AI06 

Door strip, side 


H5X20 

H5X20 

Cabinet insulation (Kimsul, 18' roll) 


* Same cabinets used aluminum screws (HI2X2) and others used stainless steel screws (11X339). Replace with a like type as the appearance of the two screws is 
different. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


BY4A, BY4-40A, BY48, BY4C 


FOR REFRIGERATING MACHINE PARTS REFER TO CE-I40C UNIT FOR BY4A OR BY4-40A. AND CE-I40D UNIT FOR BY4B OR BY4C 



Accessories 


Quart- 

Cat. 

No. 

Description 

BY4A 

BU-4QA 

BY4B 

BUC 

1 

A4R7 

A4R7 

Chiller tray 

2 

A5RI7 

fA5R23 

Freezing tray 

1 

A20R7 

A2IR229 

Separator release for freezing tray 


f Model BY4C is equipped with I Cat. A5R23 freezing tray. 


Ref. 

No. 

Cat. 

No. 

Descript ion 

Ref. 

No. 

Cat. 

No. 

Description 

BUA 

BU-40A 

BUB 

BUC 

BUA 

BY4-AOA 

BYAB 

BUC 

1 

H4A49 

H4A49 

TOP COVER FOR CABINET 

13 

H9AI0 

H9AI0 

Door corner 

2 

HI3AI5I 

HI3A151 

Gasket for top cover 


H7A22 

H7A22 

Inner door panel 


H20A336 

H20A336 

Clip for top cover, front 

14 

HI5A26 

HI5A26 

Latch case with gasket, nut, and lockwasher 


H20AI62 

H20AI62 

Clip for top cover, back 

15 

HI5A44 

HI5A44 

Spring for latch 


H20A86 

H20A86 

Screw for Cat. H20A336 (10-30) 

16 

HI5A45 

HI5A45 

Nut for latch and handle 


91X648 

91X648 

Screw for Cat. H20A162 or refrigerant line sealing 

17 i 

13 A148 

HI3AI48 

Gasket between latch and outer door panel 




plate (No. 8) 

18 

H20AII7 ; 

H20AI17 

Lockwasher for Cat. HI5A45 


H20A20I 

H20A20I 

Clamp for refrigerant line, upper 


11X339 

11X339 

Screw fastening latch to door strip (10-30) 


H20A202 

H20A202 

Clamp for refrigerant line, lower 

19 

H15A62 1 

HI5A62 

Latch handle without escutcheon 


91X648 

91X648 

Screw for Cat. H20A20I or H20A202 (No. S) 

20 

HI5A47 

HI5A85 

Escutcheon for latch handle 


H20A20 

H20A20 

Spacer for Cat. H20A20I 

21 

HI3AI49 

HI3AI49 

Gasket between latch handle and door panel 


H20A62 

H20A62 

Screw for Cat. H20A20 (No. 8) 

22 

HI6A49 

- 

Hinge without cover 


80X132 

80X132 

Washer for Cat. H20A62 

23 

HI6A50 

- 

Cover for Cat. HI6A49 hinge 

3 

H27A82 

H27A82 

BASE FOR R1GHT-HANO CABINET 

24 

- 

H16A7I 

Hinge without cover 


H27A80 

H27A80 

BASE FOR LEFT-HAND CABINET 

25 

- 

HI6A74 

End cap for hinge, top, RH cab. or bottom, LH cab. 


69X893 

58X374 

Screw fastening base to outer case (No. 10) 

26 

- 

HI6A75 

End cap for hinge, bottom, RH cab. or top, LH cab. 


H20AI38 

H20AI38 

Washer for Cat. 58X374 or 69X893 

27 

_ 

HI6A36 

Cover for Cat. HI6A7I hinge 


6X737 

6X737 

Cap screw fastening refrigerating machine to base 


H20A47 

H20A47 

Screw fastening hinge to outer door panel (12-28) 




(8/16 In.-18) 


H 20 A3 86 

H20A386 

Screw fastening hinge to cabinet (12-28) 


HI8AI8 

HI8AI8 

Washer for Cat. 6X737 

28 

NP67877A 

NP66086A 

Nameplate 

4 

H4A5I 

H4A5I 

Refrigerating machine compartment cover 

28 

NP67877B 

NP66086B 

Cl ip for nameplate 


H20A335 

H20A335 

Angle supporting Cat. H4A5I 


H20A6 

H20A6 

Screw for nameplate clip (4-48) 


58X345 

58X345 

Screw for Cat. H4A51 or H20A335 

29 

H14 A 22 

HI4A22 

Strike for latch bolt 


HI8A38 

HI6A38 

Washer for Cat. 58X345, fastening Cat. H4A5I in 

30 

HI4A20 

HI4A20 

Strike case 




position 

31 

11X339 

11X339 

Screw for strike (10-30) 


H20AI3B 

H20AI38 

Washer for Cat. 58X345, fastening Cat. H20A335 in 


58X310 

58X310 

Lockwasher for Cat. 11X339 




position 

32 

1GA2IH3 

IGA2IHI2 

Door switch 

5 

H20A33I 

H20A331 

Perforated cover for refr i gerat i ng mach ine compartment 


HI3AI8I 

H13A24I 

Gasket for door switch 


46X784 

46X784 

Screw for Cat. H20A33I, outer side (l/4 in.-20) 


HI 2X2 

- 

Screw for Cat. IGA2IH3 (10-30) 


H20A344 

H20A344 

Speed nut for Cat. 46X784 

33 

HI0AI 13 

HI0A2I 1 

Door jamb strip, top 

6 

H17A89 

HI7A89 

Thumb nut for Cat. H20A33I 

34 

HIOAl04 

HI0AI04 

Door jamb atrip, latch side 


153179 

153179 

Washer for Cat. 46X784, under H20A33I 


HI0A35 

HI0A35 

Door jamb strip, hinge side 


HI8A3 

H16 A3 

Washer for Cat. HI7A89 


HI0A34 

HI0A34 

Door jamb strip, bottom 

7 

H8A85 

H8A85 

Side panel for refrigerating machine compartment 

35 

HI 2X2 

*H12X2 

Screw for door jamb strip, aluminum (10-30) 




(right-hand cabinet) 

35 

- 

*11X339 

Screw for door jamb strip, stainless steel (10-30) 


H8A86 

H8A86 

Side panel for refrigerating machine compartment 

36 

H9A27 

H9A27 

Door jamb corner 




(left-hand cabinet) 

37 

H3A94 

H3A94 

INNER LINER WITH SHELF SUPPORTS 


69X893 

58X374 

Screw fastening side panel to base (No. 10) 

38 

HI7A89 

HI7A89 

Shelf support, straight (1/2 in. long) 


H20AI38 

H20A138 

Washer for Cat. 69X893 or 58X374 


HI2A2 

HI2A2 

Screw for Cat. HI7A89 (1/4 in.-20) 


69X893 

69X893 

Screw fastening vertical angle of refrigerating 


H2DAI 10 

H20AII0 

Rubber plug for inner liner 




machine compartment to cabinet (No. 10) 


105136 

105136 

Screw fastening inner liner cover to inner liner 


H20A343 

H20A343 

Stainless steel trim at bottom of cabinet 


200384 

200384 

Nut for Cat. 105136 


H20A345 

H20A345 

Trim clip 


H20A380 

H20A380 

Metal washer for Cat. 105136 

e 

- 

- 

DD0R FOR CABINET 


H20A255 

H20A255 

Fiber washer for Cat. 105136 

6 

H7AI96 

H7AI96 

Outer door panel (right-hand cabinet) 


H20A282 

H20A282 

Bracket for ice tray separator release 


H7AI97 

H7AI97 

Outer door panel (left-hand cabinet) 


91X646 

91X648 

Screw for Cat. H20A282 (No. 8) 

9 

HI3A66 

HI3A66 

Door Gasket 

39 

HI7A2I4 

Hl7A2t4 

Shelf, top 


HI0A28 

H10A28 

Door s':rip, hinge side 

40 

HI7A2I5 

HI7A2I5 

Shelf, top, removable 


HI0A33 

HI0A33 

Door strip, top or bottom 

41 

HI7AI28 

HI7AI28 

Shelf, bottom or middle 

10 

HiOAl03 

HI0AI03 

Door strip, latch side with escutcheon for latch 


78X81 

78X81 

Lamp receptacle 




bolt 


HI9A27 

HI9A27 

Bushing for lamp receptacle 

11 

H15A41 

HI5A4I 

Escutcheon for latch bolt 


H19A26 

HI9A26 

Lamp guard 

12 

HI 2X2 

-H12X2 

Screw for door strip, aluminum (10-30) 


GE30I4 

H20A406 

Connector for wires 

12 

- 

* 11X339 

Screw for door strip, stainless steel (10-30) 


H5X20 

H5X20 

Cabinet insulation, (Kimsul, 18' roll) 


* Some cabinets used aluminum screws (H12X2) and others used stainless steel screws (11X339). Replace with a like type as the appearance of the two screws is 
different. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB4-40A 


FOR REFRIGERATING MACHINE PARTS REFER TO FBA-IA UNIT 

Accessories 



Cat. Ho. 

Description 

i 

A4R9 

Chi 1ler tray 

2 

A5RI7 

Freezing tray 

1 

A20R7 

Separator Release for Freezing Tray 



Cabinet Parts 


Nef. 

Ho. 

Cat. No. 

Name of Part 

Bef. 

No. 

Cat. No. 

Name of Part 


H20A4II 

Back plate for outer case 

18 

HI5A62 

Latch handle without escutcheon 


HI3A227 

Gasket for back plate Cat. H20A4I1 

19 

HI5A47 

Escutcheon for latch handle 


87X736 

Screw fastening back plate to outer case (No. 8) 

20 

HI3AI49 

Gasket between latch handle and outer door panel 


80X132 

Washer for Cat. 87X736 

21 

HI6A66 

Hinge, top 


92X530 

Screw for refrigerant line sealing plate (No. 8) 


128619 

Screw fastening top hinge to outer door panel (10-32) 


69X893 

Screw fastening condenser to outer case, upper (No. 10) 


20X527 

Screw fastening top hinge to outer case (1/4 in.-20) 


N20A243 

Rubber spacer for back of condenser 


H20A4I9 

Nut for Cat. 20X527 


H20A62 

Screw for Cat. H20A243 (No. 8) 


66X896 

Washer for Cat. 20X527 


80X132 

Washer for Cat. H20A62 

22 

HI6A67 

Hinge, bottom, without pin or washer, (RH cabinet) 


68X170 

Screw fastening condenser to outer case, lower (5/16 in.-18) 

22 

HI6A68 

Hinge, bottom, without pin or washer,(LH cabinet) 


177811 

Nut for Cat. 68X170 

23 

HI6A69 

Pin for bottom hinge 


HI8A22 

Washer for Cat. 66X170 

24 

HI6A70 

Rubber washer for Cat. HI6A69, with square hole 


7TX272 

Screw fastening refrigerating machine to angle support 


H20A420 

Neoprene washer for Cat. HI6A69, with round hole 



(5/16 in.-18) 


20X536 

Screw fastening bottom hinge to side of outer case (i in.-20) 


177811 

Nut for Cat. 71X272 


69X893 

Screw fastening bottom hinge to bottom of outer case (No. 10) 


HI8A22 

Washer for Cat. 71X272 


58X310 

Washer for Cat. 69X893 

i 

H7A307 

LOWER DOOR PANEL (RH CABINET) 

25 

NP66086A 

Nameplate 


H7A308 

LOWER DOOR PANEL (LH CABINET) 


NP66086B 

Clip for nameplate 


H20A242 

Rubber button spacer for lower door panel 


H20A6 

Screw for nameplate clip (4-48) 


87X736 

Screw fastening lower door panel to cross piece (No. 8) 

26 

HI4A23 

Strike for latch bolt 


58X310 

Washer for Cat. 87X736 

27 

HI4A24 

Nut for strike 

2 

H20A4I3 

Catch for lower door panel 

28 

HI4A25 

Retaining Lockwasher for strike 


91X648 

Screw for Cat. H20ANI3 (No. 8) 

29 

HI4A26 

Support for strike 


58X310 

Washer for Cat. 91X648 

30 

H20A42I 

Screw for strike support (10-32) 

3 

H20A4I2 

Rubber Bushing for lower door panel 


58X310 

Lockwasher for Cat. H20A42I 

4 

- 

DOOR FOR CABINET 

31 

IGA2IH3 

Door switch with 8 inch leads 

4 

H7A309 

Outer door panel $IH cabinet) 


H20A422 

Shim for door switch, 7/64 in. thick 


H7A3I0 

Outer door panel 0-H cabinet) 


H20A423 

Shim for door switch, 1/64 in. thick 

5 

HI0AI48 

Door strip, top 


H20A424 

Spring clip for door switch 

5 

HI0AI49 

Door strip, hinge side (RH cabinet) 

32 

HI0AI54 

Door jamb strip, top 

5 

HI0AI50 

Door strip, hinge side (LH cabinet) 

33 

HI0AI55 

Door jamb strip, bottom 

5 

'H10A160 

Door strip, latch side, with escutcheon for latch bolt(RH cabinet) 

34 

H10A156 

Door jamb strip, hinge side, (RH cabinet) 

5 

'HI0AI6I 

Door strip, latch side, with escutcheon for latch bolt(LH cabinet) 

34 

KI0AI57 

Door jamb strip, hinge side, (LH cabinet) 


'H15A84 

Escutcheon for latch bolt 

35 

HI0AI58 

Door jamb strip, latch side, (rh cabinet) 

5 

HIOAI53 

Door strip, bottom 

35 

HI0AI59 

Door jamb strip, latch side, (lh cabinet) 

6 

HI3A228 

Bezel fastening door stria to outer door panel (RN cabinet) 

36 

HI3A233 

Door gasket (RH Cabinet) 

6 

HI3A229 

Bezel fastening door strip to outer door panel (LH cabinet) 

36 

HI3A237 

Door gasket \LH Cabinet) 

7 

HI3A230 

Bezel fastening door strip to inner door panel, top or bottom 

37 

H20A425 

Retainer for door gasket, top 

7 

KI3A23I 

Bezel fastening door strip to inner door panel, side 

37 

H20A426 

Retainer for door gasket, left side 


H9A35 

Door corner (bottom) 

37 

H20A427 

Retainer for door gasket, right side 


H9A36 

Door corner (top) 

37 

H20A428 

Retainer for door gasket, bottom 

8 

H20A4I4 

Brace for top hinge 

38 

HI3A234 

Bezel fastening door jamb strip to inner liner, top or bottom 


54X285 

Screw fasten ing brace and top h inge to outer door panel (No. 8) 

39 

HI3A235 

Bezel fastening door jamb strip to inner liner, hinge side 

9 

H20A4I5 

Bridge connecting inner and outer door panels, upper left or 

40 

HI3A236 

Bezel fastening door jamb strip to inner liner, latch side 



lower right (early production) 

41 

H9A37 

Door jamb corner, top 

IEI 

H20A4I6 

Bridge connecting inner and outer door panels, upper right or 

42 

H9A36 

Door jamb corner, bottom 

HI 


lower left (early production) 

43 

H3AI33 

INNER LINER WITH SHELF SUPPORTS 


H20A435 

Bridge connecting inner and outer door panels, top or bottom 

44 

HI7A89 

Shelf support 



(later production) 


HI2A2 

Screw for shelf support (1/4 in. -20) 

12 

H20A436 

Shim for Cat. H20A435 


H20A429 

Screw fastening evaporator to inner liner (10-32) 


92X532 

Screw fastening bridge to outer door panel (No. 6) 


H20A430 

Fiber washer for Cat. H20A429 


87X736 

Screw fastening inner door panel to bridge (No. 8) 


H20AN31 

Back plate for inner liner 


58X310 

Lockwasher between bridge and inner door panel 


92X531 

Screw fastening back plate to inner liner (No. 8) 

13 

H7A3II 



179789 

Washer for Cat. 92X531 

14 

HI5A80 

Latch with spring and gasket (RH door) 

45 

K20A433 

Bridge connecting inner liner to outer case, top 


HJ5A8I 


46 

H20A434 

Bridge connecting inner liner to outer case, bottom 

15 

HI5A82 



87X736 

Screw fastening bridge to inner liner or outer case (No. 8) 


HI3A232 



80X132 

Washer for Cat. 87X736 

16 

HI5A83 



H20A432 

Bracket for ice tray separator release 


H20AI17 

Washer for Cat. HI5A83 


91X648 

Screw for Cat. H20A432 


H20A4I7 

Screw fastening latch to outer door panel (10-32) 

47 

HI7A290 

Shelf, top 

17 

HI6A64 

Anchor plate for lower hinge (RH door) 

48 

HI7A29I 

Shelf, middle or bottom 

17 

HI6A65 

Anchor plate for lower hinge (LH door] 


78X913 

Lamp receptacle 


H20A4I8 

Screw fastening anchor plate to outer door panel (10-32) 


H20A406 

Connector with insulation for leads 


HI7AI66 

Washer for Cat. H20A4I8 


H5X20 

Cabinet insulation (Kimsul, 18’ roll) 


* This Part supersedes the original part. 
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6 E H E B A L ELECTRIC COMPANY 


A P P lIANCE AMD MERCHANDISE DEPARTMENT 


LB4-40B 

FOR REFRIGERATING MACHINE PARTS REFER TO FBA-IA UNIT 


Accessories 


Quan. 


Description 

1 


Chiller Trav 

2 


freezing Tr ay 

1 


Separator Release for Freezing Tray 




Cabinet Parts 


her. 

A'O. 

Cnt. HO. 

\one of port 

hef. 

*0. 

Cnt. do. - 

done of port 


H20A4I| 

Back plate for outer cate 

21 

H 

Hinge, top 


HI .7 

Gasket for back plate Cat. H20A4I1 


H20A437 

Shin for hinqe Cat. H16*66 


87X736 

Screw fastening back plate to outer case (No. 8) 


1 128619 

Screw fasten ing top h inge to outer door panel (10-32) 


80X132 

Washer for Cat. 87X736 


20X527 

Screw fastening top hinge to outer case (1/4 in.-20) 


92X530 

Screw for refrigerant line sealing plate (No. 8) 


| H20A4I9 

Nut for Cat. 20X527 


69X893 

Screw fastening condenser to outer case, upper 


66X896 

Washer for Cat. 20X527 



(No. 10) 

22 

H16*67 

Hinge, bottom, without pin or washers (RH cabinet) 


H20A243 

Rubber spacer for back of condenser 

22 

* H16*68 

Hinge, bottom, without Din or washers (LH cabinet) 


K20A62 

Screw for Cat. H20A243 (No. a) 

23 

H16*69 

Pin for bottom hinge 


80X132 

Washer for Cat. H20A62 

24 

HI6A70 

Rubber washer for Cat. HI6169, with sauare hole 


68X170 

Screw fastening condenser to outer case, lower 


H20A420 

Rubber washer for Cat. HI6A69, with round hole 



( 6/16 in.-ia) 


20X536 

Screw fastening bottom hinge to side of outer case 


177811 

Nut for Cat. 68X170 



(1/4 in.-20) 


HI8A22 

Nasher for Cat. 88X170 


69X893 

Screw fastening bottom hinge to bottom of outer case 


71X272 

Screw fastening refrigerating aachine to angle sup- 



j (No. 10) 



port (5/16 in.-18) 


58X310 

Washer # or Cat. 69X893 


177811 

Nut for Cat. 71X272 

25 

NP66086A 

Nameplate 


HI8A22 

Washer for Cat. 71X272 


NP66086B 

Clip for nameplate 

1 

H7A307 

LONER 000R PANEL (RH CABINET) 


H20A6 

Screw for nameplate clip (4-48) 


H7A308 

LOWER DOOR PANEL (LH CABINET) 

26 

KI4A23 

Strike for latch bolt 


H20A242 

Rubber button spacer for lower door panel 

27 

HI4A24 

Nut for strike 

2 

H20A4I3 

Catch for lower door panel 

28 

HI4A25 

Lockwasher for strike 


91X648 

Screw for Cat. N2QA4I3 (No. 8) 

29 

HI4A26 

Support for strike 


58X310 

Washer for Cat. 91X648 

30 

H20A42I 

Screw for Cat. HI4A26 (10-32) 

3 

H20A4I2 

Bushing for lower door panel 


58X310 

Lockwasher for Cat. H20A42I 

4 

- 

DOOR FOR CABINET 

31 

1GA21H3 

Door switch 

4 

H7A309 

Outer door panel (RH cabinet) 


H20A43S 

Shim for door switch 


H7A3IQ 

Outer door panel (LH cabinet) 


11X339 

Screw fastening door switch to top of inner liner 

5 

HI0AI48 

Door strip, top 



(10-30) 

5 

HI0AI49 

Door strip, hinge side (RH cabinet) 

32 

HI0AI62 

Door jamb strip, top 

5 

HI0AI50 

Door strip, hinge side (LH cabinet) 

33 

HI0AI55 

Door jamb strip, bottom 

5 

HI 

Door strip, latch side (RH cabinet) 

34 

HI0AI56 

Door jamb strip, hinqe side (RH cabinet) 

5 

HI0AI6I 

Door strip, latch side (LH cabinet) 

34 

HI0A157 

Door jamb strip, hinge side (LH cabinet) 


HI5A84 

Escutcheon for latch bolt 

35 

HI0AI58 

Door jamb strip, latch side (RH cabinet) 


H20A6 

Screw for Cat. HI5A8R (4-48) 

35 

HI0AI59 

Door jamb strip, latch side (LH cabinet) 

5 

HI0AI53 

Door strip, oottoai 

35 

HI 3*233 

Door qasket (RH cabinet) 

6 

HI3A238 

Bezel fastening door strip to outer door panel 

36 

HI3A237 

Door gasket (LH cabinet) 



(RH cabinet) 

37 

H20A425 

Retainer for gasket, top 

6 

HI3A239 

Bezel fastening door strip to outer door panel 

37 

H20A426 

Retainer for qasket, le f t side 



(LH cabinet) 

37 

H20A427 

Retainer for gasket, right-side 

7 

HI3A230 

Bezel fastening door strip to inner door panel, 

37 

H20A426 

Retainer for gasket, bottom 



top or bottom 

38 

H13*234 

Bezel fastening door jamb strip to inner liner, top 

7 

HI3A23I 

Bezel fastening door strip to inner door panel, side 



or bottom 


H9A35 

Door corner piece, lower 

39 

H13*235 

Bezel fastening door jamb strip to inner liner, 


H9A36 

Door corner piece, upper 



hinqe side 

8 

K20A4I4 

Brace for top hinge 

40 

H13*236 

Bezel fastenina door jamb strip to inner liner, 


54X285 

Screw fastening brace and top hinge to outer door 



)»tch side 



panel (No. 8) 

41 

H9A37 

Door jamb corner, top 

11 

H20A435 

Bridge with shin connecting inner and outer door 

42 

H9A36 

Door ja«b corner, bottom 



panels, top or bottof) 

43 

H3AI33 

INNER LINER WITH SHELF SUPPORTS 

12 

H20A436 

Sb»« for Cat. H20A435 

44 

K17*89 

Shelf support 


92X532 

Screw fasten ing br idge to outer door panel (No. 8) 


H12*2 

Screw for shelf support (1/4 in.-20) 


H20A38I 

Screw fastening inner door panel to bridge (No. 8) 


K20A429 

Screw fastening evaporator to inner liner (10-32) 


5BX3I0 

Lockwasher between bridge and inner door panel 


H20A430 

Fiber washer for Cat. H20A429 

13 

H7A3I 1 

Inner door panel 


H20A43I 

Back pl»te for inner liner 

14 

HI5A80 

Latch with spring and gasket (RH door) 


92X531 

Screw fastening back plate to inner liner (No. 8) 


HI5A8I 

Latch with spring and gasket (LH door) 


179789 

Washer for Cat. 92X531 

15 

H15A82 

Coil spring for latch 

45 

H20A433 

Bridge connecting inner liner to outer case, top 


HI3A232 

Gasket for latch 

46 

H20A434 

Bridge connecting inner liner to outer case, bottom 

16 

HI5A83 

Nut for latch and handle 


H20A398 

F i ber washer between br idqe and flanqe of inner liner 


H20AI17 

Washer for Cat. HI5A83 


87X736 

Screw fastening bridge to inner liner or outer case 


H20A4I7 

Screw fastening latch to outer door panel (10-32) 



(No. 8) 

17 

HI6A64 

Anchor plate for lower hinge (RH door) 


80X132 

Washer for Cat. 87X736 

17 

HI6A65 

Anchor plate for lower hinge (LH door) 


H20A432 

Bracket for ice tray separator release 


H20A4I8 

Screw fastening anchor plate to outer door panel 


91X648 

Screw for Cat. H20A432 (No. 8) 



(10-32) 

47 

HI 7*290 

Shelf, top 


HI7AI66 

Washer for Cat. H20A4I8 

48 

H17*29 J 

Shelf, middle, or bottom 

18 

HI5A62 

Latch handle without escutcheon 


78X913 

Lamp receptacle 

19 

HI5A47 

Escutcheon for latch handle 


H20A406 

Connector with insulation for leads 

20 

HI3AI49 

Gasket between latch handle and outer door panel 


H5X20 

Cabinet Insulation (Kimsul, 18' roll) 
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GENERAL ELECTRIC C 0 H P A N Y 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LBH-6A, LBH-8A 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2H 
.AND CF-28D UNITS RESPECTIVELT 

Accessories 


yuan. 

Cot . So. 

De3crlpt Ion 

4 

A5RI7 

Freezing trays (IRH- 6 A) 

5 

A5R17 

Freezing trays (LBH- 8 A) 

1 

A20R7 

Freezing Tray Separator Release 

1 

A2 If 

fruit Basket (LBH- 6 A) 

1 

HI8A44 

fruit Basket (LPH- 8 A) 

1 

A2IRI50 

Set of Dishes 

1 

A2IRI62 

Water Jug 

l 

A2IRi53 

Butter Dish 

1 

A2IRIS4 

Cover for Butter Dish 


ijuon. 

Cnt. So. 

Rescript 1 on 

1 

A2IR155 

Green Dish (9 B X 5*) 

1 

A2IRI56 

Clear Cover for A2IRI55 

2 

A2IR157 

Green Dishes (b h X 4 3/8") 

2 

A2IRI58 

Clear Covers for A2IR157 

1 

A2IRI59 

Red Bowl (7" dia. J 

1 

A21RI60 

Clear Cover for A2IRIb9 

3 

A2IRI61 

Red Bowls (5j" dia. ) 

3 

A21RI62 

Clear Covers for A2 IRItl 



Cabinet Parts 


(St.* 


LBH-8A 


Ot.oZo 

yimoer 

LBB-6A 

LbB-8A 

N4A34 

H4A35 

HI3AI54 

HI3AI66 

H 20 AI 6 I 

N 20 AI 6 I 

H20AI62 

H20AI70 

H20A86 

H20A66 

91X648 

91X648 

69X893 

69X893 

H20A243 

H20A243 

H20A62 

H20A62 

80X132 

80X132 

H27AI24 

H27AI27 

91X208 

106775 

177811 

177811 

HI8A22 

HI8A22 

HI 8 AIS 

HI 8 AIS 

20X536 

20X536 

12X540 

12X540 

160980 

1d0980 

71X272 

71X272 

177811 

177811 

91X649 

91X649 

H27A85 

H27A97 

b5X229 

65X229 

59X241 

59X241 

HbA120 

H7A294 

H2M241 

H20A241 

105113 

105113 

200384 

200364 

165736 

165736 


TOP COVER FOR CABINET 
basket for top cover 
Clip for top cover, front 
Clip for top cover, back 
Screw for Cat. H20Albl (10-30; 

Screw fastening Cat. rf20A170 to top cover, for Cat. 

H20A162 or refrigerant line sealing plate (No. 8 } 
Screw fastening Cat. H20AI70 to cabinet or condenser 
to outer case (No. IQ) 

Rubber spacer for 8 ack of condenser 

Screw for Cat. H20A243 (No. 8 ) 

Washer for Cat. H20A62 
BASF 

Cap screw fastening condenser to base ( 5 /16 in-Ig) 

Nut for Cat. 106775 or 91X208 

Washer for Cat. 106775 or 91X208 ( 7/8 in. O.D.) 

Washer for Cat. 106775 or 91X208 (5/8 in. 0.0.j 

Cap screw fastening outer case to base (1/4 in.-20) 

Nut for Cat. 20Xo3b 

Washer for Cat. 20X53o 

Screw fastening refrigerating machine to base 
(5/lb in.-18) 

Nut for Cat. 71X272 
Washer for Cat. 71X272 
Grille for base 

Screw fastening grille to base (i/4 in.-20) 

Wing nut for Cat. 65X229 
LOWER DOOR PANEL 
Spring clip for lower door panel 
Screw for Cat. H20A24I (10-32) 

Nut for Cat. 105113 
Washer for Cat. 105113 


hef. 

Crtalo* 

S'umber 

So. 

LBH-6A 

LBH-8A 


H20A242 

H2QA242 

7 

H20AI8I 

H20AIM 


H20A49 

H20A49 


H20A240 

H20A240 

8 

H20A239 

H20A23& 


91X648 

91X648 

9 

- 

- 

9 

H7A316 

H7A285 


H7A317 

H7A296 

10 

I3AI47 

HI3AI50 


HI0A89 

H10A96 

1 1 

H10A9I 

HI0A98 

12 

HJ0A143 

HI0AI44 

13 

H15A4I 

HI5A4I 

14 

- 

H 12X2 

14 

H20A38I 

- 

15 

H9A25 

H9A25 


H7AI06 

H7A107 

lb 

I5A73 

HI6A73 

17 

HI5A44 

HI5A44 

16 

HI5A45 

H15A45 

19 

H13AI48 

HI3A148. 


1120A117 

H20AU7 


- 

11X339 


92X882 

- 

20 

HI5A62 

HI5A62 

21 

HI5A47 

H15A47 

22 

M13A149 

HI3A149 

23 

NP85252A 

NP85252A 


>852526 

NP85252B 


H20A6 

H20Ao 

24 

H16A49 

H16A49 

25 

HI6A50 

HI5A50 


H20A47 

H20A47 


H20A38 0 

H20A386 

26 

HI4A22 

H14A22 

27 

HI4A20 

H14A20 


- 

11X339 


92X862 

- 


58X310 

58X310 

26 

1GA21H3 

IGA2IH3 


H13AI8I 

HI3A161 


H 12X2 

H 12X2 

29 

HI0A94 

HI0A101 

20 

HI0A95 

HI 0 AI 02 

31 

H10AII5 

HIOA125 


HI0AI lb 

HI0AI24 

32 

- 

12X2 

32 

H20A381 

- 

33 

H9A26 

H9A26 

34 

H3A136 

H3AI37 

35 

HI7AI22 

HI7A122 

3b 

HI7A90 

HI7A90 


HI2A2 

HI2A2 


H20A253 

H20A2&3 


H20A382 

H20A362 


91X648 

91X648 


H20AII0 

H20AI10 


105136 

105136 


200384 

200384 


H20A380 

H20A380 


H20A255 

H20A255 

37 

H20A282 

H20A262 


91X648 

91X648 

38 

HI7A312 

H 17 A3 13 

39 

- 

H17A293 

40 

- 

HI7A294 

41 

H17AI 15 

HI7A253 

42 

HI7A247 

H17A3I4 


78X719 

78X719 


H20A406 

H20A406 

43 

H3IA44 

H3IA44 

44 

H ISA 175 

H18AI75 

45 

H31A46 

H3IA45 


H31A4b 

H3IA46 

4b 

H30AII0 

H30AI36 

46 

H30AI11 

H30AI37 

47 

H30AI12 

H30A138 

48 

NP84437 

NP84437 

49 

H20A383 

H20A383 

50 

H20A384 

H20A384 


H5X20 

H5X20 


Rubber button spacer for lower door panel 
Support for lower door panel 
Screw for Cat. H20AI81 (no. 8 ; 

Washer for Cat. H20A49 

Catch for spring clip Cat. H20A24I 

Screw for Cat. H20A239 (No. tt) 

DOOR FOR CABINET 

Outer door panel (right-hand cabinet) 

Outer door panel (left-hand cabinet; 

Door gasket 

Door strip, hinge side 
Door strip, top or bottom 

Door strip, latch side, with escutcheon for latch 
bolt 

Escutcheon for latch bolt 
Screw for door strip (10-3QJ 
Screw for door strip (No. 8 ) 

Door corner 
Inner door panel 
Latch with gasket and nut 
Spring for latch 
Nut for latch and handle 
Gasket between latch and outer door panel 
Lockwasher for Cat. HI5A4b 
Screw fastening latch to door strip (10-30) 

Screw fastening latch to door strip (No. 10) 

Latch handle without escutcheon 
Escutcheon for latch handle 

Gasket between latch handle and outer door panel 
Nameplate 

Cl ip for nameplate 

Screw for nameplate clip (4-48) 

Hinge with end covers 
Middle cover for hinge 

Screw fastening hinge to outer door panel (12-28) 
Screw fastening hinge to cabinet (12-28) 

Strike for latch bolt 
Strike case 

Screw for strike 10-30) 

Screw for strike (no. 10) 

Lockwasher for Cat. 11X339 or 92X882 
Door switch 

Gasket r Cat. 1GA2IH3 
Screw for Cat, 1GA21H3 (10-30) 

Door jamb strip, latch side 

Door jamb strip, bottom 
Door jamb strip, top 

Door jamb strip, hinge side 

Screw for door jamb strip (10-30) 

Screw for door jamb strip (No. 8 j 
Door jamb corner 
INNER LINER WITH SHELF SUPPORTS 
Shelf support, straight (3/4 in. long) 

Shelf support, headed (1/2 in. long) 

Screw for Cat. HI7A122 or HI7A90 (1/4 in.-20) 
Washer for Cat. H17A90 
Bracket for lamp receptacle 
Screw for Cat. H20A382 (No. 8 ) 

Rubber plug for inner liner cover 
Screw fastening inner liner cover to inner liner 
(10-32) 

Nut for Cat. (05136 

Metal washer for Cat. 105136 

fiber washer for Cat. 105136 

Bracket for ice tray separator release 

Screw for Cat. H20A282 (No. 8 ; 

Shelf, top 

Shelf, middle with cut out 
Shelf, for cut out 
Shelf, middle 
Shelf, bottom 
Lamp receptacle 

Connector with insulation for leads 
Cold storage tray 

Trim for Cold storage tray 
Cover for Cold storage tray 
Rack for Cold storage tray 
Vegetable drawer and cover without nameplate 
Cover for vegetable drawer 
Pan for vegetable drawer without nameplate 
Nameplate for vegetable drawer 

Support for bottom shelf and vegetable drawer cover 
Rubber foot for Cat. H20A3&3 
Cabinet insulation (Kimaul. 









GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


JB5-40A, JB6-40A, JB6-40B 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-IH AND CF-2H UNITS RESPECTIVELY 

Accessories 


Catalog Humber 


■ Wi&BW U Lnxamnu 



Early production JB6-40A Cabinets did not have Cat. No. A2IRI89 Accessories. 

— -_ Cabinet Parts 




id 



Catalog Humber 29 TH20A38I tNZ0A38l screw for floor jamo atrip, atainieaa eteei ino. o) 

Hr,' rnn-tnt mr-Ani n Description 30 H9A32 H9A26 Door jamb corner 

- J T-ISiT- nffata TAP rnVFB FOB cm NE T-“' 31 H3AI23 H3AI2S INNER LINER WITH SHELF SUPPORTS 

' " 4 “ 4 LlkSt for too Jov! 32 H| 7*89. HI7A89 Shelf eupport, atr.ight (1/2 In. long 

2 H201 ll H20A 61 C1?Sfor^op?o™? front 33 "17*122 HI7AI22 Shelf aupport, atralght (3/9 in. long) 

H20AI70 H20A!62 ?!!! l?p ££ £* 34 J^ASO H.7A90 "h.lf .upport headed (1/2 in. Yong’ 

H20A86 H20A86 Screw for Cat. H20AI61 (10-30) J?®* 353 " 3 ®J 353 s???! f?r 1 f [uooort (1/9 in -20) 

91X898 91X898 Screw f..ten ^ j ^H^p" t.T"° 8 > ESSm Si«382 Jl. ( 

89X893 69X893 Screw fastening Cat H20A170 to Cabinet or conflen- «oaT?o H20AII0 Rub^plS; S' tSSfflJiP'JL 

H20A293 H20A293 Robb.?"pacer I" bHk o! «lSin»er '05136 '05136 Screw festening inner I in.r cover to Inner I In.r 

“l™ 2 . i 30 « 2 ^r^^'Sit" 8 SSWM t0 C ° n<le " 5er <N °' ^ 200389 200389 Rut for Cat! 105136 

, «57lafl H57AU5 BASF ' C *' H20A62 H20A380 H20A380 Washer for Cat. 106136 

»$“ ?778? 8 C k???rLl a 1S“ rt0b “* (5/ ' 6 in "' 8 ) 35 3SSS ESSS Bracket*? 8 ? 1 " ic^tray'separator releaae 

NI8A22 H?8A22 Wwh.rfor Cat 91X208 (7/8 in 0 0 ) 61X698 91X698 Screw for Cat. H20A282 (No. 8) 

IllAlS EISA?. Washer for Cat! 91X206 ( 5/8 in! 0.0.j HI7AI38 "17*129 Shelf, small, sifle of evaporator 

20X536 20X536 Cap screw fastening outer case to base (I/9 In.-20) 36 "7*37 "7*296 ,h? f’ aroe’ m?fldle 

160980 160980 Washer for Cat. 20X536 33 "7*136 H 7*115 She f, large, middle 

71X272 71X272 Screw f astening r.fr igarat in, mach in. to base 38 "'7*232 HI7*287 *|»j f ' t « J 8 ' Trly 

177811 177811 Not for Cat i*77x272 "0 - 831*59 

H6*lll H6495 9 LoSerVoOR PANEL 7 '” 272 41 " 30A91 "30*"0 VEGETABLE DRAWER AND COYER 

= ' 4 ' S&^isKiT. sr’ a sas ssm 

? f ^cJ c i05 ,3 43 820*389 ££!£ R^a"M" V * 8 ' Ub, ‘ 

165736 165736 Washer for Cat. 105113 7 o¥ 7 iQ 7AY7IQ Laan raceotacle 

H20A292 H20*292 Rubber button spacer for Lower Door Panel 78X719 76X719 Con 4 ector P for ,„ dJ 

6 BOM H20AG9 S?r P ?w° fo?"at?“?2 0 *??l (So! 8) _ 85X20 85X20 Cabinet in,".tion (Xlmsul, 18' roll) 

■Early production cabinets used latch having yoke with two screw holes, Cat. 815*93. When this latch is used It Is also necessary to use door strip, latch side, 
Cat. HI0AII8 (JB5-40A) or HI0A90 (J86-40A). 

fFor use on later production cabinets using prestole tapping strips and stainless steel screws. 

Always Give Catalog Number _ 


Ref. 

Ho. 

Catalog 

JB5-A0A 

Humber 

JB6-40A.B 

Description 


H20A240 

H20A240 

Washer for Cat. H20A49 

7 

H20A239 

H20A239 

Catch for spring clip Cat. H20A24I 


91X648 

91X648 

Screw for Cat. H20A236 (No. 8) 

8 

- 

- 

DOOR FOR CABINET 

8 

H7A27I 

H7A292 

Outer door panel (right-hand cabinet) 


H7A272 

H7A293 

Outer door panel (left-hand cabinet) 

9 

H13 A180 

HI3AI47 

Door gasket 


H10A117 

HI0A89 

Door str ip, hinge side 


H10A11 9 

HI0A9I 

Door strip, top or bottom 

10 

HI0AI47 

HI0AI43 

Door strip, latch side with escutcheon for latch 
bolt 

1 f 

HI5A4I 

H15A41 

Escutcheon for latch bolt 

12 

H12X2 

H12X2 

Screw for door strip (10-30) 

12 

|H20A3 81 

t H2 0A3 81 

Screw for door strip, stainless steel (Ho. 8) 

13 

H9A3I 

H9A25 

Door corner 


H7AI70 

H7AI06 

Inner door panel 

14 

•HI5A73 

*h15A73 

Latch with gasket and nut (yoke has one screw 
hole) 

15 

HI5A44 

HI5A44 

Spring for latch 

16 

HI5A45 

HI5A45 

Nut for latch and handle 

17 

HI3AI48 

HI3AI48 

Gasket between latch and outer door panel 


11X339 

11X339 

Screw fastening latch to door strip (10-30) 


192X882 

192X882 

Screw fastening latch to door strip, stainless 
steel (Ho. 10) 


58X276 

58X276 

Screw fastening latch handle to outer door panel 
(No. 8) 

18 

HI5A68 

HI5A68 

Latch handle without escutcheon 

19 

HI5A69 

HI5A69 

Escutcheon for latch handle 

20 

HI3AI95 

HI3AI95 

Gasket between latch handle and door panel 

21 

H16A39 

HI6A39 

Hinge with end covers 

22 

HI6A6I 

HI6A6I 

Middle cover for hinge 


H20A47 

H20A47 

Screw fastening hinge to door (12-28) 


H20A386 

H20A386 

Screw fastening hinge to cabinet (12-28) 

23 

NP80040A 

NP80040A 

Nameplate 


NP80040B 

NP80040B 

Clip for nameplate 


H20A6 

H20A6 

Screw for nameplate clip (4-46) 

24 

HI4A22 

HI4A22 

Strike for latch bolt 

25 

HI4A20 

HI4A20 

Str ike case 


11X339 

11X339 

Screw for strike (10-30) 


192X882 

192X882 

Screw for strike, stainless steel (No. 10) 


58X310 

58X310 

Lockwasher for Cat. 11X339 or 92X882 

26 

IGA2IH3 

IGA2IH3 

Door switch with eight inch leads 


HI3AI8I 

HI3AI8! 

Gasket for Cat. IGA2IH3 


H12X2 

H12X2 

Screw for Cat. IGA2IH3 (10-30) 

27 

HI0A12I 

HI0A94 

Door jamb strip, latch side 

28 

HI0AI22 

HIOA95 

Door jamb strip, bottom 


HI0AI23 

HI0AI15 

Door jamb strip, top 


HI0AI20 

HI0AI16 

Door jamb strip, hinge side 

29 

HI 2X2 

■H12X2 

Screw for door jamb strip (10-30) 

29 

t H20A381 

fH20A361 

Screw for door jamb strip, stainless steel (No. 8) 

30 

H9A32 

H9A26 

Door jamb corner 

31 

H3AI23 

H3AI28 

INNER LINER WITH SHELF SUPPORTS 

32 

HI 7*89. 

HI7AB9 

Shelf support, straight ;l/2 In. long) 

33 

HI7AI22 

H17AI22 

Shelf support, straight (3/4 in. long) 

34 

HI7A90 

HI7A90 

Shelf support, headed (1/2 in. long) 


H20A253 

H20A253 

Rubber spacer for Cat. HI7A90 


HI2A2 

HI2A2 

Screw for shelf support (1/4 in.-20) 


H20A382 

H20A382 

Bracket for lamp receptacle 


91X648 , 

91X648 

Screw for Cat. H20A382 (No. 8) 


,110 

H20AI10 

Rubber plug for inner liner cover 


105136 

105136 

Screw fastening inner liner cover to inner liner 
(10-32) 


2 003 84 

200 3 84 

Nut for Cat. 105136 


H20A380 

H20A380 

Washer for Cat. 105136 


H20A255 

H20A255 

Fiber washer for Cat. 105136 

35 

H20A282 

H20A282 

Bracket for ice tray separator release 


91X648 

91X648 

Screw fcr Cat. H20A282 (No. 8) 


HI7AI34 

HI7AI29 

Shelf, small, side of evaporator 

36 

HI7AI37 

H17A246 

Shelf, large, top 

37 

HI7A136 

HI 7AM 5 

Shelf, large, middle 

38 

HI7A232 

HI7A247 

Shelf, small, bottom 

Cold Storage Tray 

39 

_ 

H3IA58 

40 

_ 

H3IA59 

Cover for Cold Storage Tray 


_ 

A20R9 

Rack for Cold Storage Tray 

4 i 

H30A9I 

H30AI10 

VEGETABLE DRAWER AND COVER 

41 

H30A92 

H30A111 

Cover for vegetable drawer 

42 

H30A93 

H30AI12 

Pan for vegetable drawer 

43 

H20A383 

H20A383 

Support for bottom shelf and vegetable pan cover 

44 

H20A384 

H20A384 

Rubber base for Cat. H20A383 


78X719 

78X719 

Lamp receptacle 


GE30I4 

GE30I4 

Connector for leads 


H5X20 

H5X20 

Cabinet insulation (Kimsul, 18' roll) 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB6B, LB6C 

FOR REFRIGERATING MACHINE PARTS. REFER TO CF-2H AND CJ-2A UNITS RESPECTIVELY 

Accessories 


Quan. 

Cat. No. 

Description 

1 

A4R3 

Chiller Tray 

4 

A5RI6 

Freezing Tray with Rigid Dividers 

1 

A20R4 

Freezing Tray Lifter 


Cabinet Parts 



Ref. 

No. 

Cat. No. 

Description 

1 

H4A34 

TOP COVER FOR CABINET 

2 

HI3AI54 

Gasket for Cat. H4A34 


H20AI6I 

Clip for top cover, front 


H20AI62 

Clip for top cover, back 


H20A86 

Screw for Cat. H20AI6I (10-30) 


91X648 

Screw for Cat. H20AI62 or refrigerant line sealing 
plate (No. 8) 


69X893 

Screw fastening condenser to outer case (No. 10) 


H20A243 

Rubber spacer for back of condenser 


H20A62 

Screw fastening spacer to condenser (No. 8) 


80X132 

Washer for Cat. H20A62 

3 

H27A90 

Front angle with front gliders for base 


H27A9I 

Back angle for base 

4 

A2RI3 

G1 ider , back 


267234 

Cap screw fastening back angle to back glider 
(5/16 in,-18) 


177811 

Nut for Cat. 267234 


HI8AI8 

Washer for Cat. 267234 


6X737 

Cap screw fastening condenser to base (5/16 in.-18) 


HI8A22 

Washer for Cat. 6X737 


20X536 

Cap screw fastening outer case to base (1/4 in.-20) 


160980 

Washer for Cat. 20X536 


71X272 

Screw fastening refrigerating machine to base 
(5/16 in.-18) 


177811 

Nut for Cat. 71X272 


91X649 

Washer for Cat. 71X272 

5 

H7A222 

LOWER DOOR PANEL 

6 

H20A241 

Spring clip for lower door panel 


* For use on later production LB6B Cabinets and all LB6C Cabinets using 


f A few LB6C Cabinets used Cat, HI6A39 Hinges. 


Ref. 

No. 

Cat. No. 

Descript ton 


1051 13 

Screw for Cat. H20A2NI (10-32) 


200384 

Nut for Cat. 105113 


165736 

Washer for Cat. 105113 


H20A242 

Rubber button spacer for lower door panel 

7 

H20AI8I 

Support for lower door panel 


H20A49 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. H20A49 

8 

H20A239 

Catch for spring clip Cat. H20A24I 


91X648 

Screw for Cat. H20A239 (No. 8) 

9 

- 

DOOR FOR CABINET 

9 

H7A223 

Outer door panel fright-hand cabinet) 


H7A224 

Outer door panel (left-hand caDinet) 

9 

*H7A322 

Outer door panel {right-hand cabinet) 


*H7A323 

Outer door panel (left-hand cabinet) 

10 

HI3AI47 

Door gasket 


HI0A89 

Door str ip, h inge side 

II 

HI0A9I 

Door strip, top or bottom 

12 

HI0A90 

Door strip, latch side, with escutcheon for 



latch bolt 

13 i 

HI5A4I 

Escutcheon for latch bolt 

14 : 

H12X2 | 

Screw for door strip (10-30) 

14 ! 

•H20A38I 

Screw for door strip, stainless steel (No. 8) 

15 

H9A25 

Door corner 


H7AI06 

Inner door panel 

16 

HI5A43 

Latch with gasket, nut, and lockwasher 

17 

HI5A44 

Spring for latch 

18 

HI5A45 

Nut for latch and handle 

19 

HI3AI48 

Gasket between latch and outer door panel 

20 

H20AI17 

Lockwasher for Cat. HI5A45 

21 

11X339 

Screw fastening latch to door strip (10-30) 

21 

*92X882 

Screw fastening latch to door strip, stainless 



steel (No. 10) 


H20A6 

Screw for nameplate clip (4-48) 

22 

HI5A50 

Latch handle without escutcheon 

23 

HI5A3I 

Escutcheon for latch handle 

24 

HI3AI04 

Gasket between latch handle and door panel 

25 

HI6A37 

Hinge with end covers 

26 

fH I6A39 

Hinge with end covers 

27 

HI6A38 

Middle cover for hinge 


H20A47 

Screw for hinge (12-28) 


H20A386 

Screw fastening hinge to Cabinet (12-28) 

29 

NP67860A 

Nameplate 


NP67860B 

Cl ip for nameplate 

30 , 

HI4A22 

Strike for latch bolt 

31 

HI4A20 

Strike case 


11X339 

Screw for strike (10-30) 


*92X882 

Screw for strike, stainless steel (No. 10) 


58X310 

Lockwasher for Cat. 11X339 or 92X882 

32 

IGA2IH3 

Door switch with eight inch leads 


KI3AI8I 

Gasket for door switch 


HI 2X2 

Screw for door switch (10-30) 

33 

HI0A94 

Door jamb strip, latch side 

34 

HI0A95 ! 

Door jamb strip, bottom 

35 ; 

HI0AI15 

Door jamb strip, top 


HI0AI16 

Door jamb strip, hinge side 

36 

H12X2 

Screw for door jamb strip (10-30) 

36 

‘H20A38I 

Screw for door jamb strip, stainless steel (No. 8) 

37 

H9A26 

Door jamb corner 

38 

H3Ai24 

INNER LINER WITH SHELF SUPPORTS 

39 

HI7A89 

Shelf support, straight (l/2 in. long) 


HI2A2 

Screw for shelf support (1/4 in.-20) 


H20A382 

Bracket for lamp receptacle 


91X648 

Screw for Cat. H20A382 (No. 8) 


H20AI10 

Rubber plug for inner liner cover 


105136 

Screw fastening inner liner cover to inner liner (10-32) 


200384 

Nut for Cat. 105136 


H20A380 

Washer for Cat. 105136 


H20A255 

Fiber washer for Cat. 105136 

40 

H20A282 

Bracket for freezing tray lifter 


91X648 

Screw for Cat. H20A282 (No. 8) 

41 

HI7AII4 

Shelf, large, top 

42 

HI7AI15 

Shelf, large, middle, or bottom 


78X719 

Lamp receptacle 


H20A406 

Connector with insulation for wires 


H5X20 

Cabinet insulation (Kimsul, 18' roll) 


e tapping strips and stainless steel screws. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB6-40A, LB6-40B, LB8-40A, LB8-40B 

FOR REFRIQERATIMG MACHINE PARTS REFER TO CF-2H AND CF-2R0 UNITS RESPECTIVELY 

Accessories 


Quan. 

Catalog 

Number 

Name of Part 

f'l ^TTZ*i 


1 

A4R3 

A4R3 

Chiller Tray 

4 

A5RI7 

— 

Freezing Tray 

5 

- 

A5RI7 

Freezing Tray 

1 

A20R7 

A20R7 

Separator Release for Freezing Tray 

1 

A2IRI90 

A2IRI90 

Accesaories 

1 

11X781 

11X781 

Vegetable Pan with Cover 

1 

A2IR194 

A2IRI94 

Set of Dishes 

1 

A2IR68 

A2IR88 

Mater Bottle and Cap 

1 

A2IRI27 

A21RI27 

Cap for Mater Bottle 

1 

MIR 153 

A2IRI53 

Butter Dish 

* Early production LB6-40A 

and LB8-40A Cabinets did not have Cat. No. A2IRI90 , 


Quan. 

Catalog 

Number i 

flame of Part 



1 

A2IRI54 

A2IRI54 

Cover for Butter Dish 

1 

A2IRI55 

A2IRI55 

Green Dish (9" x 5") 

1 

A2IRI56 

A2IR15S 

Clear Cover for Cat. A2IRI55 

2 

A2IRI57 

A2IRI57 

Green Dishes (5 W * 4 3/8*) 

2 

A2IRI58 

A2IRI58 

Clear Cover for Cat. A2IRI57 

1 

A2IRI59 

A2IRI59 

Red Bowl (7 1 di-a.) 

1 

A2IRI60 

A2IRI60 

Clear Cover for Cat. A2IRI59 

3 

A2IRI6I 

A2IRI6I 

Red Bowls (5i” dim.) 

3 

A2IRI62 

A2IRI62 

Clear Cover for Cat. A2IRI6I 



Cabinet Parts 


Ref. 

No. I LB6-A0A.B 


18 

19 

20 
21 
22 


24 

25 


Ref. 

NO. 

Catalog 

Number 

Name of Part 

26 

58X310 

IGA2IH3 

HI3A18I 

58X310 
IGA2IH3 
HI 2 ; 81 

LS6-iOA,B 

LB8-40A.B 






1 

H4A34 

' H4A35 

TOP COVER FOR CABINET 


H 12X2 

H12X2 

2 

HI3AI54 

HI3AI56 

Gasket for top cover 

27 

H10A94 

; HI0AI0I 


H20AI6I 

H20AI6I 

Clip for top cover, front 

28 

HI0A95 

HI0AI02 


1 162 

H20AI70 

Clip for top cover, back 

29 

HI0AI 15 

HI0AI25 


H20A86 

H20A86 

Screw for Cat. K20AI6I (10-30) 


H10 A116 

HI0AI24 


91X648 

91X648 

Screw fastening Cat. H20AI70 to top cover, for 

30 

H 12X2 

H 12X2 




Cat. H20AI62 or refrigerant line sealing 

30 

’A20A3SI 

- 




plate (No. 8) 

31 

H9A26 

H9A26 


69X893 

69X893 

Screw fastening Cat. H20AI70 to cabinet or conden- 

32 

H3AI24 

H3AI30 




ser to outer case (No. 10) 

33 

H17A89 

HI7A89 


H20A243 

H20A243 

Rubber spacer for back of condenser 


HI2A2 

HI2A2 


H20A62 

H20A62 

Screw fastening spacer to condenser 


H20A382 

H20A3B2 


80X132 

80X132 

Masher for Cat. H20A62 


91X648 

91X648 

3 

H27A45 

H27AI13 

BASE 


H20AI10 

H20AI 10 


91X208 

106775 

Cap screw fastening condenser to base (5/16 in.-18) 


105136 

105136 


1778I1 

17781 1 

Nut for Cat. 106775 or 91X208 


200384 

200384 


HI8A22 

HI8A22 

...her for Cat. 106775 or 91X208(7/8 in. O.D.) 


H20A380 

H20A380 


H ISA 18 

HISA 18 

Ha.her for C.t. 106775 or 91X208 (5/8 in. O.D.) 


H20A255 

H20A255 


20X536 

20X536 

Cap screw fasten ing outer case to oase (1/4 in. -20) 

34 

H20A282 

H20A2 82 


160980 

160980 

Masher for Cat. 20X536 


91X648 

91X648 


71X272 

71X272 

Screw fastening refr igerating machine to base 

35 

HI7AII4 

HI7A252 




(5/16 in.-18) 

36 

HI7AI 15 

fH I7A253 


177811 

177811 

Nut for Cat. 71X272 


78X719 

78X719 


91X649 

91X649 

Masher for Cat. 71X272 


GE3014 

GE30I4 






H5X20 

H5X20 


Catalog Number 


H6A120 

H20A24I 

105113 

200384 

165736 

H20A242 

H20AI8I 

H20A49 

H20A240 

H20A239 

91X648 

H7A3I6 

H7A317 

HI3AI47 

HI0A89 

Hi0A91 

HI0AI43 

HI5A4I 

H 12X2 

H20A38I 

H9A25 

H7AI0 

HI5A73 

HI5A44 

HI5A45 

HI3AJ48 

H20AII7 

i 1X339 

92X882 

58X276 

HI5A62 

HI5A47 

HI3AI43 

HI6A49 

HI6A50 

H20A47 

H20A386 

NP66086A 

HP66086B 

H20A6 

HI4A22 

HI4A20 

11X339 

92X882 


LB8-A0A ,, 


H7A294 

H20A24I 

105113 

200384 

165736 

H20A242 

H20AI8I 

H20A49 

H20A240 

H20A239 

91X648 

H7A285 

H7A296 

H f 3A150 

HI0A96 

HI0A98 

HI0AI44 

H15A4I 
H12X2 

H9A25 
H7AI07 
15A73 

HI5A44 

HI5A45 

HI3AI48 

H20AI17 

11X339 


58X276 

HI5A62 

HI5A47 

HI3AI49 

HI6A49 

HI6A50 

H20A47 

H20A386 

NP66086A 

NP660B6B 

H20A5 

HI4A22 

HI4A20 

11X339 


Name of Part 


Lower floor pane] 

Spring clip for lower door panel 
Screw for Cat. H20A241 (10-32) 

Rut for Cat. 105113 

Masher for Cat. 105113 

Rubber button spacer for lower door panel 

Support for lower door panel 

Screw for Cat. H20AI8I (No. 8) 

Masher for Cat. H20A49 

Catch for spring clip Cat. H20A24l 

Screw for Cat. H20A239 (No. 8) 

000R FOR CABINET 

Outer door panel (rignt-hand cabinet) 

Outer door panel (left-hand cabinet) 

Door gasket 

Door strip, hinge side 
Door strip, top or bottom 

Door strip, latch side with escutcheon for Iatch 
bolt 

Escutcheon for latch bolt 
Screw for door strip (10-30) 

Screw for door strip, stainless steel (No. 8) 

Door corner 
inner door panel 

Latch with gasket and nut (Yoke has one screw 
hole) 

Spring for latch 
Nut for latch and handle 
Gasket between latch and outer door panel 
Lockwasher for Cat. HI5A45 
Screw fastening latch to door atrip (10-30) 

Screw fastening latch to door strip, stainless 
steel (No. 10) 

Screw fastening latch handle to outer door panel 
(No. 8) 

Latch handle without escutcheon 
Escutcheon for latch handle 
Gasket between latch handle and door panel 
Hinge with end covers 
Middle cover for hinge 

Screw fasten ing hinge to outer doer panel (12-28) 
Screw fastening hinge to cabinet (12-28) 

Nameplate 

Cl ip for nameplate 

Screw for nameplate clip (4-48) 

Strike for latch bolt 
Strike case 

Screw for strike (10-30) 

Screw for strike, stainless steel (No. 10) 
Lockwasher for Cat. 11X339 or 92X882 
Door switch 

Gasket for door switch 
Screw for door switch (10-30) 

Ooor jamb strip, latch side 
Door jamb strip, bottom 
Door jamb strip, top 
Door jamb strip, hinge side 
Screw for door jamb strip (10-30) 

Screw for door jamb strip, stainless steel (No. 8) 
Door jamb corner 
INNER LiNER M1TH SHELF SUPPORTS 
Shelf support, straight, (i/2 in. long) 

Screw for shelf support (i/4 in.-20) 

Bracket for lamp receptacle 
Screw for Cat. H20A382 
Rubber plug for inner liner cover 
Screw fastening inner 1 iner cover to inner 1 iner (10-32) 
Nut for Cat. 105136 
Masher for Cat. 105136 
Fiber washer for Cat. 105136 
Bracket for ice tray separator release 
Screw for Cat. H20A282 
Shelf, top 

Shelf, bottom, first or second from bottom 

Lamp receptacle 

Connector for leads 

Cabinet insulation (Kimsul, 18' roll) 


**E.rly production c.binet, used latch having yoKe with two screw holee, Cat. HI5A43. Nhen this letch ie used it is also necessary to use door strip, letch side, 
Cat. HI0A90 for LB6-40A end LB6-40B or Cat. No. HI0A97 for LB8-40A end LB8-40B. 

* For use on later production LB6-40A and LB6-40B Cabinets using prestole tapping strips and atainless steel screws. 

t A split shelf with a removable aection is available for the LB8-40. The shelf with frame is covered by Cat. HI7A293 and the removable shelf ie covered by Cat. 


HI7A294. Order both parts for a complete shelf. 

A few Cabinets used plain chrome cover, Cat. H16A42. Also 


a few cabinets used chrome cover with raised rib, Cat. HI6A6I. 
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GENERAL ELECTRIC C 0 H P A H Y 


A P P L I A N C E AND MERCHANDISE DEPARTMENT 


PLB6-40A 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2H UNIT 

Accessories 


Qunn. 

Cot. Ho. 

Description 

Quart. 

Cot. }o. 

Description 

1 


Chiller Tray 

i 

A2IR155 

Green Dish (9" X 5") 

4 

A5RI7 

Freezing Tray 

1 

A2IRI56 

Clear Cover for A2IRI55 

1 

A20R7 

Separator Release for Freezing Tray 

2 

A2IRI57 

Green Dishes (5" X 4 3/8") 

1 

11X781 

Vegetable Pan with Cover 

2 

A21RI58 

Clear Cover for A2IRI57 

1 

A2IRI94 

Set of Dishes 

t 

A2IRI59 

Red Bowl {7" dia.) 

1 

A2IR88 

Water Bottle 

1 

A2IRI60 

Clear Cover for A2IRI59 

1 

A2IRI27 

Cap for Water Bottle 

3 

A21RI6I 

Red Bowl (5|" dia.) 

1 

1 

A2IRI53 

A2IRI54 

Butter Dish 

Cover for Butter Dish 

3 

A2IRI62 

Clear Cover for A2IRI6I 



PLB6-40 


kef. No. 

Cot. NO. '■ 

Description 

1 ' 

H4A40 

TOP COVER FOR CABINET 

2 

HI3AI54 j 

Gasket for top cover 


H20AI6I 

Cl ip for top cover, front 


H20AI62 : 

Cl ip for top cover, back 


HI3AIG5 ! 

Gasket for Cat. H20AI62 


H20A86 

Screw for Cat. H20AI6I (10-30) 


91X648 

Screw for Cat. H20AI62 or refrigerant line sealing plate 
■ (No. 8) 


HI3AI66 

Gasket for refrigerant line sealing plate 

3 

H 2A107 

OUTER CASE (RIGHT-HAND CABINET) 


H2AI08 

OUTER CASE (LEFT-HAND CABINET) 


69X893 

Screw fastening condenser to outer case (No. 10) 


HI8AI34 

Trim for upper right-hand corner of outer case, front 

4 

HI8AI35 

Trim for upper left-hand corner of outer case, front 


58X326 

Nut fastening Cat. HI8AI34 or HI8AI35 to outer case 


H20AI68 

Washer for Cat. MI8AI34 or HI8AI35 


HI3A179 

Rubber gasket for Cat. HI8AI34 or HI8AI35 


H20A243 

Rubber spacer for back of condenser 


H20A62 

Screw fastening spacer to condenser (No. 8) 


80X132 

Washer for Cat. H20A62 

5 

H27A45 

BASE 


91X208 

Cap screw fastening condenser to base (5/16 in.-18) 


177811 

Nut for Cat. 91X208 


HI8AI8 

Washer for Cat. 91X208 (5/8 in. 0.0.) 


HI8A22 

Washer for Cet. 91X208 (7/8 in. O.D.) 


H20A254 

Rubber pad between base and cabinet 


20X536 

Cap screw fastening outer case to base (1/4 in.-20) 


160980 

Meta) washer for Cat. 20X536 


H20A255 

Fiber washer for Cat. 20X536 


71X272 

Screw fastening refrigerating machine to base (5/16 in.—i8) 


177811 

Nut for Cat. 71X272 


Cabinet Parts 



Cat. No. 

DescriDtion 


91X649 

Washer for Cat. 71X272 

6 

H7A326 

LOWER DOOR PANEL 

7 

H20A24I 

Spring clip for lower door panel 


105113 

Screw for Cat. H20A2NI (10-32) 


200384 

Nut for Cat. 1051 13 


165736 

Washer for Cat. 105113 


H20A242 

Rubber button spacer for lower door panel 

8 

HI8AI74 

Trim with clips for lower door panel 


H20A358 

Clip for trim 

9 

H20AI8I 

Support for lower door panel 


H20A49 

Screw for Cat. H20AI81 (No. 8) 


H20A240 

Washer for Cat. H20A49 

10 

H20A239 

Catch for spring clip Cat. H20A24I 


91X648 

Screw for Cat. H20A239 (No. 8) 

II 

- 

DOOR FOR CABINET 

1 1 

K7A3I2 

Outer door panel (right-hand cabinet) 


H7A3I3 

Outer door panel (left-hand cabinet) 

12 

HI3A147 

Door gasket 


HI0A89 

Door str i p, hinge side 

13 

HI0A9I 

Door strip, top or bottom 

14 

K10AI43 

Door strip, latch side, with escutcheon for latch 



bolt 

15 

HI5A4 1 

Escutcheon for latch bolt 

16 

K20A381 

Screw for door strip (No. 8) 

17 

H9A25 

Door corner 


H7A106 

Inner door panel 

18 

HI5A73 

Latch with gasket and nut 

19 

HI5A44 

Spring for latch 

20 

HI5A45 

Nut for latch and handle 

21 

HI3AI48 

Gasket between latch and outer door panel 


H20AI17 

Lockwasher for Cat. HI5A45 

22 

92X882 

Screw fastening latch to door strip (No. 10) 

23 

HI5A62 

Latch handle without escutcheon 

24 

BI5A47 

Escutcheon for latch handle 

25 

HI3AI49 

Gasket between latch handle and door panel 

26 

HI6A49 

Hinge with end covers 

27 

H16A50 

Middle cover for hinge 


H20A56 

Gasket between hinge and outer door panel or between 



hinge and cabinet 


H20A235 

Large shim between hinge and cabinet 


H20AI58 

Screw fastening hinge to outer door panel (12-28) 


H20A386 

Screw fastening hinge to cabinet (12-28) 

28 

NP66086A 

Nameplate 

28 

NP66086B 

Clip for nameplate 


H20A6 

Screw for nameplate clip (4-48) 

29 

H14A22 

Str ike for latch bolt 

30 

HI4A20 

Str ike case 


92X882 

Screw for strike (No. 10) 


58X310 

Lockwasher for Cat. 92X882 

3) 

IGA21H3 

Door switch 


KI3A18! 

Gasket for Door Switch 


H 12X2 

Screw for Door Switch 

32 

HI0A94 

Door jamb stri-p, latch side 

33 

HI0A95 

Door jamb strip, bottom 

34 

HI0AII5 

Door jamb strip, top 


H10A1 lb 

Door jamb strip, hinge side 

35 

H20A38I 

Screw for door jamb strip (No. 8) 

36 

H9A26 

Door jamb corner 

37 

HI8AI36 

Door jamb corner trim 

38 

H3AI24 

INNER LINER WITH SHELF SUPPORTS 

39 

HI7A89 

Shelf support 


H (2A2 

Screw for shelf support (1/4 in.-20) 


H20A382 

Bracket for lamp receptacle 


91X648 

Screw for Cat. H20A382 (No. 8) 


H20AI10 

Rubber plug for inner liner cover 


105136 

Screw fastening inner liner cover to inner liner 



(10-32) 


200384 

Nut for Cat. 105136 


H20A380 

Washer for Cat. 105136 

40 

H20A282 

Bracket for fee tray separator release 


91X648 

Screw for Cat. H20A282 (No. 8) 


78X719 

Lamp receptacle 


H20A406 

Connector with insulation for leads 

41 

HI7AI 14 

Shelf, top 

42 

HI7AI 15 

Shelf, middle dr bottom 


H 5X20 

Cabinet Insulation (Kimsul, 18’ roll) 


Always Give Catalog Humber 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTHENT 


BH6-40A 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2H UNIT 

Accessories 


Qunn. 

Cat. Ho. 

Description 

4 

A5R 17 

Freezing Tray 

1 

A20R7 

Separator Release for Freezing Tray 

1 

A2IR8B 

Water Bottle 

1 

A21R127 

Cap for Water Bottle 

1 

A2IRI39 

Butter Dish 


Cabinet 



BH6-40 


.Ref. Ho. 

j(ni. .Vo. 

Vane of Port 

, 

H4A52 

TOP COVER FOR CABINET 

2 

HI3A224 

Gasket for top cover 


H20AI&I 

Clip for top cover, front 


H20AI62 

Clip for top cover, back 

Screw for Cat, H20AI6I (10-30} 


H20A80 


91X648 

Screw for Cat. H20Alo2 or refrigerant line sealing 
plate (No. 8) 


68X893 

Screw fastening condenser to outer case (No. 10) 


H20A243 

Rubber spacer for back of condenser 


H20A62 

Screw for Cat. H20A243 (No. 8} 


80X132 

Washer for Cat. H20Ao2 

3 

H27AI2I 

BASE 


91X206 

Cap screw fastening condenser to base (b/lo in.-la) 


177611 

Nut for Cat. 91X208 


HI8A22 

Washer for Cat. 91X208 (7/b in. Q.D.) 


HI6AI8 ! 

Washer for Cat. 91X208 (5/ii in, 0,0.) 


20X536 

Cap screw fastenina outer case to base (1/4 in.-20) 


160980 

Washer for Cat. 20X53b 


71X272 

Screw fastening refrigerating machine to base 
(5/16 in.-18) 


17781 1 

Nut for Cat. 71X272 


91X649 

Washer for Cat. 71X272 

4 

H27AB5 

Grille for base 


H20A387 

Bumper for grille 


65X229 

Screw fastening grille to base (1/4 in.-20) 


59X241 

Wing nut for Cat. 63X229 

b 

H7A200 

LOWER DOOR PANEL 

0 

H20A24I 

Spring clip for lower door panel 


105113 

Screw for Cat. H20A2m (10-32) 


200384 

Nut for Cat. 105113 


I6573u 

Washer for Cat. 105113 


H20A242 

Rubber button spacer for lower door panel 

7 

H20AI8I 

Support for lower door panel 


H20A49 

Screw for Cat. H2QAI8I (no. fa) 


H20A240 

Washer for Cat. H20A49 

6 

H20A239 

Catch for spring clip Cat, N2UA24I 


91X648 

Screw for Cat, H2GA239 (No. fa) 

9 

- 

DOOR FOR CAPInET 

9 

H7A279 

Outer door panel (rinht-hand cabinet; 


H7A280 

Outer door panel (left-hand cabinet) 

10 

HI3AI47 

Door gasket 


H1uAbb 

Door strip, hinge side 

11 

HI0A9I 

Door strip, top or bottom 

12 

HIOAUC 

Door strip, latch sioe, with escutcheon for latch bolt 

13 

HI5A4I 

Escutcheon for latch bolt 


‘The first cabinets produced do not have this "Imperial" nameplate, 


ijuan. 

t r>l, y 0 . 

rescript ion 

1 

A21RI9b 

Set of Pyrex Dishes 

2 

A21R147 

Casserole (b 2 " dia,) 


A2IR148 

Casserole (7 n dia.) 

2 

A2IR149 

Bowls (a H dia.) 

Parts 



Ref. He 

i Lot. 1c. 

of pnrt 

14 

H20A38I 

Screw for door strip (No. 6) 

15 

H9A25 

Door corner 


. H 7 A106 

Inner door panel . 

16 

HI5A63 

Latch with gasket and nut 

17 

HI5A64 

Spring for latch' 

16 

HI5A65 

Nut for latch and handle 

19 

HI5A66 

Gasket between latch and outer door panel 

20 

92X882 

Screw fastening latch to door strip (no. 10) 

21 

HI6A55 

Upper hinge for RH door or lower hinge for LH door, 
without cover 

22 

H16 A 56 

Lower hinge for Rri door or upper hinge for LH door, 
without cover 


HIoAbfa 

Spacer tube between hinges 

23 

HI6AP2 

Cover for hinge 


126619 

Screw fastenino hinge to outer door panel (10-32) 


91X648 

Screw fastening latch handle .to outer ooor panel 
(No. 8) 


*NP834a5 

"Imperia1" namepi ate 


58X370 

Fastener for NP83455 


H20A36o 

Washer for NP83465 

24 

HI5A66 

Latch handle without escutcheon 

25 

HI 5A69 

Escutcheon for latch handle 

26 

HI3AI95 

Gasket between latch handle and outer door panel 

27 

NP74779A 

Namep1 ate 

27 

NP74779B 

Clip for namep1 ate 


H20A6 

Screw for nameplate clip (4-46) 


16765 I 

Screw fastening hinge to cabinet (12-28) 

28 

HI4A22 

Strike for latch bolt 

29 

H14A20 

Str ike case 


92X882 

Screw for strike (No. 10) 


58X310 

Lockwasher for Cat. 92X<j82 

30 

IGA2IH3 

Door switch 


H13AI8I 

Gasket for Door Switch 


ri 12X2 

Screw for Door Switch 

31 

H10A94 

Door jamb strip, latch side 

32 

Hl0A9o 

Door jamb strip, bottom 

33 

HI0AI lo 

Door jamb strip, top 


HI0AI16 

Door jamb strip, hinge side 

34 

H20A38I 

Screw for door jamb strip (No. 8) 

3b 

H9A2o 

Door jamb corner 

36 

H3AI34 

INNER LINER WITH SHELF SUPPDRTS 

37 

M17 A194 

Shelf support, headed, white (1/2 in. long) 

38 

H17 A195 

Shelf support, straight, white (3/4 in. long) 


H12A2 

Screw for Cat. HI7AI94 or H17A19s (1/4 in.-2Q) 


HI8A3 

Washer for Cat. HI7A194 

39 

H20A388 

Support for vegetable drawer 

40 

H20A393 

Shim for Cot. H20A388 (.031 in. thick) 

40 

H20A394 

Shim for Cat. H20A386 (.0o2 in. thick) 

41 

H17 A197 

Shelf support, double slot 


H20A448 

Screw for Cat. H20A388 or HI7AI97 L10-30J 


58X364 

Lockwasher for Cat. H2GA448 

42 

H20A389 

Shim for Cat. HI7AI37 (.031 in. thick) 

42 , 

H20A390 

Shim for Cat. HI7AI97 (.062 in. thick) 

43 

HI7A233 

Shelf support, double slot, for lower shelf, front 

44 

H20A395 

Bracket for frame for Vegetable Drawer Cover 


H20A396 

Screw for Cat. HI7A233 (10-30) 


H20A382 

Bracket for lamp receptacle 


91X648 

Screw for Cat. H20A3&2 (No. 8) 


H20A447 

Brace for side of inner liner (late production cab¬ 
inets 


11X339 

Screw fastening brace to inner liner (10-30) 


H2GA38G 

Washer for Cat. 11X339 


H20AI 10 

Rubber plug for inner liner cover 


105136 

Screw fastening inner liner cover to inner liner (10-32) 


200384 

Nut for Cat. 105136 


H20A380 

Washer for Cat. 105136 


H20A255 

Fiber washer for Cat. 105136 

45 

H20A282 

Bracket for ice tray separator release 


91X648 

Screw for Cat. H20A282 (no. 8) 


HI7A234 

Shelf, small, side of evaporator 

46 

HI7A235 

Sliding shelf with stops, upper 

47 

H20A248 

Bumper for Cat. HI7A236 

48 

H17A236 

Sliding shelf with stops, lower 


HI7A299 

Stop for sliding shelves, RH 


HI7A300 

Stop for sliding shelves, LH 


H20A397 

Rubber stop for Cat. HI7A236 


76X719 

Lamp receptacle 


H20A406 

Connector with insulation for leads 

49 

H3IA44 

Cold Storage Compartment 


HI8AI75 

Trim for Cold Storage Compartment 

50 

H3IA45 

Cover for Cold Storace Compartment 


H3IA46 

Rack for Cold Storage Compartment 

bl 

H30AI34 

VEGETABLE DRANER KITH FRONT PANEL 

51 

H30A135 

Front panel for vegetable drawer 


H12X2 

Screw for Cat. H30AI35 (10-30) 


H20A398 

White fiber washer for Cat. H12X2 


H20A399 

Black fiber washer for Cat. ri12X2 


H3QAI33 

Pan only, for vebetable drawer 

52 

H30A99 

Frame for vegetable drawer cover 

53 

H30AIC0 

Cover for veqetable drawer 

54 

H20A400 

Support for vegetable drawer 


H20A40I 

Rubber foot for Cat. H20A400 


H5X20 

Cabinet Insulation (Kimsul, 18' roll) 

• panel is 

not drilled 

for mounting it. 
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GENERAL ELECTRIC COMPANY 


appliance and merchandise department 


B5-40A, B6-40A, B6-40B, B8-40A, B8-40B and IB8-40C 


FOR REFRIGERATING MACHINE PARTS 


REFER TO REFRIGERATOR MACHINE SECTION. 


THE UNITS USED ARE AS FOLLOWS: 


UNIT 

CABINET 


OF — 1 1A 

B5-40A 


CF-2IA 

Bb-40A, 

B6-40B 

CF-22A 

B8-40A, 

B3-40B (early production), 88-40C 

CF-22B 

B8-40B | 

'later production) 



Accessories 



Cntnlo i N’i 

■*t>er 


s Finn 

B5-40A 

’B6-40A.B 

* 53-40 A JiC 

l-escrtpt ton 

3 

AbR 17 

- 

- 

Freezing trays 

4 

- 

A5R 17 

A5R 17 

Freezing trays 

1 

- 

A21R80 

A2IR80 

Dessert tray 

1 

A20R7 

A20R7 

A20R7 

Separator release for freezing tray 

1 

A2IR87 

A2IR87 

A2IR87 

Thermometer, case and clip 

1 

A2IRI28 

A2IRI28 

A2IRI2S 

Thermometer only 

1 

A2IRI29 

A21RI29 

A2IRI29 

Clip for thermometer 

1 

NP75762A 

NP75762A 

NP75762A 

Case for thermometer 

i 

A21RI66 

A2IRI32 

A2IRI72 

Air filter 

I 

A2IRI67 

A2IRI33 

A2IRI73 

Perforated container for air fitter 


A2IR134 

A2IRI34 

A2IRI74 

End cap for air filter, right 

i 

A2IRI35 

A2IRI3b 

A2IRI75 

End cap for air filter, left 

1 

NP8I609A 

NP8IC09A 

nP8 1 b09A 

Nameplate for air filter 

1 

NP8I609B 

NP&I609B 

NP8I609B 

Clip for nameplate for air filter 

2 

58X369 

58X369 

b8X369 

Screw for nameplate clip (No. 4) 


"A20Ri1 

“A20R11 

**A20RI i 

Package of activated carbon for air filter 

1 

A2IR88 

A2IR88 

A2IR88 

Water bottle and cap 

1 

A21RI27 

A2IRI27 

A2IRI27 

Cap for water bottle 

1 

- 

A2IR19! 

A2IRI91 

Accessories 

1 

- 

A2IRI39 

A2IR139 

Butter dish 

1 

- 

A2IR13b 

A2IRI36 

Rack for custard cups 

□ 

" 

A2IRI37 

A21RI37 

Oil silk covers for 3 7/6" dia. custard 
cups 

2 

- 

A2IRI38 

A2IR138 

Oil silk covers for 5 1/8" dia. bowls 

i 

- 

A2IRI45 

A2IRI45 

Set of pyrex dishes 

6 

- 

A2IRI46 

A2IR l4o 

Custard cups 

2 

- 

A2IRI47 

A2IRI47 

Casseroles (bi" oia.) 

2 

- 

A2IR224 

A2IR224 

Casserole only 

2 

- 

A2IR225 

A21R225 

Cover only 

1 

- 

A2IRI48 

A2IR148 

Casserole (7" dia.) 

t 

- 

A2IR226 

A2IR22U 

Casserole only 

1 

- 

A2IR227 

A21R227 

Cover only 

2 

- 

A2IRI49 

A2IRI49 

Bowls (b" dia.). 


* Early production Bb-4GA and B8-40A Cabinets did not have Cat. No. A2JRI9I 
Accessories. 


** Not furnished with cabinet. 


B8-40A 


Cabinet Parts 


hef. 

So. 

Catalog Number 


kef. 

No. 

Catalog Number 

Name of Part 

B5-40A 

H6-60A 

B6-40P 

P8-AOA 

B8-40B 

Name of Part 

B5-40A 

B6-40A 

P6-40B 

B8-40A 

B8-40B 

1 

H4A36 

H4A52 

H4A54 

TOP COVER FOR CABINET 


105113 

105113 

105113 

Screw for Cat. H20424I (10-32) 

2 

HI3A225 

HI3A224 

HI3A226 

Gasket for too cover 


200384 

200384 

200384 

Nut for Cat. 105113 


H20AI6I 

H20AI6I 

H20AI6I 

Clip for top cover, front 


165736 

165736 

165736 

Washer for Cat. 105113 


H20A170 

H20AI62 

H20AI70 

Clip for top cover, back 


H20A242 

H20A242 

H20A242 

Rubber button spacer for lower door panel 


H2GA86 

H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 

1 

H20AI8I 

H20AI8I 

H20AI8I 

Support for lower door panel 


91X648 

91X648 

91X648 

Screw fastening Cat. H20AI70 to top cover, 


H20A49 

H20A49 

H20A49 

Screw for Cat. H20AI8I (No. 8) 





for Cat. H20AI62, or for refrigerant 


H20A240 

H20A240 

K20A240 

Washer for Cat. H20A49 





line sealing plate (No. 8) 

8 

H20A239 

H20A239 

H20A239 

Catch for spring clip Cat. K20A24I 


69X893 

69X893 

69X893 

Screw fastening Cat. H20AI70 to cabinet or 


91X648 

91X648 

91X648 

Screw for Cat. H20A239 (No. 8) 





condenser to outer case (No. 10) 

9 

- 

- 

- 

000R FOR CABINET 


H2QA243 

H20A243 

H20A243 

Rubber spacer for back of condenser 

9 

H7A283 

H7A279 

H7A290 

Outer door panel (right-hand cabinet) 


H20A62 

H20A62 

H20A62 

Screw fastening spacer to condenser (No. 8) 


B7A284 

H7A280 

H7A29I 

Outer door panel (left-hand cabinet) 


80X132 

80X132 

80X132 

Washer for Cat. H20A62 

10 

HI3AI80 

H13AI47 

HI3AI50 

Door gasket 

3 

H27AI07 

H27A105 

H27A1 1 1 

EASE 


HI0AI17 

HI0A89 

HI0A96 

Door strip, hinge side 


91X208 

91X208 

106775 

Cap screw fastening condenser to base 


KI0AI19 

HI0A9I 

H10A98 

Door strip, top or bottom 





(5/16 in.-18) 

1 1 

H10AI47 

HI0A143 

HI0AI44 

Door strip, latch side, with escutcheon 


17781! 

17781 1 

17781 1 

Nut for Cat. 91X208 or 106775 





for latch bolt 


H18422 

HI8A22 

Hi8A22 

Washer for Cat. 91X208 or 106775 (7/8 in. 

12 

HI5A4I 

HI5A4I 

HI 5A4I 

Escutcheon for latch bolt 





0 . 0 . ) 

13 

H 12X2 

H12X2 

HI2X2 

Screw for door strip (10-30) 


HI8AI8 

HI8AI8 

H ISA 18 

Washer for Cat. 91X208 or 106775 (5/8 in. 

13 

“H20A381 

‘H20A38I 

- 

Screw for door strip, stainless steel 





O.D.) 





(Ho. 8) 


20X536 

20X536 

20X536 

Cap screw fastening outer case to base 

14 

H9A3I 

H9A25 

H9A25 

Door corner 





(1/4 in.-20) 


H7A2I8 

H7A203 

H7A240 

Inner door panel 


160980 

160980 

160980 

Washer for Cat. 20X536 

15 

HI5A63 

HI5A63 

HI5A63 

Latch with gasket and nut 


71X272 

71X272 

71X272 

Screw fastening refrigerating machine to 

16 

HI5A64 

HI5A64 

HI5A64 

Spring for latch 





base (5/16 in,-18) 

17 

H15A65 

HI5A65 

HI5A65 

Nut for latch and handle 


1778II 

17781 1 

177811 

Nut for Cat. 71X272 

18 

HI5A66 

HI5A66 

HI5A66 

Gasket between latch and outer door 


91X649 

91X649 

91X649 

Washer for Cat. 71X272 





pane 1 

4 

H27AI08 

H27AI06 

H27AI 12 

Grille for base 

19 

11X339 

11X339 

11X339 

Screw fastening latch to door strip 


H20A387 

H20A387 

H20A387 

Bumper for ar i 11e 





(10-30) 


1X452 

1X452 

1X452 

Nut fastening grille to lower door 

19 

*92X882 

*92X882 

- 

Screw fastening latch to door strip, 


HI8A20 

HI8A20 

HISA20 

Washer for bolt fastening grille to lower 





stainless steel (No. 10) 





door 

20 

HJ6A55 

Wf 6455 

HI 6455 

Upper hinge for RH door or lower hinge 

5 

H7A215 

H7A200 

H7A237 

LOWER DOOR PANEL 





for LH door, without cover 

6 

H20A24I 

H20A24I 

H20A24I 

Spring clip for lower door panel 

21 

HI6A56 

HI 6456 

HI6A56 

Lower hinge for RH door or upper hinge 










_for LH door, without cover_ 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B5-40A, B6-40A, B6-40B, B8-40A, B8-40B and tB8-40C 

(Cont.) 


Ref. 

Ho. 

Catalog Humber 

Nome of Port 

Ref. 

No. 

Catalog Number 

Name of Part 

B5-40A 

B6-40A 

B6-40B 

B8-40A 

B8-40b 

B5-40A 

86-40A 
1:6-408 

B8-40A 

B8-408 


HI6A57 

HI6A58 

HI6A59 

Spacer tube for hinge 

44 

H20A395 

H20A395 

H20A395 

Bracket for frame for vegetable drawer 

22 

HI6A52 

HI 6A 52 

HI6A52 

Cover for hinge 





cover 


128619 

128619 

128619 

Screw fastening hinge to outer door 


H20A396 

H20A396 

H20A396 

Screw for Cat. HI7A233 (10-30) 





panel (10-32) 

45 

HI7A238 

- 

- 

Shelf support, single slot (11/16 in. 


91X648 

91X648 

91X648 

Screw fastening latch handle to outer 





high) 





door panel (No. 8) 


H20AI59 

- 

- 

Screw for Cat. HI7A238 (10-30) 

23 

NP80I96 

NP80I96 

NP80I96 

"Deluxe" nameplate 


58X364 

- 

- 

Lockwasher for Cat. H20AIS9 


58X370 

58X370 1 

58X370 

Fastener for NP80I96 

46 

H20A39I 

- 

- 

Shim for Cat. HI7A238 (.031 in. thick) 


H20A385 

H20A385 J 

H20A385 

Washer for NP80I96 

46 

H20A392 

- 

- 

Shim for Cat. HI7A238 (.062 in. thick) 

24 

HI5A74 

HI5A74 

H15A74 

Latch handle without escutcheon 


- 

H20A447 

- 

8race for side of inner liner (later 

25 

HI5A75 

HI5A75 

HI5A75 

Escutcheon for latch handle 





production B6-40B) 

26 

HI3A223 

HI3A223 

HI3A223 

Gasket between latch handle and outer door 


- 

11X339 

- 

Screw fasten i ng brace to i nner 1 iner (10-30) 





panel 


- 

H20A380 

- 

Washer for Cat. 11X339 

27 s 

NP8I73IA 

NP8I73IA 

NP8I73IA 

Nameplate 


H20A382 

H20A382 

H20A382 

Bracket for lamp receptacle 


HP817318' 

NP8I73I8 

NP8I73IB 

Clip for Nameplate 


91X648 

91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 


H20A6 

H20A6 

H20A6 

Screw for nameplate clip or thermometer 


H20AII0 

H20AI10 

H20AII0 

Rubber plug for inner liner cover 





clip (4—48) 


105136 

105136 

105136 

Screw fastening inner liner cover to inner 


167651 

167651 

167651 

Screw fastening hinge to cabinet (12-28) 





liner (10-32) 

28 

HI4A22 

HI4A22 

HI4A22 

Strike for latch bolt 


200384 

200384 

200384 

Nut for Cat. 105136 

29 

HI4A20 

HI4A20 

HI4A20 

Strike case 


H20A380 

H20A380 

H20A380 

Washer for Cat. I05I36 


11X339 

11X339 

11X339 

Screw for strike (10-30) 


H20A255 

H20A255 

H20A255 

Fiber washer for Cat. 105136 


*92X882 

’92X882 

- 

Screw for strike, stainless steel (No. 10) 

47 

H20A282 

H20A282 

H20A282 

Bracket for ice tray separator release 


58X310 

58X310 

58X310 

Lockwasher for Cat. 11X339 or 92X882 


91X648 

91X648 

91X648 

Screw for Cat. H20A282 (No. 8) 

30 

IGA2IH3 

IGA2IH3 

, IGA2IH3 

Door switch with eight inch leads 


HI7A240 

HI7A234 

HI7A248 

Shelf,small, side of evaporator 


HI 3A!81 

HI3AI8I 

HI3AI8I 

Gasket for Cat. IGA2IH3 

48 

H17A24I 

HI7A235 

HI7A249 

Sliding shelf with stops, upper 


H 1 2X2 

H12X2 

HI 2X2 

Screw for Cat. IGA2IH3 (10-30) 

49 

H20A248 

H20A248 

H20A248 

8umper for Cat. HI7A24i, HI7A235 or HI7A249 

31 

HI0AI2I 

HI0A94 

HI0AI0I 

Door jamb strip, latch side 

50 

- 

- 

HI7A250 

Sliding shelf with stops, middle 

32 

HI0A122 

HI0A95 

H10A102 

Door jamb strip, bottom 

51 

- 

- 

H20A397 

Rubber bumper for Cat. HI7A250 

33 

HI0A123 

HI0AI15 

HI0AI25 

Door jamb strip, top 

52 

HI7A242 

H17*236 

HI7A25I 

Sliding shelf with stops, bottom 


HI0AI20 

HI0AI16 

HI0AI24 

Door jamb strip, hinge side 


HI7A299 

HI7A299 j 

HI7A299 

Stop for Shelf, RH 

34 

H12X2 

H 1 2X2 

HI 2X2 

Screw for door jamb strip (10-30) 


HI7A300 

HI7A300 

HI7A300 

Stop for Shelf, LH 

34 

•H20A38I 

‘H20A38I 

_ 

Screw for door jamb strip, stainless steel 


H20A397 

H20A397 

H20A248 1 

Rubber Bumper for Cat. HI7A242, H17A236 





(No. 8) 





or HI7A25I 

35 

N9A32 

H9A26 

H9A26 

Door jamb corner 


78X719 

78X719 

78X719 : 

Lamp receptacle 

36 

H3AI27 

H3AI25 

H3AI29 

INNER LINER WITH SHELF SUPPORTS 


GE30I4 

GE30I4 

GE30I4 i 

Connector for leads 

37 

H17AI94 

H17A1 94 

HI7AI94 

Shelf Support, headed, white (1/2 in. 

53 

H3IA47 

H3IA44 

H3IA44 

Cold storage tray 





long) 

54 

H3IA48 

H3IA45 

H3IA45 

Cover for cold storage tray 

3B 

HI7AI95 

HI7A195 

HI7AI95 

Shelf support, straight, white (3/4 in. 


H3IA49 

H3IA46 

H3IA46 

Rack for cold storage tray 





1 ong) 

55 

H30AI01 

H30A94 

H30AI13 

VEGETABLE DRAWER WITH VENTILATOR AND FRONT 


HI2A2 

HI2A2 

HI2A2 

i Screw for Cat. HI7AI94 or HI7AI95 (1/4 





PANEL 





in.-20) 

55 

H30AI02 

H30A95 1 

H30AI14 

Front panel for vegetable drawer 


HI8A3 

HI8A3 

HI8A3 

Washer for Cat. HI7AI94 


HI 2X2 

HI 2X2 

HI 2X2 

Screw for front panel (10-30) 

39 

H20A388 

H20A388 

H20A388 

Support for vegetable drawer 


H20A398 

H20A398 1 

H20A398 , 

White fiber washer for Cat. HI2X2 

40 

H20A393 

H20A393 

H20A393 

Shin for Cat. H20A388 (.031 in. thick) 


H20A399 

H20A399 i 

H20A399 i 

8lack fiber washer for Cat. H12X2 

40 

H20A394 

H20A394 

H20A394 

Shim for Cat. H20A388 (.062 in. thick) 


H30A96 

H30A96 ' 

H30A96 

Ventilator slide 

41 

HI7AI97 

HI7AI97 

HI7A197 

Shelf support, double slot (11/16 in. 


H30A97 

K30A97 

H30A97 

Cam for ventilator slide 







HI 2X2 

HI 2X2 

HI 2X2 

Screw for Cat. H30A97 (10-30) 


H20AI59 

H20AI59 

H20AI59 

Screw for Cat. K20A388, or HI7AI97 


H20A398 

H20A398 

H20A398 

White fiber washer for Cat. HI2X2 





(10-30) 


H30AI03 

H30A98 ; 

H30AI15 

Pan, only, for vegetable drawer 


58X364 

58X364 

58X364 

Lockwasher for Cat. H20AI59 

56 

H30AI04 

H30A99 

H30AI16 

Frame for vegetable drawer cover 

42 

H20A389 

H20A389 

H20A389 

Sh in for Cat. HI7AI97 (.031 in. thick) 

57 

H30AI05 

H30AI00 ! 

H30AI17 

Glass Cover for vegetable drawer 

42 

H20A390 

H20A390 

H20A390 

Shim for Cat. HI7AI97 (.062 in. thick) 

58 

H20A400 

H20A400 

H20A405 

Support for vegetable drawer 

43 

HI7A233 

HI7A233 

HI7A233 

Shelf support, double slot, for lower 


H20A40I 

H20A40I i 

H20A40I 

Rubber foot for Cat. H20A400 or H20A405 





shelf, front 


H5X20 

H5X20 | 

H5X20 

Cabinet Insulation (Kiasul, 18' roll) 


"For use on later production Cabinets using prestole tapping strips and stainless steel screws. 


t The parts for 
Refrigerating 
terisk in the 


the 88-40C are the same as for type B8-40A and B except for the few changes and additions necessitated by the addition of acoustic muffling for 
Machine. The following parts are used in addition to those shown above for the B8-40A and B. There are a few changes which are marked with an 
list below. 


the 

as- 


Cat. No. 

Name of Part 

H20A440 

Side baffle between condenser and back of outer case 

H20A44I : 

Side baffle between Cat. H20A440 and back of outer case, right- 


hand side 

H20A442 i 

Side baffle between Cat. H20A440 and back of outer case, left- 


hand side. 

173533 

Screw fastening Cat. H20A440 to condenser (No. 10) 

165736 

Washer for Cat. 173533 

H20AI70 

Clip fastening Cat. H20A44I or H20A442 to H20A440 

174888 

Screw for Cat. H20AI70 (No. 8) 

H20A443 

8affle for back of condenser, bottom 

*92X873 

Screw fastening baffle and rubber spacer to condenser (No. 8) 

80X132 

Washer for Cat. 92X873 

*H27A122 

Base 

H27AI23 

Bracket supporting back of refrigerating machine 

69X244 

Cap screw fastening refrigerating machine to Cat. H27AI23 


(3/8 in.-16) 


Cat. 


Name of Port 


6X815 Lockwasher for Cat. 69X244 

106775 Cap screw fastening Cat. H27AI23 to back angle of base (5/16 
18) 


in.- 


175530 

H20A444 

153608 


Washer for Cat. 106775 (l 1/8 in. O.D.) 

Rubber grommet for Cat. 106775 

Cap screw fastening refrigerating machine to front angle of base 


17781 I 

91X649 

175530 

H20A445 

H20A446 

70X33 

165736 

H22A5I 

H22A52 


(5/16 in.-18) 

Mut for Cat. 153608 

Lockwasher for Cat. 153608 

Washer for Cat. 153608 (I 1/8 in. O.D.) 

Rubber bushing for Cat. 153608 
Baffle for front angte of base 

Screw fastening baffle to front angle of base (No. 10) 
Washer for Cat. 70X33 

Insulation for side of refrigerating machine compartment 
Insulation for lower door panel 


‘These are changes in the parts used in the B8-40A and B. All others are additions. 
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GENERAL ELECTR1C COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB5-40A, PB6-40A, PB8-40A andTPB8-40B 


FOR REFRIGERATING MACHINE PARTS REFER TO REFRIGERATOR MACHINE SECTION. 
THE UNITS USED ARE AS FOLLOWS: 

UNIT CABINET 

CF-JIA PB5-40A 

CF-2U PB6-40A 

CF-22A PB8-40A (early production), PB8-40B 

CF-22 B PB8-40A (later production) 



PB8-40A 


Accessories 


Juan. 

Catalog Number 


PB5-&0A 

PB6-40A 

P58-WA.B 

DeacrIpt ton 

3 

A5RI7 

- 

. 

Freezing trays 


- 

A5RI7 

A5RI7 

Freezing trays 

1 

- 

A2IR80 

A2IR80 

Dessert tray 

i 

A20R7 

A20R7 

A20R7 

Separator release for freezing tray 

1 

A2IR87 

A2IR87 

A2IR57 

Thermometer, case and clip 

1 

A2IRI28 

A2IKI28 

A2IR128 

Thermometer only 

i 

A2IRI29 

21R 129 

A21RI29 

Cl i p for thermometer 

1 

NP75762A 

NP75762A 

NP75762A 

Case for thermometer 


A21RI66 

A2IRI32 

A2IRI72 

Air filter 

1 

A21RI67 

A2IRI33 

A21RI73 

Perforated container for air filter 


A2IRI34 

A2IRI34 

A2IRI74 

End cap for air fitter, right 

1 

A2IR135 

A2IRI35 

A21R175 

End cap for air filter, left 


NP81609A 

NP8I609A 

NP8I609A 

Nameplate for air filter 

1 

HP8I609B 

NP8I609B 

NP81609B 

Clip for nameplate for air filter 

2 

58X369 

58X369 

58X369 

Screw for nameplate clip (No. 4) 


"R20R i 1 

'A20RI1 

*A20R11 

Package of activated carbon for air filter 

t 

A2IRI36 

A2IRI36 

A2IRI36 

Rack for custard cups 

6 

A2IRI37 

A21R137 

A2IRI37 

Oil silk covers for 3 7/8" dia. custard 
cups 

2 

A2IR138 

A2IRI38 

A2IRI38 

Oil silk covers for 5 1/8" dia. bowls 

1 

A21RI39 

A2IRI39 

A2IRI39 

Butter dish 

1 

12IRI40 

**A21R140 

**A2 IR 140 

Water bottle 

1 

A2IRI84 

A21RI84 

A2IRI84 

handle for water bottle 

1 

A2IRI85 

A2IRI85 

A2IRI85 

Cover for water bottle 

1 

A2IRI86 

A2IRI86 

A2IRI86 

Rivet for cover 

1 

A2IRI43 

A2IRI43 

A2IRI43 

Band for water bottle handle 

1 

58X275 

68X275 

58X27o 

Screw for handle for water bottle 

1 

H20A402 

H20A4U2 

H20A402 

Sleeve nut for 58X275 

1 

A21RI44 

A21RI44 

A2IRI44 

Water bottle only 

1 

A21Ri4 3 

821R145 

A2IRI45 

Set of pyrex dishes 

6 

A21RI46 

A2IRI46 

A2IR146 

Custard cups 

2 

A2IRI47 

A2IRI47 

A2IRI47 

Casserole (8i" dia.) 

2 

A2IR224 

A2IR224 

A2IR224 

Casserole only 

2 

A2IR225 

A2IR225 

A21R225 

Cover only 

1 

A21RI48 

A2IRI48 

A2IRI48 

Casserole (7" dia.) 

1 

A2IR226 

A21R226 

A2IR226 

Casserole only 

1 

A2IR227 

A2IR227 

A2IR227 

Cover only 

2 

A2IRI49 

A2IRI49 

A21RI49 

Bowls (5" dia.) 


* Not furnished with cabinet. 

** A few of these water bottles used glass covers. To replace the glass cover 
or handle order Cat. No. A2IRI87 handle, metal cover and rivet assembled. 


Cabinet Parts 


Ref, 

No. 

Catntoi Number 

Name of Part 

Ref.l 
No. : 

Catalog Numbe 

rr 

Name of Part 

jsBjgm | 

122 

wwm,m 

(2£2g21 

2232HI 

WilikBWM 

1 

H4A39 

H4A53 

H4A55 

TOP COVER FOR CABINET 


H20A387 

H20A387 

H20A387 

Bumper for grille 

2 

HI38158 : 

KI3AI54 

HI 38156 

Gasket for Top cover 


1X452 

1X452 

1X452 

Nut fastening grille to lower door 


H20AI6I 

K20AI6I 

H20AI6I 

Clip for top cover, front 


HI8A20 

HI8A20 

HI 8*20 

Washer for bolt fastening grille to lower 


H20AI70 

H20AI62 

H20AI70 ; 

Clip for top cover, back 





door 


HI3AI83 

HI 38165 

H13 A183 i 

Gasket for Cat. H20AI70 or H204I62 

7 

H7A21 9 

H7A204 

H7A24I 

LOWER DOOR PANEL 


H20A86 

H20A86 

H20A86 ; 

Screw for Cat. H20AI6I (10-30) 

8 

H18A150 

HI8AI48 

HI8AI52 

Trim with clips for lower door panel 


91X648 

91X648 

91X648 

Screw fastening Cat. H20AI70 to top cover, 


H20A358 

H20A358 

H20A358 

Clip for Cat. HI8A150, HI8AI48 or 





for Cat. H20AI62, or for refrigerant 





KI8AI52 





line sealing plate (No. 8) 

9 

H20A24I 

H20A24I 

H20A24I 

Spring clip for lower door panel 


HI3AI66 

HI3AI66 

HI3AI66 

Gasket for refrigerant line sealing plate 


1051 13 

105113 

105113 

Screw for Cat. H20A29I (10-32) 

3 

H2A97 

H2A93 

H2AI0I 

OUTER CASE (RIGHT-HARD CABINET) 


200384 

200384 

200384 

Nut for Cat. 105113 


H2A98 

H2A94 

H2A102 

OUTER CASE (LEFT-HAND CABINET) 


165736 

165736 

165736 

Washer for Cat. 105113 


69X893 

69X893 

69X893 

Screw fastening Cat. H2OAI70 to cabinet 


H20A242 

H20A242 

H20A242 

Rubber button spacer for lower door panel 





or condenser to outer case (No. 10) 

10 

H20AI8I 

' H20AI8I 

H20AI8I 

Support for lower door panel 


HI8AI34 

HI8AI34 

HI8AI34 

Trim for upper right-hand corner of outer 


H20A49 

H20A49 

H20A49 

Screw for Cat. N20AI8I (No. 8) 







H20A240 

H20A2BO 

H20A240 

Washer for Cat. H20A49 

4 

HI 04135 

H 1 8 A 1 3 5 

HI8AI35 

Trim for upper left-hand corner of outer 

11 

H20A239 

H20A239 

H204239 

Catch for spring clip Cat. H20A24I 





case, front 


91X648 

91X648 

91X648 

Screw for Cat. H20A239 (No. 8) 


58X326 

58X326 

58X326 

Nut fastening Cat. HI8AI34 or HI8AI35 

12 

- 

- 

- 

DOOR FOR CABINET 


H20AI68 

H20AI68 

H20AI68 

Washer for Cat. HI8AI34 or HI8AI35 

12 

H7A28I 

H7A277 

H7A288 

Outer door panel (right-hand C a binet) 


H13A179 

HI3A179 

HI3AI79 

Rubber gasket for Cat. HI8AI34 or HI8AI35 


H7A282 

H7A278 

H7A289 

Outer door panel (left-hand cabinet) 


H20A243 

H20A243 

H20A243 

Rubber spacer for back of condenser 


HI3AI97 

HI3AI97 

HI3AI97 

Gasket between hinge and outer door panel 


H20A62 

H20A62 

H20A62 

Screw fastening spacer to condenser (No. 8) 

13 

HI3AI80 

HI3AI47 

H13AI50 

Door gasket 


80X132 

80X132 

80X132 

Washer for Cat. H20A62 


HIOAIf 7 

H1OA 89 

HI0A96 

Door strip, hinge side 

5 

H27AI07 

H27AI05 

H27A1 1 1 

BASE 


HiOAl 19 

HI0A9I 

HI0A98 

Door strip, top or bottom 


,91X208 

91X208 

106 775 

Cap screw fastening condenser to base 

14 

HI OA147 

HI 0A143 

HI0AI44 

Door strip, latch side, with escutcheon 





(5/16"-18) 





for latch bolt 


177811 

177811 

I778H 

Nut for Cat. 91X208 or 106775 

15 

HI5A4I 

HI5A4I 

HI5A4I 

Escutcheon for latch bolt 


HI8A22 

HI8A22 

HI8A22 

Washer for Cat. 91X208 or 106775 (7/8" O.D.) 

16 

HI 2X2 

HI 2X2 

HI 2X2 

Screw for door strip (10-30) 


HI8AI8 

HI8AI8 

HI8AI8 

Hasher for Cat. 91X208 or 106775 (5/8" O.D.) 

1 6 

*92X882 

*92X882 

- 

Screw for Door Strip, stainless steel 


H20A254 

H20A254 

H20A254 

Rubber pad between base and cabinet 





(No. 10) 


20X536 

20X536 

20X536 

Cap screw fastening outer case to hase 

1 7 

H9A3I 

H9A25 

H9A25 

Door corner 





(l/4"-20) 


HI7A2I8 

H7A203 

H7A240 

Inner door panel 


160980 

160980 

160980 

Washer for Cat. 20X536 

18 

HI5A63 

HI5A63 

HI5A63 

Latch with gasket and nut 


H20A255 

H20A255 

H20A255 

Fiber washer for Cat. 20X536 

19 

HI5A64 

HI5A64 

HI5A64 

Sorinq for latch 


71X272 

71X272 

71X272 

Screw fastening refr igerat inq machine to 

20 

HI5A65 

HI5A65 

HI5A65 

Nut for latch and handle 





base (5/16"-18) 

21 

HI5A66 

HI5A66 

HI5A66 

Gasket between latch and outer door 


177811 

17781 1 

177811 

Nut for Cat. 71X272 





panel 


91X649 

91X649 

91X649 

Washer for Cat. 71X272 

22 

11X339 

11X339 

11X339 

Screw fastening latch to door strip 


H27AI08 

H27AI06 

H27AII2 

Grille for base 





(10-30) 
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GENERAL ELECTRIC C 0 N P A N Y 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB5-40A, PB6-40A, PB8-40A and tPB8-40B 

(Cont.) 


fief. 

Catalog Number 


No. 

PB5-40A 

PE6-40A 

PB8-40A , 

Name Of Part 

22 

'H20A38I 

“H20A38I 

- 

Screw fastening latch to door strip, 
stainless steel (No. 6) 

23 

HI6A55 

HI6A55 

HI6AS5 

Upper hinge for RH door or lower hinge 
for LH door, without cover 

24 

HI6A56 

HI6A56 

HI6A56 

Lower hinge for RH door or upper hinge 
for LH door, without cover 


HI6A57 

HI6A5& 

HI6A59 

Spacer tube for hinge 

25 

HI6A52 

HI6A52 

HI6A52 

Cover for hinge 


126619 

1286)9 

128619 

Screw fastening hinge to outer door 
panel (IQ-32) 


bl X64b 

SIX648 

SIX648 | 

Screw fastening latch handle to outer 
doer panel (No. t>) 

2b 

NP80I96 

NP60I96 

NPG0I&6 

"Deluxe" Nameplate 


D8X370 

56X37C 

58X370 

Fastener for NP8GI&6 


H2U385 

H20A385 

H2CA385 

Washer for NPbvll6 

27 

HI5A74 

HI5A74 

h 15A74 

Latch handle without escutcheon 

28 

HI5A75 

H15A75 

H15A75 

Escutcheon for latch handle 

29 

HI3A223 

HI3A223 

HI3A223 

Gasket between latch handle and'outer door 
pane 1 

30 

NPcI731A 

NP8I/3IA 

NPe1731A 

Nameplate 


NPe17316 

NPbl73IB 1 

NP&I73IB 

Clip for nameplate 


H.2bA6 

H20A6 

H20A6 

Screw for nameplate clip or thermometer 
cl ip (4-48) 


167651 

1&7b5l 

167651 

Screw fastening hinge to cabinet (I2-2&) 


HI3AI96 

HI3AI96 

HI3AI96 

Gasket between hinge and cabinet 

31 

HI4A22 

HI4A22 

HI4A22 

Strike for latch 

32 

HI4A20 

HI4A20 

HI4A20 

Strike case 


11X339 

11X339 

IIX33S 

Screw for strike (10-30) 


•b2Xo82 

*92X882 

• 

Screw for strike, stainless steel (No. 10} 


56X310 

58X3lu 

5oX310 

Lockwasher for Cat. 11X333 or 92X882 

33 

IUA2IH3 

IGA2IH3 

IGA2IH3 

Door switch 


MI3AI8I 

HI3AI8I 

HI3AI8I 

Gasket for Cat, IGA2IH3 


Ml 2X2 

HI 2X2, 

HI 2X2 

Screw for Cat. 1GA2IH3 (10-30) 

34 

HI0AI2I 

HI0A94 

HluAlOl 

Door jamb strip, latch side 

35 

HloAI22 

HI0AS5 

HI0A1C2 

Door jamb strip, bottom 

36 

hi0AI23 

KIOAi15 

HIOAI25 

Door jamb strip, top 


HIOAI20 

HlOAl16 

HI0AI24 

Door jamb strip, hinge side 

37 

HI 2X2 

HI 2X2 

H12X2 

Screw for door jamb strip (10-30) 

37 

•H20A36I 

•H20A38I 


Screw for door jamb strip, stainless ateel 
(No. ») 

38 

HbA32 

H9A26 

HbA26 

Door jamb corner 

3fc 

HI&AI36 

H1bAI36 

HI bAI36 

Door jamb corner, trim 

40 

H3AI27 

H3AI25 

H3A12S 

INNER 'LINER WITH SHELF SUPPORTS 

41 

HI7A194 

HI7AI94 

HI7AI94 

Shelf support, headed, white 

42 

MI7AI95 

HI7AI95 

HI7AI95 

Shelf support, straight, white 


M12A2 

HI2A2 

HI2A2 

Screw far Cat. HI7AIS4 or HI7AI95 
(1 /4"—20) 


HlbA3 

HI8A3 

H1 oA3 

Washer for Cat. HI7*194 

43 

H20A388 

H20A385 

H20A368 

Support for vegetable drawer 

44 

H20A393 

H2GA393 

H20A3b3 

Shi* for Cat. H20A3&8 (.031" thick) 

44 

H20A394 

H20AJ94 

H20A354 

Shim for Cat. H20A366 (.0o2" thick) 

45 

HI7AIS7 

HI7AI97 

HI7AI97 

Shelf support, double slot 


H20AI55 

H20A44b 

H2UAI59 

Screw for Cat. H20A388 or HI/A 197 
(10-30) 


5aX364 

56X364 

56X368 

Lockwasher for Cat. H20AI59 

46 

H20A389 

H20A36& 

H20A389 

Shin for C.t, H17Aib> (.031" thick) 

46 

H20A3&0 

H20A35O 

H20A390 

Shim for Cat. HI7AI67 (.Gto2" thick) 


fief. 

Catalog Number 


No. 

PBS-40A 

PB6-40A 

PB8-40A 

Same of Part 

47 

HI7A233 

HI7A233 

H17A233 

Shelf support, double slot, for lower 
shelf, front 

46 

H20A395 

H20A395 

H2QA355 

Bracket for frame for vegetable drawer 
cover 


H20A396 

H2UA3S6 

H20A396 

Screw for Cat. HI7A233 (10-30) 

49 

HI7A238 

- 

- 

Shelf support, single slot 


H20AI55 

- 

. 

Screw for Cat. HI7A238 (18-30) 


58X364 

- 

- 

Lockwasher for Cat. H20AI59 

50 

H20A39I 

- 

- 

Shin for Cat. HI7A23S (.03!" thick) 

50 

H20A392 

- 

- 

Shin for Cat. HI7A238 (.062* thick) 



H20A447 


Brace for side of inner liner (later 
production) 


. 

11X339 

- 

Screw fastening brace to inner liner (10-30 


- 

H20A380 

- 

Washer for Cat. 11X339 


H20A382 

H20A382 

H20A382 

Bracket for lamp receptacle 


91X648 

91X646 

91X648 

Screw for Cat. K2UA382 (No. 8) 


H20AI 10 

H20AII0 

H20AII0 

Rubber plug for inner liner cover 


105136 

105136 

105136 

Screw fastening inner liner cover to 
inner liner (10-32) 


200384 

200384 

200384 

Nut for Cat. 106136 


H20A360 

H20A360 

H2QA380 

Washer for Cat. 105136 


H20A255 

H20A255 

H20A255 

Fiber Washer for Cat. 105136 

51 

H20A282 

H20A282 

H20A282 

Bracket for ice tray separator release 


91X646 

91X648 

91X648 

Screw for Cat. H20A2B2 (No. 8) 


HI7A240 

HI7A234 

HI7A248 

Shelf, small, side of evaporator 

52 

HI7A24I 

HI7A235 

KI7A249 

Sliding shelf with stops, upper 

53 

H20A246 

H20A248 

H20A248 

Bumper for Cat. HI7A24I, HI7A235 or 

HI7A249 

54 

- 

- 

HI7A250 

Sliding shelf with stops, middle 

55 

- 

- 

H20A397 

Rubber bumper for Cat. HI7A250 

56 

HI7A242 

KI7A236 

HI7A25I 

Sliding shelf with stops, bottom 


HI7A299 

H 17 A 299 

HI7A299 

Stop for shelf, RH 


HI7A300 

HI7A300 

HI7A300 

Stop for shelf, LH 


H20A397 

H20A397 

H20A246 

Rubber Bumper for Cat. HI7A242, HI7A236 
or HI7A25I 


78X719 

78X719 

78X719 

Lamp receptacle 


GE30I4 

GE30I4 

GE30I4 

Connector for leads 

57 

H3IA47 

H3IA44 

H3IA44 

Cold storage tray 

56 

H3IA46 

H3IA45 

H3IA45 

Cover for cold storage tray 


H3IA49 

H3IA46 

H3IA46 

Rack for cold storage tray 

59 

H 30A|0I 

H30A94 

H30AII3 

VEGETABLE DRAWER WITH VENTILATOR AND 

FRONT PANEL 

59 

H30AI02 

H30A95 

H30AI14 

Front panel for vegetable drawer 


H 12X2 

H12X2 

H 12X2 

Screw for front panel (10-30) 


H20A398 

H20A396 

H20A398 

White fiber washer for Cat. HI2X2 


H20A399 

H20A399 

H20A399 

Black fiber washer for Cat. H12X2 


H30A96 

H30A96 

H30A96 

Ventilator slide 


H3QA97 

H20A97 

H30A97 

Cam for ventilator slide 


H 12X2 

HI 2X2 

H12X2 

Screw for Cat. H30A97 (10-30) 


H20A398 

H20A396 

H20A398 

White fiber washer for Cat. HI2X2 


H30AI03 

H30A98 

H30AII5 

Pan only, for vegetable drawer 

60 

H30AI04 

H30A99 

H30AII6 

Frame for vegetable drawer cover 

6 1 

H30AI05 

H30AI00 

H30AII7 

Glass Cover for vegetable drawer 

62 

H20A400 

H20A400 

H20A405 

Support for vegetable drawer 


H20A40I 

H20A40I 

H20A40I 

Rubber foot tor Cat. H20A400 or H20A40& 


H5X20 

H5X20 

H5X20 

Cabinet Insulation (Kimsul, 18' roll) 


•For use on later production cabinets using prestole tapping strips and stainless steel screws. 

tThe parts for the P88-*tOB are the sane as for type P88-40A except for the few chanqes and additions necessitated by the addition of acoustic Muffling for the Re¬ 
frigerating Machine. The following parts are used in addition to those shown above for the P88-4QA. There are s few changes which are marked with an asterisk in 
the list below. 


Cat: No. 

Name of Part 


Cat. No. 

Name of Part 

H20A440 

Side baffle between condenser and back of outer case 


6X815 

Lockwasher for Cat. 69X244 

H20A44I 

Side baffle between Cat. H20A440 and back of outer case, r 
hand aide 

ight- 

106775 

Cap screw fastening Cat. H27AI23 to back angle of base 
(5/16 in.-18) 

H20A442 

Side baffle between Cat. H20A440 and back of outer case, left- 
hand side 

175530 

H20A444 

Washer for Cat. 106775 (1 1/8 in. O.D.) 

Rubber grommet for Cat. 106775 

173533 

IO&736 

Screw fastening Cat. H20A440 to condenser (No. 10) 

Washer for Cat. I73b33 


’153608 

Cap screw fastening refrigerating machine to front angle of base 
(5/16 in.-18) 

H20AI70 

Clip fastening Cat. H20A44I or H20A442 to H20A440 


177811 

Nut for Cat. 153608 

174888 

Screw for Cat. N20AI70 (No. 8) 


91X649 

Lockwasher for Cst. 153608 

H20A443 

Baffle for back of condenser, bottom 


175530 

Washer for Cat, 153608 (1 1/8 in. 0.0.) 

•92X873 

Screw fastenino baffle and Rubber spacer to condenser (No. 

8) 

H20A445 

Rubber bushing for Cat. 153608 

80X132 

Washer for Cat. 92X873 


H20A446 

Baffle for front angle of base 

"H27AI22 

Base 


70X33 

Screw fastening baffle to front angle of base (No. 10) 

H27AI23 

Bracket supporting back of refrigerating machine 


165736 

Washer for Cat. 70X33 

69X244 

Cap screw fastening refrigerating machine to Cat. H27AI23 
(3/8 in.-16) 


H22A5I 

H22A52 

Insulation for side of refrigerating machine compartment 

Insulation for lower door panel 


•These are changes in the parts used in the PB6-40A. All others are additions. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB12A, PB12-40A, PB16A, PB16-40A 

FOR KEFRIGERATING MACHINE PARTS REFER TO CE-34D UNIT 

Accessories 



Ref. 

No. 

Catalc 

PB12A 

PB12-&0A 

Number 

PB16A 

PB16-A0A 

Description 

1 

H4A58 

H4A59 

TOP COVER FOR CABINET 


HI3A2I8 

HI3A22I 

Gasket for top cover, front and sides 


HI3A2I9 

HI3A222 

Gasket for top cover, back 


H20A367 

H20A367 

Clip for top cover, front 


145995 

145995 

Sere, for Cat. H20A367 (10-32) 


H20A368 

H20A368 

Bracket for top cover, back 


91X648 

91X648 

Sere, for Cat. H20A368 (No. 8) 


H20A369 

H20A369 

Bracket for outer case, back 


91X648 

91X648 

Sere, for Cat. H20A3S9 (No. 8) 


| 20X527 

20X527 

Sere, fastening Cat. H20A368to H20A369 (l/t in.-20) 


12X540 

j 12X540 

Nut for Cat. 20X527 


143974 

143974 

Washer for Cat. 20X527 

2 

1 )8A159 

HI8AI70 

Trim for top cover, right 

3 

H 1 BA 1 60 

HI8AI69 

Trim for top cover, left 


58X287 

58X287 

Screw for trim (No. 8) 

4 

NP7048I 

NP7048I 

Nameplate 


H2AI05 

H2AI06 

OUTER CASE 

5 

H8A89 

H8A89 

Pane 1, s ide, right 


H8A90 

H8A90 

Panel, side, left 

6 

H20A49 

M20A49 

Screw for Cat. H8A89 or H8A90, top or side (No. 8) 

7 

91X299 

91X299 

Screw for Cat. H8A89 or M8A90, bottom (No. 8) 


HI6A38 

HI8A3B 

Washer for Cat. H20A49 or 91X299 


H20A409 

H20A409 

Nut for Cat. 91X299 


(36979 

136979 

Screw for refrigerant line sealing plate (10-24) 


H20A370 

H20A370 

Support for refrigerant line sealing plate 


Catalog Number 


PB12A 

PB12-10A 

PB16A 

PB16-40A 

91X648 

91X648 

H20A37I 

H20A37I 

H20A243 

H20A243 

H20A62 

H20A62 

80X132 

80X132 

H20A202 

H20A202 

91X646 

91X648 

H27AI00 

H27AI03 

H20A374 

H20A374 

H20A263 

H20A263 

H20A75 

H20A75 

H22A43 

H22A43 

126915 

126915 

H20A375 

H20A375 

H3IA32 

H3IA32 

11X339 

11X339 

165736 

165736 

H20A239 

H20A239 

91X648 

91X648 

279364 

279364 

61X326 

61X328 

261646 

261646 

177811 

1778 II 


Screw for Cat, H20A370 (No. 8) 

Clamp for refrigerant tine, upper 
Rubber spacer for Cat, H20A37I 
Screw for Cat. H20A243 (No. 8) 

Washer for Cat. H20A62 

Clamp for refrigerant line, lower 

Screw for Cat. H20A202 (No. 8} 

BASE 

Partition between storage bin and refrigerating 
machine compartments 
Rubber button bumper 
Washer for Cat. H20A263 
Sound insulation for Cat. H20A374 
Screw for Cat. H20A374 (8-32) 

Speed nut for Cat. 126915 
Roller and bracket for storage bin 
Screw for H3IA32 (10-30) 

Washer for Cat. 11X339 

Catch for spring clip Cat. H20A24l 

Screw for Cat. H20A239 (No. 8) 

Cap screw fastening outer case to base (5/16 in.-18) 
Lockwasher for Cat. 279364 

Cap screw fastening refrigerating machine to base 
(5/16 in.-18) 

Nut for Cat. 261646 _ _ 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB12A, PB12-40A, PB16A, PB16-40A (Cont.) 



Cataloi 

Humber 


Ref. 

No. 

PB12A 

PB12-WA 

PB16A 

PB16-40A 

Descript ion 


HI8A22 

HI 8*22 

Washer for Cat. 261646 

9 

H27AII9 ! 

H27AI20 

Gr i 11e for base 


H20A377 

H20A377 

Spring clip for Gri1le 


221423 

221423 

Rivet for Cat. H20A377 

10 

H7A262 

H7A264 

REFRIGERATING HACHINE COMPARTMENT DOOR PANEL 


H22A42 

H22A44 

Sound insulation for refr. machine comp, door 

ii 

H20A407 

H20A407 

Handle for refr, machine comp, door 


H20A138 

H20AI38 

Washer between handle and door 


1051 13 

1051 13 

Screw for Cat. H20A407 (10-32) 


54X441 

54X441 

Lockwasner for Cat. I05J13 

12 ; 

H20A24I 

H20A24I 

Spring clip for refr. machine comp, door 


105113 

1051J3 

Screw for Cat. H20A24I (10-32) 


200384 

200384 

Nut for Cat. 105113 


165736 

J 6 573j6 

Washer for Cat. 105113 


H20A263 

H20A263 . 

Rubber button bumper for refr. machine comp, door 


H20A75 

H20A75 

Washer for Cat. H20A263 

13 

H20AI8I 

H20AI8I ! 

Support for refr. machine comp, door 


H20A49 

H20A49 

Screw for Cat. H20AI8I {No. 8) 


H20A240 

H20A240 

Washer for Cat. H20A49 

m 

HI8AI6 1 

HI8AI57 

Trim and clips for refr. machine comp, door 


H20A358 

H20A358 

Clip for Cat. H18AI57 or HI8AI61 

15 

H7A263 

H7A265 

STORAGE BIN DOOR PANEL 


H22A42 

H22A44 

Sound insulation for storage bin door 

16 

H3IA42 

H3IA43 

Storage bin 


91X648 

91X648 

Screw fastening storage bin to panel (No. 8) 


165736 

165736 

Washer for Cat. 9IX6Y8 

17 

H20A407 

H2DA407 

Handle for storage bin door 


H20AI38 

H20AI38 

Washer between handle and door 


105113 

1051 13 

Screw for Cat. H20AY07 


54X441 

54X441 

Lockwasher for Cat. 105113 


H3IA32 

H3IA32 

Roller and Bracket for Storaqe Bin 


H20A628 

112 UA 62 8 

Roller Only 


H20A378 

H20A378 

Catch for storage Din 


H 12X2 

H 12X2 

Screw for Cat. H20A378 (10-30) 


H20AI38 

H20AI38 

Washer for Cat. HI2X2 


46X808 

46X808 

Stop for storage bin (1/4 in.-20) 


12X540 

12X540 

Nut for Cat. 46X808 


61X327 

61X327 

Lockwasher for Cat. 46X808 

18 

HI8AI62 

HI8AI58 

Trim and clips for storage bjn door 


H20A358 

H20A358 

Clip for Cat. HISA 158 or HI8AI62 

19 

HI6A47 

HI6A47 

Hinge for storage bin door 

20 

HI6A48 

HI6A48 

Spacing rod for hinge 


11X339 

11X339 

Screw for hinge (10-30) 

21 

- 

- 

RIGHT-HAND DOOR 


- 

- 

LEFT-HAND DOOR 

21 

H7A30I 

H7A30Y 

Outer door panel (right-hand door) 


H7A302 

H7A305 

Outer door panel (left-hand door) 

22 

HI3AI84 

HI3AI89 

Door gasket 

23 

HI0AI26 

HI0AI26 

Door strip, latch side, with escutcheon for latch 
bolt 

2*1 

HI5A4I 

H15A4l 

Escutcheon for latch bolt 


HI0AI28 

HI0AI28 

Door strip, hinge side 


HI0AI27 

HI0AI34 

Door strip, top or bottom 

25 

HI2X2 

H 12X2 

Screw for door strip (10-30) 

26 

H9A33 

H9A33 

Door corner 


H7A254 

H7A26I 

Inner door panel, right-hand door 

27 

H7A18I 

H7AI85 

Inner door panel, left-hand door 

28 

HI5A72 

HI5A72 

Latch with gasket and nut 

29 

HI5A44 

HI5A44 

Spring for latch 

30 

HI5A45 

HI5A45 

Nut for latch and handle 

31 

HI3AI48 

HI3AI48 

Gasket between latch and outer door panel 

32 

11X339 

11X339 

Screw fastening latch to door strip (10-30) 


165736 

165736 

Washer for Cat. 11X339 

33 

HI6A45 

Hi6A45 

Upper hinge for right-hand, or lower hinge for 
left-hand door 

34 

HI6A44 

HI6A44 

Upper hinge for left-hand door 

35 

HI6A60 

HI6A60 

Lower hinge for right-hand door 

36 

HI6A46 

HI6A46 

Spacer rod for hinge 


11X339 

1 1X339 

Screw fastening hinge to outer door panel (10-30) 


91X648 

91X648 

Screw fastening latch handle to outer door panel 
(No. 8) 


NP80I96 

NP80I96 

"Deluxe" nameplate 


58X370 

58X370 

Fastener for NP80I96 


H20A385 

H20A385 

Washer for NP80J96 


H20A6 

H20A6 

Screw for thermometer clip (4-48) 

37 

HI5A74 

HI5A74 

Latch handle without escutcheon 

38 

HI5A75 

HI5A75 

Escutcheon for latch handle 

39 

HI3A223 

HI3A223 

Gasket between latch handle and outer door panel 


11X339 

11X339 

Screw fastening hinge to cabinet (10-30) 

40 

HI8AI63 

HI8AI63 

Trim, front, left side 


HI8AI64 

HI8AI64 

Trim, front, rignt side 

41 

HI8AI65 

HI8A165 

Tr im, front, mu 11ion 

42 

H ISA 166 

HI8AI7I 

Trim, front, top cross piece, right or left side 



Catalo 

Number 


Ref. 

No. 

PB12A 

Pb 12-4-0 A 

PB16A. 

PB 16-40A 

Descript ton 

43 

HI8AI67 

HI8AI72 

Trim, front, bottom cross piece, refrigerating 
machine side 

44 

HI8AI68 

HI8AI73 

Trim, front, bottom crosB piece, storage bin side 


11X339 

l 1X339 

Screw for trim (10-30) 


H20AI38 

H20AI38' 

Washer for Cat. 11X339 


HI0AI45 

HI0AI46 

Strip for outer case, top 


H20A86 

H20A86 

Screw for Cat. HI0AI46 or HI0AI56 (10-30) 


H20A j 38 

H20AI38 

Washer for Cat. H20A86 

45 

HI4A22 

HI4A22 

Strike for latch bolt 

46 1 

HI4A20 

HI4A20 

Strike case 


11X339 

l 1X339 

Screw for strike (10-30) 


58X310 

58X310 

Lockwasher for Cat. 11X339 

47 

IGA2IH3 

IGA2IH3 

Door switch 


HI3AI81 

HI3AI8I 

Gasket for Cat. IGA2IH3 


hi 2X2 

ill 2X2 

Screw for Cot. IGA2IH3 (10-30) 

48 

HIOAI30 

HI0AI30 

Door jamb strip, hinge side 

49 

H10AJ3I 

HI0AI3I 

Door jamb strip, latch side 


HI0AI33 

HI0AI36 

Door jamb strip, top 

50 

HI0AI32 

HI0AI37 

Door jamb strip, bottom 


H12X2 

H12X2 

Screw for door jamb strip (10-30) 

51 

H9A34 

H9A34 

Door jamb corner 

52 

H3AI3I 

H3A132 

INNER LINER WITH SHELF SUPPORTS 

53 

HI7AI94 

HI7AI94 

Shelf support, headed, white (l/2 in. long) 

54 

HI7AI95 

HI7AI95 

Shelf support, straight, white (3/4 in. long) 


HI2A2 

HI2A2 

Screw for Cat. HI7AI94 or HI7AI95 (1/4 in.-20) 


HI8A3 

HI8A3 

rfasher for Cat. HI7A194 

55 

H20A388 

H20A388 

Support for vegetable drawer 

56 

H20A393 

H20A393 

Shim for Cat. 0204388 (.031 in. thick) 

Shim for Cat. H20A388 (.062 in. thick) 

56 

H20A394 

H20A39Y 

57 

HI7A238 

HI7A238 

Shelf support, singly slot (11/16 in. high) 

58 

H20A39I 

H20A39I 

Shim for Cat. HI7A238 (.031 in. thick) 

58 

H20A392 

H20A392 

Shim for Cat. HI7A238 (.062 in. thick) 


H20AI59 

H20AI59 

Screw for Cat. H20A388 or HI7A238 (10-30) 


58X364 

58X364 

Lockwasher^or Cat. H20AI59 


H20A382 

H20A382 

Bracket for lamp receptacle 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 


- 

H20A28I 

Top pi ate for inner 1iner 


105136 

105136 

Screw fastening inner liner cover or top plate to 
inner liner (10-32) 


200384 

200384 

Nut for Cat. 105136 


H20A380 

H20A380 

Washer for Cat. 105136 


H20A282 

H20A282 

Bracket for ice tray separator release 


9IX64B 

91X648 

Screw for Cat. H20A282 (No. 8) 

59 

HI7A26I 

HI7A275 

Shelf, top, right-hand 

60 

HI7A262 

HI7A276 

Shelf, top, left-hand 

61 

HI7A263 

HI7A277 

Sliding shelf, right-hand, second from bottom 

62 

H 1 7A264 

HI7A278 

Sliding shelf, left-hand, second from bottom 

63 

HI7A265 

HI7A279 

Sliding shelf, right-hand, first from bottom 

64 

HI7A266 

HI7A280 

Sliding shelf, left-hand, first from bottom 


HI7A299 

H17A299 

Stop for Shelf, RH 


HI7A300 

HI7A300 

Stop for Shelf, LH 

65 

HI7A267 

HI7A267 

Shelf, center, first and second from bottom 

66 

HI7A268 

HI7A268 

Shelf, center, bottom 

67 

HI7A288 

HI7A28I 

Shelf, bottom, right or left 


78X719 

78X719 

Lamp receptacle 


HI9A29 

HI9A29 

Lamp guard 


H20A49 

H20A49 

Screw for Cat. HI9A29 (No. 8) 


H20A406 

H20A406 

Connector with insulation for leads 


H20A265 

H20A265 

Heater for mull ion (32 volts) 


H20A266 

H20A266 

Heater for mull ion (65 volts) 


H20A267 

H20A267 

Heater for mull ion (l|5 volts) 


H20A268 

H20A268 

Heater for mull ion (230 volts) 


H20A379 

H20A379 

Spring clip for mull ion heater 

68 

H3IA44 

H31A44 

Cold Storage Compartment 

69 

H3IA45 

H3IA45 

Cover for Cold Storage Compartment 


H3IA46 

H3IA46 

Rack for Cold Storage Compartment 

70 

H30AI26 

H30AI26 

VEGETABLE DRAWER WITH VENTILATOR AND FRONT PANEL 

70 

H30A95 

H30A95 

Front panel for vegetable drawer 


h 12X2 

h 12X2 

Screw for Cat. H30A95 (10-30) 


H20A398 

H20A398 

White fiber washer for Cat. HI2X2 (7/16 in. O.D,) 


H20A399 

H20A399 

Black fiber washer for Cat. H12X2 (9/16 in. O.D.) 


H30A96 

H30A96 

Ventilator slide 


H30A97 

H30A97 

Cam for venti1ator slide 


hi 2X2 

H 12X2 

Screw for Cat. H30A97 (10-30) 


H20A398 

H20A398 

White fiber washer for Cat. HI2X2 

71 

H30AI27 

H30AI27 

Pan, only, for vegetaole drawer 

72 

H30AI28 

H30A128 

Frame for vegetable drawer cover 

73 

H30AI29 

H30A129 

Glass Cover for vegetable drawer 

74 

H20A408 

H20A408 

Support for vegetable drawer 

75 

H20A384 

H20A384 

Rubber base for Cat. H20A408 


H5X20 

H5X20 

Cabinet insulation (Kimsul, 18' roll) 


Earl/ production PB12A and PBI2-40A Cabinets did not have a small bottom shelt at each side next to the vegetable drawers. Cat. No. HL7A288 Shelf, used on later 
production, will not fit these early models and we have therefore made up a special shelf for them. It is covered by Cat. No. HI7A297- 
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NOTE 


The following 1941 Cabinets will 
be found in 1940 Cabinet Section. 


LB3B, LB3C 
B3B, B3C 
BY4B, BY4C 


GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 



Mo. 

Cat. Mo. 

Descript ion 


H20A4II 

Back plate for outer case 


HI3A227 

Gasket for back plate Cat. H20A4II 


87X736 

Screw fastening back plate to outer case or for 
refrigerant line sealing plate (Ho. 8) 


80X132 

Washer for Cat. 87X736 


98X582 

Screw fastening condenser to outer case, upper (No. 10) 


165736 

Washer for Cat. 98X582 


H20A530 

Spacer between condenser and outer case 


H20A243 

Rubber spacer for back of condenser 


H20A62 

Screw for rubber spacer 


80X132 

Washer for Cat. H20A62 


68X170 

Cap screw fastening condenser to outer case, lower 
(5/16 in.-l8) 


71X272 

Screw fastening refrigerating machine to angle support 
(5/16 in.-18) 


177811 

Nut for Cat. 68X170 or 71X272 


HI8A22 

Washer for Cat. 68X170 or 71X272 

1 

H7A307 

LOWER DOOR PANEL (RH CABINET) 


H7A308 

LOWER DOOR PANEL (LH CABINET) 


H20A242 

Rubber button spacer for lower door panel 

2 

H20A4I3 

Catch for lower door panel 


91X648 

Screw for Cat. H20A4I3 (No. 8) 


58X310 

Washer for Cat. 91X648 

3 

H20A4I2 

Bushing for lower door panel 

4 

- 

D0DR FOR CABINET 

4 

H7A397 

Outer door panel (RH cabinet) 


H7A398 

Outer door panel (LH cabinet) 

5 

HI0AI92 

Door strip, top 

5 

HI0AI93 

Door strip, bottom 

5 

HI0AI94 

Door strip, hinge side (RH cabinet) 

5 

HI0AI95 

Door strip, hinge side (LH cabinet) 

5 

HI0AI96 

Door strip, latch side (RH cabinet) 

5 

HI0AI97 

Door strip, latch side (LH cabinet) 


HI5AI03 

Escutcheon for latch bolt 


H20A53I 

Screw for Cat. HI5AI03 (4-48) 

6 

HI8AI93 

Bezel fastening door strip to outer door panel, top 

6 

HI8AI94 

Bezel fastening door strip to outer door panel, bottom 


Mo. 

Cat. Mo. 

Descript ion 

6 

HI8AI95 

Bezel fastening door strip to outer door panel, 
latch side, upper 

6 

H18A196 

Bezel fastening door strip to outer door panel, 
latch side, lower 

6 

HI8AI97 

Bezel fastening door strip to outer door panel, 
hinge side, (RH cabinet) 

6 

HI8AI98 

Bezel fastening door strip to outer door panel, 
hinge side, (LH cabinet) 

7 

HI8AI99 

Bezel fastening door strip to inner door panel, side 

7 

HI8A200 

Bezel fastening door strip to inner door panel, top 
bottom 


H9A40 

Door corner, straight, top 


H9A4I 

Door corner, curved, top 


H9A4£ 

Door corner, straight, bottom 


H9A43 

Door corner, curved, bottom 


H20A531 

Screw fastening Cat. H9A4I or H9A43 to outer door 
panel (4-48) 


98X583 

Screw fastening Cat. H9A40 or H9A42 to inner door 
panel (4-40) 


179789 

Washer for Cat. 98X583 


87X736 

Screw fastening inner door panel to brace (No. 8) 


H20A532 

Spacer between inner door panel and brace 

8 

H7A399 

Inner door panel 

9 

HI5A80 

Latch with spring and gasket fRH door) 


HI5A8I 

Latch with spring and gasket (LH door) 

10 

HI5A82 

Coi1 spring for 1atch 


W3A232 

Gasket between latch and outer door panel 

1 1 

HI5A83 

Nut for latch and handle 


H20AI 17 

Washer for Cat. HI5A83 


H20A4I7 

Screw fastening latch to outer door panel (10-32) 

12 

HI6A86 

Anchor plate with pin for bottom hinge (RH door) 

12 

H16A87 

Anchor plate with pin for bottom hinge (LH door) 

13 

H20A533 

Rubber washer for anchor plate pin 


H20A418 

Screw fastening anchor plate to outer door panel(10-32) 


HI7A166 

Washer for Cat. H20A4I8 


H20A534 

Fiber washer for anchor plate pin 

14 

NP66086A 

Nameplate 
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GENERAL -ELECTRIC COMPANY 


A P P L I A N CE AND MERCHANDISE DEPARTMENT 


LB4-40C, LB4C, LB4D, LB4E (Cont.) 


Ref. 

No. 

Cat. No. 

Description 

Ref. 

So. 

— 

Cat. So. 

Description 

14 

NP66086B 

Cl ip for nameplate 

32 

HI3A237 

Door gasket (LH cabinet) 


H20A6 

Screw for nameplate clip (4-48) 

33 

H20A425 

Retainer for gasket, top 

15 

HI5A62 

Latch handle without escutcheon 

33 

H20A426 

Retainer for gasket, left side 

16 

HI5A67 

Escutcheon for Latch Handle (except LB4D) 33 

H20A427 

Retainer for gasket, right side 

16 

HI5A85 

Escutcheon for Latch handle (LB4D) 

33 

H20A428 

Retainer for gasket, bottom 

17 

HI3A149 

Gasket between latch handle and outer door panel 34 

HI8A20I 

Bezel fastening door jamb strip to inner liner, top or 

18 

HI6ABB 

Hinge, top 



bottom 


H20A637 

Shim for top hinge 

35 

HI8A202 

Bezel fastening door jamb strip to Inner liner, hinge 


128619 

Screw fastening top hinge to outer door panel (10-32) 


side 


K20A4I9 

Nut for screw fastening top hinge to outer case 36 i 

HI8A203 ; 

Bezel fastening door jamb strip to inner liner, latch 


66X896 

Lockwasher for Cat. H20A4I9 



aide 

19 

HI6A89 

Hinge, bottom, without anchor plate or pin i RH cabinet) 37 

H9A44 

Door jamb corner, top 

19 

HI6A90 

Hinge, bottom, without anchor plate or pin iLH cabinet) 38 

H9A45 

Door jamb corner, bottom (except LB4D) 

20 

HI6A9I 

Door stop thimble (RH cabinet) 

38 

H9A42 

Door jamb corner, bottom (LB4D) 

20 

HI6A92 

Door stop thimble (LH cabinet) 

39 

98X583 

Screw for door jamb corner 


HI3A260 

Gasket for door stop thimble 


I797B9 

Washer for Cat. 90X583 


98X584 

Screw fastening bottom hinge and door stop thimble to 40 

H3A151 

INNER LINER WITH SHELF SUPPORTS 



outer case (10-32) 

41 

HI7A89 

Shelf support 

21 

HI6A93 

Door stop spring 


HI2A2 

Screw for shelf support (1/4 in.-20) 

22 

HI6A94 

Door stop link 


H20A629 

Screw fastening evaporator to inner liner (10-32) 


H20A535 

Screw fastening door stop link to bottom o* door 

H20A430 

Fiber washer for Cat. H20A429 



(1/6 in.-20) 


H20A537 

Back plate for inner liner 


H20A536 

Cupped washer for Cat. H20A535 


92X531 

Screw fastening back plate to inner liner (No. 8) 


66X896 

Lockwasher for Cat. H20A535 


179789 

Washer for Cat. 92X531 

23 

HI4A23 

Strike for latch bolt 


H20A432 

Bracket for tray lifter 

24 

HI4A24 

Nut for strike 


91X648 

Screw for Cat. H20A632 (No. 8) 

25 

HI4A25 

Lockwasher for strike 

42 

HI7A290 

Shelf, top (except LB4D) 

26 

H14A26 

Support for strike 

42 

HI7A383 

Shelf, top (LB6D) 


H20A42I 

Screw for Cat. HI6A26 (10-32) 

43 

HL7A29I 

Shelf, middle or bottom (except LB4D) 


58X310 

Lockwasher for Cat. H20A42I 

43 

HI7A386 

Shelf, middle or bottom (LB4DJ 

27 

IGA2IHII 

Door switch 


78X913 

Lamp receptacle 

28 

HI0AI98 

Door jamb strip, top 


H20A406 

Connector with insulation for leads 

29 

HI0AI99 

Door jamb strip, bottom 

44 

H20A433 

Bridge connecting inner liner to outer case, top 

30 

HIOA200 

Door jamb strip, latch side (RH cabinet] 

1 65 

H20A434 

Bridge connecting inner liner to outer case, bottom 

30 

HI0A20I 

Door jamb strip, latch side (LH cabinet] 

1 

87X736 

Screw fastening bridge to inner liner or to outer 

31 

HI0A202 

Door jamb strip, hinge side (RH cabinet] 

1 


case (No. 8) 

31 

KI0A2O3 

Door jamb strip, hinge side (LH cabinet] 

1 

80X132 

Wssher for Cat. 87X736 

32 

HI3A233 

Door gasket (RH cabinet) 


H5X20 

Cabinet insulation (Kimsul, 18' roll) 
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Cat. No. 

| Description Quern.| 

Cat. No. 

A5R23 

Freezing tray 

■ 

A2IRI66 

A2IR229 

Tray lifter 

■ 

A2IRI67 

A2IR87 

Thermometer, case, and clip 

Thermometer only 

■ 

A2IRI34 ; 

A2IRI28 

■ 

A2IR135 

HP75762A 

Case for thermometer 

■ 

58X369 

A2IR129 

Clip for thermometer 

■ 

A20RII 

A21R88 

Water bottle 

■ 

HP8I609A 

A2IRI27 

Cap for water bottle 

■ 

HP8I609B 


Air f I Iter 

Perforated container for air filter 
End cap for air filter, right-hand side 
End cap for air filter, left-hand side 
Screw for nameplate clip (Ho. 4) 
Activated carbon for air filter 
Nameplate for air filter 
Clip for nameplate 


Cabinet Parts 


*The GF-IIA Machines Do Hot Have A Control Light When Used In These Cabinets. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND HERCHANGISE DEPART M E N T 


BH5-41A, BH5-41B (Cont.) 


Ref. 

Mo. 

Cat. Mo. 

Description 

14 

H9A3I 

Door corner 


H7A2I8 

Inner door panel 

15 

HI5A63 

Latch with gasket and nut 

16 

HI5A64 

Spring for latch 

17 

HI5A65 

Nut for latch and handle 

18 

HI5A66 

Gasket between latch and outer door panel 


H20A38I 

Screw fastening latch to door strip (No. 8) 

19 

NP80I96 

"Deluxe" nameplate 


58X370 

Fastener for NP80I96 


K20A385 

Hasher for NP80I96 

20 

HI5A74 

Latch handle without escutcheon 

21 

HI5A75 

Escutcheon for latch handle 

22 

HI3A223 

Gasket between latch handle and outer door panel 


91X648 

Screw fastening latch handle to outer door panel (No. 8) 

23 

HI6A55 

Upper hinge for RH door or lower hinge for LH door, 
without cover 

24 

HI6A56 

Lower hinge for RH door or upper hinge for LH door, 
without cover 


HI6A57 

Spacer tube for hinge 

25 

HI6A52 

Cover for hinge 


128619 

Screw fastening hinge to door (10-32) 


167651 

Screw fastening hinge to cabinet (12-28) 

26 

HP8I73IA 

Nameplate 


NP8I73IB 

Cl ip for nameplate 


H20A6 

Screw for nameplate clip or thermometer clip (4-48) 

27 

HI4A22 

Strike for latch bolt 

28 

HI4A20 

Strike case 


H20A38J 

Screw for strike (No. 8) 


58X310 

Lockwasher for Cat. H20A38I 

29 

IGA2IH3 

Door switch 


HI3AI8I 

Gasket for door switch 


H12X2 

Screw for door switch (10-30) 


H20A406 

Connector with Insulation for leads 


HI0AI20 

Door Jamb strip, hinge side 

30 

HI0AI2I 

floor jamb strip, latch side 

31 

HI0AI22 

Door jamb strip, bottom 

32 

HI0AI23 

Door Jamb strip, top 

33 

H20A38I 

Screw for door Jamb strip (No. 8) 

34 

i! : Tv^M 

Door jamb corner 

35 


inner liner with shelf supports 

36 

HI7AI94 

Shelf support, headed 

37 

HI7AI95 

Shelf support, straight 


HI2A2 

Screw for Cat. HI7AI94 or HI7AI95 (1/4 In.-20) 


HI8A3 

Hasher for Cat. H17A194 

38 

H20A388 

Support for vegetable drawer 

39 

H20A393 

Shi. for Cat. H20A388 


Ref. 



Mo. 

Cat. Mo. 

Rescript ion 

40 

HI7A238 

Shelf support, single slot 

41 

H20A391 

Shi. for Cat. HI7A238 

42 

HI7AI97 

Shelf support, double slot 

43 

H20A389 

Shin for Cat. HI7AI97 


H20AI59 

Screw for Cat. H20A388, HI7A238, or HI7AI97 (10-30) 


Hi: 

Lockwasher for Cat. H20AI59 

44 


Shelf support, double slot, for lower shelf, front 

45 

IiK'! 

Bracket for vegetable drawer cover frame 


H20A396 

Screw for Cat. HI7A233 (10-30) 


H20A382 

Bracket for lamp receptacle 


91X648 

Screw for Cat. H20A362 (No. 8) 


H20AII0 

Rubber plug for inner liner cover 


IF 

Screw fastening inner liner cover to inner liner (10-32) 



Nut for Cat. 105136 


H20A380 

Hasher for Cat. 105136 

46 

H20A282 

Bracket for ice tray lifter 


91X648 

Screw for. Cat. H20A282 (No. 8) 


78X719 

Lamp receptacle 


H20A406 

Connector with insulation for leads 


HI7A240 

Shelf, small, side of evaporator (BH-5-41A) 


HI7A243 

Shelf, small, side of evaporator (BH-5-41B) 

47 

HI7A24I 

Sliding shelf with stops, upper (BH-5-4IA' 

i 

47 

HI7A244 

Sliding shelf with stops, upper (BH-5-4IB] 

i 

48 

HI7A242 

Sliding shelf with stops, lower (8H-5-4JA! 

i 

48 

HI7A245 

Sliding shelf with stops, lower (BH-5-4IB 



HI7A299 

Stop for sliding shelf, right-hand side 


HI7A300 

Stop for sliding shelf, left-hand side 


H20A248 

Rubber bumper for upper sliding shelf 


H20A397 

Rubber bumper for lower sliding shelf 

49 

H3IA47 

Cold storage tray 

50 

HI 176 

Trim for cold storage tray 

51 

H3IA48 

Cover for cold storage tray 


H3IA49 

Rack for cold storage tray 

52 

H30AI0I 

VEGETABLE DRAHER HITH FRONT PANEL AND VENTILATOR 

52 

H30AI02 

Front panel for vegetable drawer 


H30AI03 

Pen only for vegetable drawer 


H30A96 

Vent 1lator slide 


H30A97 

Cam for ventilator slide 


HI 2X2 

Screw for Cat. H30AI02 or H30A97 (10-30) 


H20A398 

Hasher for Cat. HI2X2 (7/16 in. O.D.) 


H20A399 

Washer for Cat. HI2X2 (9/16 in. O.D.) 

53 

H30AI04 

Frame for cover for vegetable drawer 

54 

H30AI05 

Cover for vegetable drawer 

55 

H20A400 

Support for vegetable drawer 

56 

H20A40I 

Rubber foot for Cat. H20A400 


H5X20 

Cabinet insulation (Kimaul, 18' roll) 
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GENERAL E L E C T R I C COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB6D, LB6E, LB6F 

FOR REFRIGERATING MACHINE PARTS REFER TO CJ-2A UNIT (FOR LB6D) AND CJ-2C OR CJ-2E UNIT (FOR LB6E AND LB6F) 


Accessories 


Quart. 

Cat. No. 

Description 

9 

*A5R31 

Freezing tray 

1 

•A20RI3 

Lifter for freezing tray 

1 

A4R3 

Chiller tray 


* Cat. A5R23 freezing tray and A2IR229 tray lifter were furnished with some 
cabinets. Use either set complete. Do not mix the trays and lifters. 
Model LB6F is equipped with 2 freezing trays, Cat. A5R23 or A5R3I. 


Cabinet Parts 



Ref. 

Cat 

. No. 


No. . 

LB6D 

LB6E.F 

Descript ion 

i 

H4A34 

H4A34 1 

TOP COVER FOR CA8INET 

2 

H I3AI54 

HI3A154 

Gasket for Cat. H4A34 


H20AI6I 

H20A16I 

Cl ip for top cover, front 


H20AI62 

H20AI62 

Clip for top cover, back 


H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 


91X648 ! 

91X648 

Screw for Cat. H20AI62 or refrigerant line sealing 
plate (No. 8) 


69X893 

69X893 

Screw fastening condenser to outer case {No. 10) 


H20A243 

H20A243 

Rubber spacer for back of condenser 


H20A62 

H2CA62 

Screw fastening spacer to condenser (No. 8) 


80X132 

80X132 

Washer for Cat. H20A62 

3 

H27A90 

- 

Front angle with front gliders for base 


- 

H27AI38 

Front angle for base 

3 

- 

A2R15 

G1ider, front 


- 

20X536 

Cap screw for Cat. A2RI5 (1/4 in.-20) 


- 

160980 

Washer for Cat. 20X536 


H27A9I 

H27A!39 

Back angle for base 

4 

A2R 13 

A2R 13 

G1 ider, back 


267234 

267234 

Cap screw fastening back angle to back glider 
(5/16 in.-18) 


17781 1 

177811 

Nut for Cat. 267234 # 


HI8AI8 

H 18A 18 

Washer for Cat. 267234 


6X737 

6X737 

Cap screw fastening condenser to base (5/16 in.-18) 


HI8A22 

HI8A22 

Washer for Cat. 6X737 


20X536 

20X536 

Cap screw fastening outer case to base (1/4 in.- 20) 


160980 

160980 

Washer for Cat. 20X536 


71X272 

71X272 

Screw fastening refrigerating machine to base 
(5/16 in.-18) 


177811 

17781 1 

Nut for Cat. 71X272 


91X649 

91X649 

Washer for Cat. 71X272 

5 

H7A222 

H7A222 

LOWER DOOR PANEL 

6 

H2GA24I 

H20A241 

Spring clip for lower door panel 


105113 

1051 13 

Screw for Cat. H20A2NI (10-32) 


200384 

200384 

Nut for Cat. 1051 13 


Ref. 

Cat. 

No. 


No. 

LB6D 

LB6E,F ; 

Description 


165736 i 

165736 

Washer for Cat. 105113 


H20A242 

H20A242 

Rubber button spacer for lower door panel 

7 

H20AI8I 

H20AI8I 

Support for lower door panel 


H20A49 

H20A49 

Screw for Cat. H20AI81 (No. 8) 


H20A240 

H20A240 

Washer for Cat. H20A49 

8 

H20A239 

H20A239 

Catch for spring clip Cat. H20A24I 


91X648 

91X648 

Screw for Cat. H20A239 (No. 8) 

9 

- 

- 

DOOR FOR CABINET 

9 | 

H7A322 

H7A322 

Outer door panel (right-hand cabinet) 


H7A323 

H7A323 

Outer door panel (left-hand cabinet) 

10 

H13AI47 

H13AI47 

Door gasket 


HI0A89 

HI0A89 

Door strip, hinge side 

1 1 

HI0A9I ! 

HI0A9I 

Door strip, top or bottom 

12 

HI0A90 j 

HI0A90 

Door strip, latch side, with escutcheon for 
latch bolt 

13 

HI5A4I 1 

H15A4I 

Escutcheon for latch bolt 

14 

©H20A381 ! 

©H20A38I 

Screw for door strip (No. 8) 

14 

©11X339 j 

©11X339 

Screw for door strip (10-30) 

15 

H9A25 

H9A25 

Door corner 


H7AI06 

H7AI06 

Inner door panel 

16 

HI5A43 

HI5A43 

Latch with gasket, nut, and lockwasher 

17 

HI5A44 

HI5A44 

Spr ing for 1atch 

18 

HI5A45 

HI5A45 

Nut for latch and handle 

19 

HI3AI48 

HI3AI48 

Gasket between latch and outer door panel 

20 

H20AI17 

H20AI 17 

Lockwasher for Cat. HI5A45 

21 

92X882 

92X882 

Screw fastening latch to door strip, stainless 
steel (No. 10) 


H20A6 

H20A6 

Screw for nameplate clip (4-48) 

22 

HI5A50 

HI5A50 

Latch handle without escutcheon 

23 

HI5A31 

H15A3I 

Escutcheon for latch handle 

24 

HI3AI04 

HI3A104 

Gasket between latch handle and door panel 

25 

- 

**HI6A37 

Hinge without «cover 

26 

- 

"HI6A39 

Hinge without cover 

27 

- 

I6A49 

Hinge without cover 

28 

H16A7I 

**HI6A7I 

Hinge without middle cover 

29 

HI6A74 

HI6A74 

End cover for HI6A7I, top, R.H. cabinet or 
bottom, L.H. cabinet 

30 

HI6A75 

H16A75 

End cover for HI6A71, bottom, R.H. cabinet or 
top, L.H. cabinet 

31 

HI6A38 

HI6A38 

Middle cover for hinge, Cat. H16A37, HI6A39 or 
HISA7I 

32 

- 

HI6A50 

Middle cover for hinge Cat. HI6A49 


H20A47 

; H20A47 

Screw fastening hinge to door (12-28) 


H20A386 

| H20A386 

Screw fastening hinge to cabinet (12-28) 

33 

NP67860A 

NP67860A 

Nameplate 

33 

NP67860B 

NP678608 

Clip for nameplate 

34 

HI4A22 

HI4A22 

Strike for latch bolt 

35 

HI4A20 

HI4A20 

Strike case 


92X882 

92X882 

Screw for strike, stainless steel (No. 10) 


58X310 

58X310 

Lockwasher for Cat. 92X882 

36 

IGA2IH3 

f IGA2IHI2 

Door switch 


H 1 3A 1 8 1 

fH13A241 

Gasket for door switch 


H 12X2 

t 

Screw for door switch (10-30) 

37 

HI0A94 

HI0A94 

Door jamb strip, latch side 

38 

HI0A95 

HI0A95 

Door jamb strip, bottom 

39 

HI0A115 

fH 10A 163 

Door jamb strip, top 


HI0AI16 

H10AI 16 

Door jamb strip, hinge side 

40 

©H20A38I 

©H20A38I 

Screw for door jamb strip (No. 8) 

40 

©11X339 

®l1X339 

Screw for door jamb strip (10-30) 

41 

H9A26 

H9A26 

Door jamb corner 

42 

H3A124 

H3AI24 

INNER LINER WITH SHELF SUPPORTS 

43 

HI7A89 

HI7A89 

Shelf support, straight (1/2 in. long) 


HI2A2 

HI2A2 

Screw for shelf support (l/4 in.-20) 


H20A382 

H20A382 

Bracket for lamp receptacle 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 


H20AI 10 

H20AI 10 

Rubber plug for inner liner cover 


105136 

105136 

Screw fastening inner liner cover to inner 
liner (10-32) 


200384 

200384 

Nut for Cat. 105136 


H20A380 

H20A380 

Washer for Cat. 105136 


H20A255 

H20A255 

Fiber washer for Cat. 105136 

44 

H20A282 

H20A282 

Bracket for freezing tray lifter 


91X648 

91X648 

Screw for Cat. H20A282 (No. 8) 

45 

HI7AI14 

HI7AI 14 

Shelf, large, top 

46 

H17AII5 

HI7AI 15 

Shelf, large, middle, or bottom 


78X719 

78X719 

Lamp receptacle 


H20A406 

H20A406 

Connector with insulation for wires 


H5X20 

H5X20 

Cabinet insulation (Kimsul, 18' roll) 


a A few of these cabinets used Cat. 11X339 door and door jamb strip screws (10-30), in place of Cat. H20A38I screws (No. 8, self tapping). 

** Cat. HI6A71 Hinge is standard on these cabinets, but some cabinets were produced using the other hinges shown. Refer to pictures to determine hinge 


to use. 

t A few LB6E and LB6F cabinets did not use these parts. They used the corresponding LB6D parts. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB6-41A, LB6-41D 

FOR REFRIGERATING MACHINE PARTS REFER TO CJ-2B OR CJ-2D UNITS 

Accessories 


Quan. 

Cat. So. 

Descript ion 

4 

*A5R23 

Freezing tray 

1 

A2IR229 | 

Tray 1 ifter 

1 

A4R 11 

Chiller tray 


Model LB6-4ID is equipped with 2 Cat. A5R23 freezing trays. 

Cabinet Parts 



Kef. 

So. 

Cat. So. 

Description 

1 

H4A6C 

TOP COVER FOR CA81 NET 

2 

HI3A240 

Gasket for top cover 


H20AI6I 

Clip for top cover, front 


H20AI62 

Cl ip for top cover, back 


H20A86 

Screw for Cat. H20AI6I (10-30) 


91X648 

Screw for Cat. H20AI62 or refrigerant line sealing plate 



(No. 8) 


58X374 

Screw fastening condenser to outer case (No. 10) 


165736 

Washer for Cat. 58X374 


H20A243 

Rubber spacer for back of condenser 


H20A62 

Screw for rubber spacer (No. 8) 


80X132 

Washer for Cat. H20A62 

3 

H27AI28 

8ASE 


91X208 

Cap screw fastening condenser to base (5/16 in.-18) 


177811 

Nut for Cat. 91X208 


HI8A22 

Washer for Cat. 91X208 (7/8 in. O.D.) 


HI8AI8 

Washer for Cat. 91X208 (5/8 in. 0.0.) 


20X536 

Cap screw fastening outer.case to base (1/4 in.-20) 


160980 

Washer for Cat. 20X536 


71X272 

Screw fastening refrigerating machine to base 



(5/16 in.-18) 


177811 

Nut for Cat. 71X272 


91X649 

Washer for Cat. 71X272 

4 

II7A33I 

LOWER DOOR PANEL 


Ref. 

So. 

Cat. So. 

Rescript ion 

5 

H20A24I 

Spring clip for lower door panel 


58X375 

Screw for Cat. H20A24I (No. 8) 


165736 

Washer for Cat. 58X375 


H20A459 

Rubber button spacer for lower door panel 

6 

H20AI8I 

Support for lower door panel 


58X376 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. 58X376 

7 

H20A239 

Catch for spring clip Cat. H20A241 


91X648 

Screw for Cat. H20A239 (No. 8) 

8 

- 

DOOR FOR CA8IHET 

8 

H7A332 

Outer door panel (right-hand cabinet) 


H7A333 

Outer door panel (left-hand cabinet) 

9 

HI3AI47 ' 

Door gasket 


HI0A89 

Door strip, hinge side 

[0 

HI0A9I 

Door strip, top or bottom 

1 1 

HI0AI43 

Door strip, latch side, with escutcheon for latch bolt 

12 

HI5A4I 

Escutcheon for latch bolt 

i 3 

H20A38I 

Screw for door strip (No. 8) 

14 

H9A25 

Door corner 


H7AI06 

inner door panel 

15 

HI5A73 

Latch with gasket and nut 

16 

HI5A44 

Spring for latch 

17 

HI5A45 

Nut for latch and handle 

18 

HI3AI48 

Gasket between latch and outer door panel 


H20AI 17 

Lockwasher for Cat. HI5A45 


H20A38I 

Screw fastening latch to door strip (No. 8) 

19 

HI5A62 

Latch handle without escutcheon 

20 

H15A85 

Escutcheon for latch handle 

21 

HI3AI49 

Gasket between latch handle and outer door panel 

22 

HI6A71 

Hinge without cover 

23 

HI6A74 

End cap for hinge, top RH cabinet or bottom LH 
cabinet 

24 

HI6A75 

End cap for hinge, bottom RH cabinet or top LH 
cabinet 

25 

HI6A38 

Cover for hinge 


H20A47 

Screw fastening hinge to door (12-28) 


H20A386 

Screw fastening hinge to cabinet (12-28) 

26 

NP74779A ; 

Nameplate 

26 

NP74779B 

Cl ip for nameplate 


H20A6 

Screw for nameplate clip (4-48) 

27 

HI4A22 ! 

Strike for latch bolt 

28 

HI4A20 

Strike case 


H20A38I 

Screw for striks (No. 8) 


58X310 

Lockwasher for Cat. H20A38I 

29 

IGA2IHI2 

Door switch 


HI3A24I 

Gasket for door switch 

30 

HI0A94 

Door jamb strip, latch side 

3 i 

HI0A95 

Door jamb strip, bottom 

32 

HI0AI63 

Door jamb strip, top 


HI0AI 16 

Door jamb strip, hinge side 

33 

H20A38I ; 

Screw for door jamb strip (No. 8) 

34 

H9A26 

Door jamb corner 


H20A46I 

Rubber bumper for Evaporator Door 

35 

H3AI38 

INNER LINER WITH SHELF SUPPORTS 

36 

HI7A89 

Shelf support, straight (l/2 in. long) 

37 

HI7AI22 

Shelf support, straight (3/4 in. long) 


HI2AZ 

Screw for shelf support (l/4 in.-20) 


H20A382 

8racket for lamp receptacle 


91X648 

Screw for Cat. H20A382 (No. 8) 


58X386 

Nut for Cat. 91X648 


H20AI 10 

Rubber plug for inner liner cover 


58X376 

Screw fastening inner liner cover to inner liner, 


% 

L.H. side (No. 8) 


H20A38I 

Screw fastening inner liner cover to inner liner, 

R.H. side (No. 8) 


58X385 

Nut for Cat. H20A38I 


H20A282 

8racket for ice tray lifter 


91X648 

Screw for Cat. H20A282 (No. 8) 


58X386 

Nut for Cat. 91X648 


78X719 

Lamp receptacle 


H20A406 

Connector with insulation for leads 

38 

HI7A3I9 

Shelf, top 

39 

H17A320 

Shelf, middle or bottom 


H5X20 

Cabinet insulation (Kimsul, 18' roll) 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 




Cat. 

So. 

LBX6-UA.B 


H4A60 

H4A6I 

HI3A240 

HI3A242 

H A16 i 

H20A16I 

H20AI62 

H20AI62 

H20A86 

H20A86 

91X648 

91X648 

58X374 

58X374 

165736 

165736 

150279 

- 

H20A243 

H20A243 

H20A62 

H20A62 

80X132 

80X132 

H 27 A150 

H27AI29 

91X208 

91X208 

177811 

1778II 

HI8A22 

HIBA22 

HISA 18 

HI8AI8 

20X536 

20X536 

160980 

160980 

71X272 

71X272 

177811 

177811 

91X649 

91X649 . 

- 

H27A130 

- 

65X229 

- 

H17A89 

H7A33I 

H7A334 

H20A24I 

H20A24I 

58X375 

58X375 


Description _ 


TOP COVER FOR CABINET 
Gasket for top cover 
Clip for top cover, front 
Clip for top cover, back 
Screw for Cat. H20AI6I (10-30) 

Screw for Cat. H20AI62 or refrigerant line 
sealing pi ate (No. 8) 

Screw fastening condenser to outer case (No.10) 
Washer for Cat. 58X374 (5/8 in. O.D.) 

Washer for Cat. 58X374 (13/32 in. O.D.) 

Rubber spacer for back of condenser 
Screw for rubber spacer (No. 8) 

Washer for Cat. H20A62 
BASE 

Cap screw fastening condenser to base (5/16 in.-18) 

Nut for Cat. 91X208 

Washer for Cat. 9iX208 (7/8 in. O.D.) 

washer for Cat. 91X208 (5/8 in. O.D.) 

Cap screw fastening outer case to base {1/4 in.-20) 
Washer for Cat. 20X536 

Screw fastening refrigerating machine to base 
(5/16 in.-18) 

Nut for Cat. 71X272 
Washer for Cat. 71X272 
Skirt for base 

Screw fastening skirt to base (1/4 in.-20) 

Nut for Cat. 65X229 

LOWER DOOR PANEL 

Spring clip for lower door panel 

Screw for Cat. H20A24I (No. 8) 


Descript ion 


Washer for Cat. 58X375 

Rubber button spacer for lower door panel 
Support for lower door panel 
Screw for Cat. H20AI8I (No. B) 

Washer for Cat. 58X376 

Catch for spring clip Cat. H20A24I 

Screw for Cat. H20A239 (No. 8) 

DOOR FOR CABINET 

Outer door panel (right-hand cabinet) 

Outer door panel (left-hand cabinet) 

Door gasket 

Door strip, hinge side 
Door strip, top or bottom 
Door strip, latch side, with escutcheon for 
latch bolt 

Escutcheon for latch bolt 
Screw for door strip (No. B) 

Door corner 
Inner door panel 
Latch with gasket and nut 
Spring for latch 
Nut for latch and handle 
Gasket between latch and outer door panel 
Washer between latch and outer door panel 
Lockwasher for Cat. HI5A45 
Screw fastening latch to door strip (No. T) 
Latch handle with push plate and spring 
Back plate for latch handle, R.H. cabinet 
Back plate for latch handle, L.H. cabinet 
Pin fastening latch handle to back plate 

















GENERAL ELECTRIC C 0 M P A N Y 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LBX6-41A, LBX6-41B, JB6-41A (Cont.) 


Ref 

No. 

Cat. 

No. 


f_Cat,. 

So. 

Descript ion 

LBX6-&IA, B 

JBG-A1A 

Description No. 

lAMBfliil 


25 

- 

HI5A90 

Escutcheon for latch handle,. R.H. cabinet 

H20A465 

H20A465 

Screw for slide ( 10-30) 

25 

- 

HI5A9I 

Escutcheon for latch handle, L.H. cabinet 49 

H20A466 

H20A466 

Spacer for slide 

26 

- 

H13A243 

Gasket between back plate for latch handle and 50 

H20A467 

H20A467 

Shim for Cat. H20A466 (.031 in. thick) 




outer door panel 50 

H20A468 

H20A468 

Shim for Cat. H20AN66 (.062 in. thick) 


- 

58X376 

Screw fastening back plate for latch handle to 

HI IA20I 

H1IA20I 

Tapping strip for Cat. H20A465 




outer door panel 

11X339 

11X339 

Screw fastening Cat. HIIA20I to inner liner, 


HI5A62 

- 

Latch handle without escutcheon 



side (10-30) 


H15A85 

- 

Escutcheon for latch handle 

179789 

179789 

Washer for Cat. 11X339 


HI3AI49 

- 

Gasket between latch handle and outer door panel 

H20A469 

H20A469 

Brace for inner 1iner 

27 

- 

HI6A72 

Hinge without cover 

1 1X339 

11X339 

Screw fastening brace to inner liner (10-30) 

28 

_ 

HI6A73 

Cover for hinge 

H20A380 

H20A380 

Washer for Cat. 11X339 

29 

HI6A7I 

- 

Hinge without cover 

H20A382 

H20A382 

■Bracket for lamp receptacle 

30 

HI6A74 

- 

End cap for hinge, top, RH cabinet or bottom. 

91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 




LH cabinet 

58X386 

58X386 

Nut for Cat. 91X648 

31 

HI6A75 

- 

End cap for hinge, bottom RH cabinet or top 

H20AI10 

H20AI 10 

Rubber plug for inner liner cover 




LH cabinet 

H20A470 

H20A470 

Metal plug for inner liner cover 

32 

HI6A38 

- 

Cover for hinge 

58X376 

58X376 

Screw fastening inner liner cover to inner liner, 


- 

128619 

Screw fastening hinge to door (10-32) 



L.H. side (No. 8) 


H20A47 

- 

Screw fastening hinge to door (12-28) 

H20A38I 

H20A38I 

Screw fastening inner liner cover to inner liner, 


H20A386 

167651 

Screw fastening hinge to cabinet (12-28) 



R.H. side (No. 8) 

33 

NP74779A 

NP74779A 

Namep1 ate 

58X385 

58X385 

Nut for Cat. H20A38I 

33 

NP74779B 

HP74779B 

Clip for nameplate 

78X719 

78X719 

Lamp receptacle 


H20A6 

H20A6 

Screw for nameplate clip (4-48) 

H20A406 

H20A406 

Connector with insulation for leads 

34 

HI4A22 

H14A22 

Strike for latch bolt 51 

HI7A322 

H17A322 

Shelf, top 

35 

HI4A20 

H14A20 

Strike case 52 

HI7A320 

HI7A320 

Shelf, middle 


H20A38I 

H20A38I 

Screw for strike (No. 8) 53 

HI7A323 

HI7A323 

Shelf, bottom 


58X310 

58X310 

Lockwasher for Cat. H20A38I 54 

HI7A324 

HI7A324 

Hanger for top shelf 

36 

IGA2IHI2 

IGA2IHI2 

Door switch 

HI7A325 

HI7A325 

Adjusting plate for top shelf hanger 


HI3A24I 

HI3A24I 

Gasket for door switch 

H20A471 

H20A47I 

Screw fastening hanger to evaporator (6-32) 

37 

HI0A94 

HI0A94 

Door jamb strip, latch side 

58X382 

58X382 

Nut for Cat, H20A47I 

38 

HI0A95 

HI0A95 

Door jamb strip, bottom 

58X379 

58X379 

Washer for Cat. H20A47I 

39 

H 10A163 

HI0AI63 

Door jamb strip, top 55 

A4R12 

A4R12 

Cold storage tray with trim 


HI0AI 16 

HI0AI 16 

Door jamb strip, hinge side 56 

HI8AI77 

HI8AI77 

Trim for cold storage tray 

40 

H20A381 

H20A38I 

Screw for door Jamb strip (Ho. 8) 

H20A472 

H20A472 

Trim piug 

41 

H9A26 

H9A26 

Door jamb corner 57 

A4RI3 

A4RI3 

Cover for cold storage tray 


H20A46I 

H20A46I 

Rubber bumper for Evaporator Door 

H20A473 

H20A473 

Rack for cold storage tray 

42 

H3A139 

H3AI39 

INNER LINER WITH SHELF SUPPORTS 58 

H30AI39 

H30AI39 

VEGETABLE DRAWER W-ITH TRIM 

43 

HI7A89 

HI7A89 

Shelf support, straight (1/2 in. long) 5B 

H30AI40 

H30AI40 

Pan only for vegetable drawer 

44 

HI7A122 

H17AI22 

Shelf support, straight (3/4 in. long) 59 

HISA 178 

HI8AI78 

Trim for vegetable drawer 

45 

HI7A90 

HI7A90 

Shelf support, headed (1/2 in. long) 

58X384 

58X384 

Screw fastening trim to vegetable drawer 


HI2A2 

HI2A2 

Screw for shelf support (1/4 in.-20) 

91X49 i 

91X49 

Hut for Cat. 58X384 


H20A464 

H20A464 

Washer for Cat. HI2A2 

675 ; 

675 

Washer for Cat. 58X384 

46 

H20A388 

H20A388 

Support for vegetable drawer 60 

NP85214A 

NP852I4A 

Nameplate for vegetable drawer 

47 

H20A393 

H20A393 

Shim for Cat. H20A388 (.031 in. thick) 61 

H30A99 1 

H30A99 

Frame for cover for vegetable drawer 

47 

H20A394 

H20A394 

Shim for Cat. H20A388 (.062 in. thick) 62 

H30AI00 i 

H30AIOO 

Cover for vegetable drawer 


H20A448 

H20A448 

Screw.for Cat. H20A388 (10-30) 63 

H20A474 i 

H20A474 

Support for vegetable drawer 


58X364 

58X364 

Lockwasher for Cat. H20A448 64 

H20A40I 

H20A40I 

Rubber foot for Cat. H20A474 

48 

HI7A32I 

HI7A32I 

Slide for cold storage tray 

H5X20 

H5X20 

Cabinet insulation (Kimsul, 18’ roll) 


Always Give Catalog Humber 
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GENERAL ELECTRIC COHPAN Y 


APPLIANCE 


AND 


MERCHAN OISE 


DEPARTMENT 


JB6-41B, JB6-41C, PJB6-41B, PJB6-41D 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2J UNIT 



Quan. 

! Cat. Ho. 

Descript ion 

4 


Freezing tray 

1 


Trav 1 ifter 


* Models JB6-4IC and PJB6-41D are equipped with 2 Cat. A5R23 freezing trays. 


Cabinet Parts 


Ref. 

No. 

Cat. 

NO. 

Descript ion 

Ref. 

No. 

Cat. 

No. 

Descript ion 

JB6-A1B,C 

PJB6-UB, D 

JB6-41B,C 

PJB6~A1B,D 

1 

H4A6I 

H4A62 

TOP COVER FOR CABINET 


160980 

160980 

Metal washer for Cat. 20X536 

2 

HI3A242 

HI3A245 

Gasket for top cover 


- 

H20A255 

Fiber washer for Cat. 20X536 


H20AI6I 

H20AI6I 

Clip for top cover, front 


71X272 

71X272 

Carriage bolt fastening refrigerating machine 


H20AI62 

H20AI62 

Clip for top cover, back 




to base (5/16 in.-18) 


- 

HI3AI65 

Gasket for Cat. H20AI62 


177811 

17781 1 

Nut for Cat. 71X272 


H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 


91X649 

91X649 

Washer for Cat. 71X272 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line 

6 

H27AI30 

H27AI30 

Skirt for base 




sealing plate (No. 8) 


65X229 

65X229 

Screw fastening skirt to base (l/4 in.-20) 



H20A485 

Washer for refrigerant line sealing plate 


HI7A89 

H17A89 

Nut for Cat. «5X229 

3 

- 

H2AI11 

OUTER CASE RIGHT-HAND CABINET 

7 

H3IAI13 

H3IAI 16 

STORAGE DRAWER WITH FRONT PANEL AND SLIDES 

3 

- 

H2AII2 

OUTER CASE LEFT-HAND CABINET 

7 

H7A337 

H7A34I | 

Front panel for storage drawer 


- 

HI8A134 

Trim for upper RH corner of outer case, front 

8 

H20A476 

H20A476 1 

Handle for storage drawer 

4 

- 

HI8AI35 

Trim for upper LH corner of outer case, front 


126915 

126915 

Screw fastening handle to storage drawer (8-32) 


- 

H20A486 

Rubber spacer for trim 


179789 

179789 

Washer for Cat. 126915 


- 

H20A168 

Washer for trim 

9 

- 

HI8AI79 

Trim with retainers for front panel of 


- 

58X326 

Nut fastening trim to outer case 




storage drawer 


58X374 

58X374 

Screw fastening condenser to outer case, 


_ 

H20A488 

Retainer for trim 




(Mo. 10) 


- 

58X387 

Mut for Cat. H20A488 


165736 

165736 

Washer for Cat. 58X374 (5/8 in. O.D.) 


H20A477 

H20A477 

Rubber bumper for front panel of storage drawer 


150279 

150279 

Washer for Cat. 58X374 (13/32 in. O.D.) 

10 

H3IA64 

H3IA64 

Storage drawer only 


H20A243 

H20A243 

Rubber spacer for back of condenser 


H20A478 

H20A478 

Drain plug for storage drawer 


H20A62 

H20A62 

Screw for rubber spacer (No. 8) 


H3IA65 

H3IA65 

Angle for storage drawer and front panel 


80X132 

80X132 

Washer for Cat. H20A62 


H20A479 

H20A479 

Screw fastening angle to storage drawer or to 

5 

H27AI29 

H27AI29 

BASE 




front panel (10-32) 


91X208 

91X208 

Cap screw fastening condenser to base 


HI8AI9 

! HI8AI9 

Fiber washer for Cat. H20A479 




(5/16 in.-18) 


j 165736 

165736 

Metal washer for Cat. H20A479 


i 177811 

1 177811 

Nut for Cat. 91X208 

It 

H3IA66 

H31A66 

Slide for storage drawer, RH side 


H18A22 

HI8A22 

Washer for Cat. 9JX208 (7/8 in. O.D.) 


H31A67 

H3IA67 

Slide for storage drawer, LH side 


H18 A18 

HI8AI8 

Washer for Cat. 91X208 (5/8 in. O.D.) 


H20A479 

H20A479 

Screw fastening si ide to storage drawer (10-32) 



H20A254 

Pad between base and cabinet 


165736 

165736 

Washer for Cat. H20A479 


20X536 

20X536 

Cap screw fastening outer case to base 

12 

H31A68 

H3IA68 

Channel with roller for storage drawer, RH side 




(1/4 in.-20) 


H31A69 

H3IA69 

Channel with roller for storage drawer, LH side 


ssued Apr 11 1941 


Household Cabinet Parts - Page 119 
















GENERAL ELECTRIC C 0 M P AN Y 


APPLIANCE AND MERCHANDISE DEPARTMENT 


JB6-41B, JB6-41C, PJB6-41B, PJB6-41D (Cont.) 


Ref. 

No. 

Cat. 

No. 

Descrip't ion 

Ref . 
No. 

Cat. 

. No. 

Description 

mama 

PJB6-UB.D 

\rnmrmi 



H3IA70 

H3IA70 

Spring stop for channel 

46 

H20A393 

H20A393 

Shim for Cat. H20A388 (.031 in. thick) 


20X536 

20X536 

Cap screw fastening channel to side of outer 

46 

H20A394 

H20A394 

Shim for Cat. H20A388 (.062 in. thick) 




case (1/4 in.-20) 

47 

HI7AI97 

HI7AI97 

Shelf support, double slot 


1X452 

1X452 

Hut for Cat. 20X536 

48 

H20A389 

H20A389 

Shim for Cat. HI7AI97 (.031 in. thick) 


H20A480 

H20A480 

Spacing washer between channel and outer case 

48 

H20A390 

H20A390 

Shim for Cat. HI7AI97 (.062 in. thick) 


30X562 

30X562 

Lockwasher for Cat. 1X452 


H20A448 

H20A448 

Screw for Cat. H20A388 or HI7AI97 (10-30) 

13 

- 

- 

DOOR FOR CABINET 


58X364 

58X364 

Lockwasher for Cat. H20A448 

13 

H7A335 

H7A407 

Outer door panel (right-hand cabinet) 

49 

H17A233 

H17A233 

Shelf support, double slot, for lower shelf, 


H7A336 

H7A408 

Outer door panel (left-hand cabinet) 




front 

14 

HI3AI47 

HI3AI47 

Door gasket 

50 

H 20 A3 95 

H20A395 

Bracket for vegetable drawer cover frame 


HI0A89 

HI0A89 

Door strip, hinge side 


H20A396 

H20A396 

Screw for Cat. HI7A233 (10-30) 

15 

HI0A9I 

HI0A9I 

Ooor strip, top or bottom 

5 i 

HI7A32I 

HI7A32I 

Slide for cold storage tray 

16 

HI0AI43 

H 10 A 143 

Door strip, latch side, with escutcheon for 


H20A465 

H20A465 

Screw for cold storage tray slide (10-30) 




latch bolt 

52 

H20A466 

H20A466 

Spacer for cold storage tray slide 

17 

HI5A4I 

HI5A4I 

Escutcheon for latch bolt 

53 

H20A467 

H20A467 

Shim for Cat. H20AN66 (.031 in. thick) 

18 

H20A38I 

H20A38I 

Screw for door strip (Ho. S) 

53 

H20A468 

H20A468 

Shim for Cat. H20AN66 (.062 in. thick) 

19 

H9A25 

H9A25 

Door corner 


HIIA20I 

HI IA20I 

Tapping strip for Cat. H20A465 


H7AI06 

H7AI06 

Inner door panel 


11X339 

11X339 

Screw fastening Cat. HIIA20I to inner liner, 

20 

HI5A92 

HI5A92 

Latch with gasket and nut 




side (10-30) 

21 

HI5A64 

HI5A64 

Spring for latch 


179789 

179789 

Washer for Cat. 11X339 

22 

HI5A65 

HI5A65 

Hut for latch and handle 


H20A48I 

H20A48I 

Brace for inner 1iner 

23 

H15A66 

HI5A66 

Gasket between latch and outer door panel 


1 1X339 

11X339 

Screw fastening brace to inner liner side 

24 

HI5A93 

HI5A93 

Washer between latch and outer door panel 




(10-30) 


H20A38I 

H20A38I 

Screw fastening latch to door strip (No. 8) 


H20A380 

H20A380 

Washer for Cat. 11X339 

25 

HI5A86 

HI5A86 

Latch handle with push plate and spring 


H20A382 

H20A382 

Bracket for lamp receptacle 

26 

HI5A87 

HI5A87 

Back plate for latch handle, RH cabinet 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 

26 

H15A88 

HI5A88 

Back plate for latch handle, LH cabinet 


58X386 

58X386 

Hut for Cat. 91X648 

27 

HI5A89 

HI5A89 

Pin fastening latch handle to back plate 


H20AI10 

H20AII0 

Rubber plug for inner liner cover 

28 

HI5A90 

HI5A90 

Escutcheon for latch handle, RH cabinet 


H20A470 

H20A470 

Metal plug for inner liner cover 

28 

HI5A9I 

HI5A9I 

Escutcheon for latch handle, LH cabinet 


58X376 

58X376 

Screw fastening inner liner cover to inner 

29 

HI3A243 

HI3A243 

Gasket between back plate for latch handle and 




1iner, LH side (No. 8) 




outer door panel 


H20A38I 

H20A38I 

Screw fastening inner liner cover to inner 


- 

H20A528 

Washer between back plate for latch handle and 




1iner, RH side (No. 8) 




outer door panel (7/16 in. O.D.) 


58X385 

58X385 

Nut for Cat. H20A38I 


- 

H20A529 

Washer between back plate for latch handle and 


78X719 

78X719 

Lamp receptacle 




outer door panel (3/4 in. O.D.) 


H20A406 

H20A406 

Connector with insulation for leads 


58X376 

58X376 

Screw fastening back plate for latch handle to 

54 

HI7A322 

HI7A322 

Shelf, top 




outer door panel (No. 8) 

55 

HI7A326 

HI7A326 

Sliding shelf with stops 

30 

HI6A72 

HI6A72 

Hinge without cover 


H i 7A327 

HI7A327 

Stop for shelf, right-hand side 

31 

HI6A73 

HI6A73 

Cover for hinge 


HI7A328 

HI7A328 

Stop for shelf, left-hand side 


128619 

128619 

Screw fastening hinge to door (10-32) 

56 

H20A248 

H20A248 

Bumper for sliding shelf 


167651 

167651 

Screw fastening hinge to cabinet (12-28) 

57 

HI7A323 

HI7A323 

Shelf, bottom 

32 

NP74779A 

NP74779A 

Namep1 ate 

58 

HI7A324 

HI7A324 

Hanger for top shelf 

32 

NP74779B 

NP74779B 

Clip for nameplate 


HI7A325 

HI7A325 

Adjusting plate for top shelf hanger 


H20A6 

H20A6 

Screw for nameplate clip (4-48) 


H20A47I 

H20A471 

Screw fastening hanger and adjusting plate to 

33 

HI4A22 

HI4A22 

Strike for latch bolt 




evaporator (6-32) 

34 

HI4A20 

HI4A20 

Strike case 


58X382 

58X382 

Nut for Cat. H20A47I 


H20A38I 

H20A38I 

Screw for strike (No. 8) 


58X379 

58X379 

Washer for Cat. H20A47I 


58X310 

58X310 

Lockwasher for Cat. H20A38I 

59 

A4RI2 

A4RI2 

Cold storage tray with trim 

35 

IGA2IHI2 

IGA2IHI2 

Door switch 

60 

HI8AI77 

HI8AI77 

Trim for cold storage tray 


HI3A24I 

H13A241 

Gasket for door switch 


H20A472 

H20A472 

Trim piug 

36 

HI0A94 

HI0A94 

Door jamb strip, latch side 

61 

A4RI3 

A4RI3 

Cover for cold storage tray 

37 

HI0A95 

HI0A95 

Door jamb strip, bottom 


H20A473 

H20A473 

Rack for cold storage tray 

38 

HI0AI63 

HI0AI63 

Door jamb strip, top 

62 

H30AI39 

H30AI39 

VEGETABLE DRAWER WITH TRIM 


HI0AII6 

HI0AI 16 

Door jamb strip, hinge side 

62 

H30AI40 

H30AI40 

Pan only for vegetable drawer 

39 

H20A38I 

H20A38I 

Screw for door jamb strip (No. 8) 

63 

HI8AI78 

HISA 178 

Trim for vegetable drawer 

40 

H9A26 

H9A26 

Door jamb corner 


58X384 

58X384 

Screw fastening trim to vegetable drawer(6-32) 

41 


HI8AI80 

Door jamb corner trim 


91X49 

91X49 

Nut for Cat. 58X384 


H20A46I 

H20A46I 

Rubber bumper for evaporator door 


675 

675 

Washer for Cat. 58X384 

42 

H3AI40 

H3AI40 

INNER LINER WITH SHELF SUPPORTS 

64 

NP852I4A 

NP852I4A 

Nameplate for vegetable drawer 

43 

HI7A194 

HI7AI94 

Shelf support, headed (1/2 in. long) 

65 

H30A99 

H30A99 

Frame for cover for vegetable drawer 

44 

HI7AI95 

HI7AI95 

Shelf support, straight (3/4 in. long) 

66 

H30AI00 

H30AI00 

Cover for vegetable drawer 


HI2A2 

HI2A2 

Screw for shelf support (1/4 in.-20) 

67 

H20A474 

H20A474 

Support for vegetable drawer 


H20A464 

H20A464 

Washer for Cat. HI2A2 

68 

H20A40I 

H20A40I 

Rubber foot for Cat. H20A474 

45 

H20A388 

H 20 A3 88 

Support for vegetable drawer 


H5X20 

H5X20 

Cabinet insulation (Kimsul, 18' roll) 
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Accessories 


Quan. 

Cat. No. 

Description 

4 

*A5R23 

Freezing tray 

1 

"A5R29 

Dessert tray complete with two sets of dividers 
and separator 

1 

A2IR229 

Tray 1 ifter 

1 

A2IR87 

Thermometer, case and clip 


Models B6-4IC and PB6-4IC are equipped with 2 Cat. A5R23 freezing trays. 
(Cat. A5R26) and separator (Cat. A5R30). 


Quan. 

Cat. No. 

Descript ion 

■■ 

A2IRI28 

Thermometer only 

■■ 

HP75762A 

Case for thermometer 


A2IRI29 

Clip for thermometer 

■■ 

A2IR88 

Water bottle 

■■ 

A2IRI27 

Cap for water bottle 


Also they are equipped with Cat. A5R28 dessert tray, less dividers 


Cabinet Parts 


Ref. 

No. 

Cat. No. 

Description 

Ref. 

No. 

Cat. 

No. 

Descript ion 

t.f.-gf/W.WH 


B6-41A,B, C 

PB6-41A.B,C 

i 

H4A6I 

H4A62 

TOP COVER FOR CABINET 


160980 

160980 

Metal washer for Cat. 20X536 

2 

H I3A242 

HI3A245 

Gasket for top cover 


- 

H20A255 

Fiber washer for Cat. 20X536 


H20AI6I 

H20AI6I 

Clip for top cover, front 


71X272 

71X272 

Screw fastening refrigerating machine to base 


H20AI62 

H20AI62 

Clip for top cover, back 




(5/16 in.- 18) 


- 

HI3AI65 

Gasket for Cat. H20AI62 


177811 

177811 

Nut for Cat. 71X272 


H20A86 

H20A86 

Screw for Cat. H20AI6I (10-30) 


91X649 

91X649 ! 

Washer for Cat. 71X272 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line 


H20A475 

H20A475 

8umper for grille 




sealing plate (Ho. 8) 

6 : 

H3IA63 

H 3 1A 71 

STORAGE DRAWER WITH GRILLE,FRONT PANEL,4 SLIDES 


- 

H20A485 

Washer for refrigerant line sealing plate 

7 

H27AI32 

H27AI32 

Grille for storage drawer 

3 

- 

H2AI 1 1 

OUTER CASE FOR RIGHT-HAND CABINET 

6 

H7A337 

H7A341 

Front panel for storage drawer 

3 

- 

H2AI12 

OUTER CASE FOR LEFT-HAND CABINET 


1X452 

1X452 

Nut fastening grille to front panel of 


- 

HI8AI34 

Trim for upper R.H. corner of outer case, front 




storage drawer 

4 

- 

KI8AI35 

Trim for upper t.H. corner of outer case, front 


HI8A20 

HI8A20 

Washer for Cat. 1X452 


- 

H20A486 

Rubber spacer for trim 

8 

H20A476 

H20A476 

Handle for storage drawer 


- 

H20AI68 

Washer for tr im 


- 

H20A487 

Washer between handle and front panel of 


- 

58X326 

Nut fastening trim to outer case 




storage drawer 


58X374 

58X374 

Screw fastening condenser to outer case(No.lO) 


126915 

126915 

Screw fastening handle to storage drawer(8-32 


165736 

165736 

Washer for Cat. 58X374 


179789 

179789 

Washer for Cat. 126915 


H20A243 

H20A243 

Rubber spacer for back of condenser 

9 

- 

HISA 179 

Trim with retainers for front panel of 


H20A62 

H20A62 

Screw for rubber spacer (No. 8) 




storage drawer 


80X132 

80X132 

Washer for Cat. H20A62 


- 

H20A488 

Retainer for trim 

5 

H27AI3I 

H27AI3I 

BASE 


- 

58X387 

Nut for Cat. H20A488 


91X208 

91X208 

Cap screw fastening condenser to base (5/16 in.-18) 


H20A477 

H20A477 

Rubber bumper for front panel of storage drawer 


177811 

177811 

Nut for Cat. 91X208 

10 

H3IA64 

H3IA64 

Storage drawer only 


HI8A22 

HI8A22 

Washer for Cat. 91X208 (7/8 in. O.D.) 


H20A478 

H20A478 

Drain plug for storage drawer 


HI8AI8 

HISA 18 

Washer for Cat. 91X208 (5/8 in. O.D.) 


H3IA65 

H3IA65 

Angle for storage drawer and front panel 


- 

H20A254 

Rubber pad between base and cabinet 


H20A479 

H20A479 

Screw fastening angle to storage drawer or 


20X536 

20X536 

Cap screw fastening outer case to base(1/4 in.-20) 




to front panel (10-32) 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B6-41A, B6-41B, B6-41C, PB6-41A, PB6-41B, PB6-41C 

(Cont.) 


Ref. 

Cat 

. No. 


No. 

'■laws* 


Descript ion 


HISA 19 

HI8AI9 

Fiber washer for Cat. H20A479 


165736 

165736 

Metal washer for Cat. H20A479 

1 1 

H3IA66 

H3IA66 

Slide for storage drawer, R.H. side 


H3IA67 

H31A67 

Slide for storage drawer, L.H. side 


H20A479 

H20A479 

Screw fastening slide to storage drawer{10-32 


165736 

165736 

Washer for Cat. H20A479 

12 

H3IA68 

H3IA68 

Channel with rol ler for storage drawer , R.H.s ide 


H3IA69 

H3IA69 

Channel with rol ler for storage drawer , L.H.side 


H3IA70 

H31A70 

Spring stop for channel 


20X536 

20X536 

Cap screw fastening channel to side of outer 
case (1/4 in.-20) 


1X452 

1X452 

Nut for Cat. 20X536 


H20A480 

H20A480 

Spacing washer between channel and outer case 


30X562 

30X562 

Lockwasher for Cat. 1X452 

13 

- 

- 

DOOR FOR CABINET 

13 

H7A338 

H7A342 

Outer door panel (R.H. cabinet) 


H7A339 

H7A343 

Outer door panel (L.H. cabinet) 

14 

HI3A244 

HI3A244 

Door gasket 


HI0AI64 

HI0AI64 

Door str ip, hinge side 


HI0A165 

H10AI65 

Door strip, top or bottom 

15 

HI0AI66 

H10AI66 

Door strip, latch side, with escutcheon for 
latch bolt 

16 

HI5A4I 

H15A41 

Escutcheon for latch bolt 

17 

H20A38I 

H20A38I 

Screw for door strip (No. 8) 

18 

H9A25 

H9A25 

Door corner 


H7A340 

H7A340 

Inner door panel 

19 

HI5A92 

H15A92 

Latch with gasket and nut 

20 

H15A64 

HI5A64 

Spring for latch 

21 

HI5A65 

HI5A65 

Nut for latch and handle 

22 

HI5A66 

HI5A66 

Gasket between latch and outer door panel 

23 

HI5A93 

H15A93 

Washer between latch and outer door panel 


H20A38I ! 

H20A38I 

Screw fastening latch to door strip (No. 8) 

24 

NP85245 

NP85245 

"Royal” nameplate 


58X370 

58X370 

Fastener for NP 85245 


H20A385 

H20A385 

Washer for NP 85245 

25 i 

HI5A86 

HI5A86 

Latch handle with push plate and spring 

26 ; 

HI5A87 

HI5A87 

Back Plate for latch handle, R.H. cabinet 

26 

HI5A88 

HI5A88 

Back Plate for latch handle, L.H. cabinet 

27 

HI5A89 

HI5A89 

Pin fastening latch handle to back plate 

28 

HI5A90 

HI5A90 

Escutcheon for latch handle, R.H. cabinet 

28 

HI5A9I 

HI5A9I 

Escutcheon for latch handle, L.H. cabinet 

29 

HI3A243 

HI3A243 

Gasket between back plate for latch handle 
and outer door panel 


58X376 

58X376 

Screw fastening back plate for latch handle 
to outer door panel 

30 

HI6A55 

HI6A55 

Upper hinge for R.H. door or lower hinge for 
L.H. door, without cover 

31 

HI6A56 

HI6A56 

Lower hinge for R.H. door or upper hinge for 
L.H. door, without cover 

32 

HI6A52 

HI6A52 

Cover for hinge 


HI6A58 

HI6A58 

Spacer tube for hinge 


- 

HI3AI97 

Gasket between hinge and door 


- 

H13AI96 

Gasket between hinge and cabinet 


128619 

128619 

Screw fastening hinge to door (10-32) 


167651 

167651 

Screw fastening hinge to cabinet (12-28) 

33 

NP74779A 

NP74779A 

Nameplate 

33 

NP74779B 

NP74779B 

Cl ip for nameplate 


H20A6 

H20A6 

Screw for nameplate clip or thermometer clip 
(4-48) 

34 

H14A22 

HI4A22 

Strike for latch bolt 

35 

HI4A20 

HI4A20 

Strike case 


H20A38I 

H20A38I 

Screw for strike (No. 8) 


58X310 

58X310 

Lockwasher for Cat. H20A38I 

36 

1GA2IHI3 

! IGA2IHI3 

Door switch 


HI3A24I 

HI3A241 

Gasket for door switch 

37 

HI0AI67 

HiOA167 

Door jamb strip, latch side 

38 

HI0A168 

HI0A168 

Door jamb strip, bottom 

39 

HI0AI69 

HI0AI69 

Door jamb strip, top 


HI0AI70 

HI0A170 

Door jamb strip, hinge side 

40 

H20A38I 

H20A38I 

Screw for door jamb strip (No. 8) 

41 

H9A26 

H9A26 

Door jamb corner 

42 

- 

HI8AI80 

Door jamb corner trim 


H20A46I 

H20A46I 

Rubber bumper for evaporator door 

43 

H3AI40 

H3AI40 

INNER LINER WITH SHELF SUPPORTS 
(B6-4IA, PB6-4IA) 


Ref. 

Cat. 

No. 


No .; 

B6-41A.B.C 

\PB6-41A, B, C 

Description 

43 , 

H3AI53 

1 H3AI53 

INNER LINER WITH SHELF SUPPORTS 
(B6-4IB, PB6-4IB) 

44 ' 

HI7AI94 

HI7AI94 

Shelf support, headed (1/2 in. long) 

45 

HI7AI95 

H17AI95 

Shelf support, straight (3/4 in. long) 


HI2A2 

HI2A2 

j Screw for shelf support (1/4 in.-20) 


H20A464 

! H20A464 

j Washer for Cat. HI2A2 

46 

H20A388 

H20A388 

I Support for vegetable drawer 

47 

H20A393 

H20A393 

! Shim for Cat. H20A388 (.031 in. thick) 

47 

H20A394 

H20A394 

Shim for Cat. H20A388 (.062 in. thick) 

48 

HI7AI97 

HI7AI97 

Shelf support, double slot 

49 

H20A389 

H20A389 

Shim for Cat. HI7AI97 (.031 in. thick) 

49 

H20A390 

H20A390 

Shim for Cat. HI7AI97 (.062 in. thick) 


H20A448 

H20A448 

Screw for Cat. H20A388 or HI7AI97 (10-30) 


58X364 

58X364 

Lockwasher for Cat. H20A448 

50 

HI7A233 

HI7A233 

Shelf support, double slot, for lower 
shelf, front 

51 

H20A395 

H20A395 

Bracket for vegetable drawer cover frame 


H20A396 

H20A396 

Screw for Cat. HI7A233 (10-30) 

52 

HI7A32I 

HI7A32I 

Slide for cold storage tray 


H20A465 

H20A465 

Screw for tray slide (i0-30) 

53 

H20A466 

H20A466 

Spacer for tray slide 

54 

H20A467 

H20A467 

Shim for Cat. H20A466 (.031 in. thick) 

54 

H20A468 

H20A468 

Shim for Cat. H20A466 (.062 in. thick) 


HI IA20I 

HI IA20I 

Tapping strip for Cat. H20A465 


1 1X339 

i 1X339 

Screw fastening Cat. HIIA20I to inner liner, 
side (10-30) 


179789 

179789 

Washer for Cat. 1 1X339 


H20A48I 

H20A48I 

Brace for inner 1iner 


1 1X339 

11X339 

Screw fastening brace to inner liner side 
side ( 10-30) 


H20A380 

H20A380 

Washer for Cat. 11X339 


H20A382 

H20A382 

Bracket for lamp receptacle 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 


58X386 

58X386 

Nut for Cat. 91X648 


H20AI10 

H20AI(0 

Rubber plug for inner liner cover 


H20A470 

H20A470 

tetal plug for inner liner cover 


58X376 

58X376 

Screw fastening inner liner cover to inner 

1 iner, L.H. side (No. 8) 


H20A38I 

H20A38I 

Screw fastening inner liner cover to inner 
liner, R.H. side (No. 8) 


58X3B5 

58X385 

Rut for Cat. H20A38I 


78X719 

78X719 

Lamp receptacle 


H20A406 

H20A406 

Connector with insulation for leads 

55 

HI7A359 

HI7A359 

Shelf, small, side of evaporator(B6-4IB,PB6-4|B 


HI7A343 

HI7A343 

Supporting bracket for Cat. H17A359 


H20A5I2 

H20A5I2 

Screw fastening Cat. HI7A343 to evaporator 
(6-32) 


58X382 

58X382 

Rut for Cat. H20A5I2 


58X379 

58X379 

dasher for Cat. H20A5I2 

56 

HI7A322 

HI7A322 

Shelf, top 

57 

HI7A326 i 

HI7A326 

Sliding shelf with stops 


HI7A327 ' 

HI7A327 

Stop for shelf, R.H. side 


HI7A328 

HI7A328 

Stop for shelf, L.H. side 

58 

H20A248 , 

H20A248 

Jumper for sliding shelf 

59 

HI7A324 

HI7A324 

Sanger for top shelf 


HI7A325 

H17A325 

Adjusting plate for top shelf hanger 


H20A482 

H20A482 

Screw fastening hanger to evaporator (6-32) 


58X382 

58X382 

Rut for Cat. H20A482 

60 

A4RI2 

A4RI2 

Sold storage tray with trim 

61 

HI8AI77 

HI8AI77 

Trim for cold storage tray 


H20A472 

H20A472 

Trim plug 

62 

A4RI4 

A4RI4 

Cover for cold storage tray 


H20A473 

H20A473 

kack for cold storage tray 

63 : 

H30A139 

H30AI39 

VEGETABLE DRAWER WITH TRIM 

63 

H30AI40 

H30AI40 

Pan only for vegetable drawer 

64 

HI8AI78 

HI8AI78 

Trim for vegetable drawer 


58X384 

58X384 

Screw fastening trim to vegetable drawer 


91X49 

91X49 

Nut for Cat. 58X384 


675 

675 

, Washer for Cat. 58X384 

65 

NP852I4A 

NP852I4A 

1 Nameplate for vegetable drawer 

66 

H30A99 

H30A99 

Frame for cover for vegetable drawer 

67 

H30AI00 

H30AI00 

Cover for vegetable drawer 

68 

H20A483 

H20A48G 

Support for vegetable drawer 

69 

H20A484 

H20A484 

Rubber foot for Cat. H20A483 


H5X20 

H5X20 

Cabinet Insulation (Kimsul, 18' roll) 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


BH7-41A, BH7-41B 
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Accessories 


junn. 

Cat. No. 

Descript ion 

Quan. 

Cat. No. 

Descript ion 

4 

1 

1 

1 

*A5R23 

A2IR229 

*A5R29 

A2IR247 

Freezing tray 1 

Tray lifter I 

Dessert tray complete with two sets of dividers a,nd 1 

separator 1 

Thermometer, case, spacer, and clip 1 

A2IR248 

A2IR249 

A2IR250 

A2IR88 

A2JRI27 

Thermometer with spacer 

Case for thermometer 

Cl ip for thermometer 

Water bottle 

Cap for water bottle 


Model BH7-418 is equipped with 2 Cat. A5R23 freezing trays. Also it is equipped with Cat. A5R28 dessert tray without dividers (Cat. A5R26j and 
separator (Cat. A5R30). 


Cabinet Parts 


Ref. 

No. 

Cat. No. 

Ref. 

Description No. 

Cat. No. 

Description 

1 

H4A63 

TOP COVER FOR CA8INET 

H20A475 

Bumper for grille 

2 

H13A247 

Gasket for top cover 4 

H27AI37 

Grille for base 


H20A50I 

Clip for top cover, front 

105113 

Screw fastening grille to lower door panel (10-32) 


H20AI62 

Clip for top cover, back 

HI8AI9 

Washer for Cat. 105113 


H20A86 

Screw for Cat. H20A50I (10-30) 5 

H7A358 

LOWER DOOR PANEL 


91X648 

Screw for Cat. H20A162 or refrigerant line sealing 6 

H20A24I 

Spring clip for lower door panel 



plate (No. 8) 

58X375 

Screw for Cat. H20A2M1 (No. 8) 


58X374 

Screw fastening condenser to outer case (No. 10) 

165736 

Washer for Cat. 58X375 


165736 

Washer for Cat. 58X374 

H20A459 

Rubber button spacer for lower door panel 


H20A243 

Rubber spacer for back of condenser 7 

H20AI81 

Support for lower door panel 


H20A62 

Screw for rubber spacer (No. 8} 

58X376 

Screw for Cat. H20AI8I (No.8) 


j 80X132 

Washer for Cat. H20A62 

H20A240 

Washer for Cat. 58X376 

3 

H27AI36 

BASE 8 

H20A239 

Catch for spring clip Cat. H20A24I 


106775 

Cap screw fastening condenser to base (5/16 in.-18) 

91X648 

Screw for Cat. H20A239 (No. 8) 


I77BI1 

Nut for Cat. 106775 9 

- 

DOOR FOR CABINET 


HIBA22 

Washer for Cat. 106775 (7/8 in. O.D.) 9 

H7A359 

Outer door panel (RH cabinet) 


HI8AI8 

Washer for Cat. 106775 (5/8 in. O.D.) 

H7A360 

Outer door panel (LH cabinet) 


20X536 

Cap screw fastening outer case to base (1/4 in.-20) 10 

HI3A248 

Door gasket 


160980 i 

Washer for Cat. 20X536 

HI0AI7I 

Door strip, hinge side 


H20A502 

Reinforcing plate for Cat. 20X536 11 

HI0AI72 

Door strip, latch side, with escutcheon for latch 


71X272 

Screw fastening refri gerat ing machine to base 


bolt 



(5/16 in.-18) 12 

HI5A41 

Escutcheon for latch bolt 


177811 

Nut for Cat. 71X272 13 

HI0AI73 

Door strip, top or bottom 


91X649 

Washer for Cat. 71X272 14 

H20A38I 

Screw for door strip (No. 8) 


A2RI4 

Adjustable glider for front of base 15 

H9A38 

Door corner 


141255 

Nut for adjustable g)ider 

H7A361 

Inner door panel 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APRLIANCE AND MERCHANDISE DEPARTMENT 


BH7-41A, BH7-41B (Cont.) 


Ref. 

No. 

Cat. No. 

Rescript ion 

16 

HI5AI02 

Latch with gasket and nut 

17 

HI5A64 

Spring for latch 

18 

H15A65 

Nut for latch and handle 

19 

HI5A66 

Gasket between latch and outer door panel 

20 

HI5A93 

Washer between latch and outer door panel 

21 

H20A38I 

Screw fastening latch to door strip (No. 8) 

22 

NP85377A 

General Electric nameplate 


NP85377B 

Clip for nameplate 

23 

NP83455 

"Imperial" nameplate 


58X370 

Fastener for nameplate 


H20A385 

Washer for nameplate 

24 

HI5A86 

Latch handle with push plate and spring 

25 

HI5A87 

Back plate for latch handle, RH cabinet 

25 

HI5A88 

Back plate for latch handle. LH cabinet 

26 

H15A89 

Pin fastening latch handle to back plate 

27 

HI5A90 

Escutcheon for latch handle, RH cabinet 

27 

HI5A9I 

Escutcheon for latch handle, LH cabinet 

28 

HI3A243 

Gasket between back plate for latch handle and outer 
door panel 


58X376 

Screw fastening back plate for latch handle to outer 
door panel (No. 8) 

29 

HI6A78 

Upper hinge for R.H. door or lower hinge for L.H. 
door, without cover 

30 i 

HI6A79 

Lower hinge for R.H. door or upper hinge for L.H. 
door, without cover 

31 

HI6A80 

Cover for hinge 


HI6A8I 

Spacer tube for hinge 


128619 

Screw fastening hinge to door (10-32) 


58X381 

Screw fastening hinge to cabinet (12-28) 


H20A6 

Screw fastening thermometer clip to inner door panel 
(4-48) 


58X378 

Screw fastening thermometer to clip (4-40) 

32 

HI4A22 

Strike for latch bolt 

33 

HI4A20 

Strike case 


H20A38I 

Screw for strike (No. 8) 


58X310 

Lockwasher for Cat. H20A38I 

34 

IGA2IHI3 

Door switch 


HI3A24I 

Gasket for door switch 


HI0AI74 

Door jamb strip, hinge side 

35 

HI0AI75 

Door jamb strip, latch side 

36 

HI0AI76 

Door jamb strip, bottom 

37 

HI0AI77 

Door jamb strip, top 

38 

H20A38I 

Screw for door jamb strip (No. 8) 

39 

H9A39 

Door jamb corner 


H20A5I6 

Rubber bumper for Evaporator Door 

40 

H3AI43 

INNER LINER WITH SHELF SUPPORTS 

41 

HI7AI94 

Shelf support, headed 

42 

HI7A335 

Headed support for butter compartment 

43 

HI7AI95 

Shelf support, straight 


HI2A2 

Screw for shelf or butter compartment support 
(1/4 in.-20) 


H20A464 

Washer for Cat. HI2A2 

44 

HI7A337 

Support for sliding shelf, upper (7/16 in. high) 

45 

HI7A340 

Support for sliding shelf, lower (7/16 in. high) 

46 

H20A503 

Shim for sliding shelf support (.031 in. thick) 

46 

H20A504 

Shim for sliding shelf support (.062 in. thick) 

47 

H20A505 

Bracket for vegetable drawer cover frame, upper 


H20A506 

Screw fastening support for sliding shelf to inner 

1iner (8-32) 


H20A507 

Screw fastening support for sliding shelf and upper 
bracket for vegetable drawer cover frame to 
inner liner (8-32) 

48 

H20A508 

Bracket for vegetable drawer cover frame, lower 


11X339 

Screw fastening Cat. H20A508 to inner liner (10-30) 


**205128 

Nut for Cat. 11X339 


Ref. 

No. 

Cat. No. 

Descript ion 


**58X310 

Lockwasher for Cat. 205128 


H20A509 

Washer for Cat. 11X339 

49 

HI7A32I 

Slide for cold storage tray 


H20A465 

Screw for tray slide (10-30) 

50 

H20A466 

Spacer for tray slide 

51 

H20A467 

Shim for Cat. H20A466 (.031 in. thick) 

51 

H20A468 

Shim for Cat. H20A466 (.062 in. thick) 


*HIIA20I 

Tapping strip for Cat. H20A465 


**H1IA227 

Tapping strip for Cat. H20A465 


11X339 

Screw fastening tapping strip for H20A465 to inner 

1iner side (10-30) 


179789 

Washer for Cat. 11X339 


H20A382 

8racket for lamp receptacle 


91X648 

Screw for Cat. H20A382 (No. 8) 


58X386 

Nut for Cat. 91X648 

52 

78X994 

Receptacle for butter compartment 


•H20A5I0 

8race for inner liner, RH side 


“H20A511 

Brace for inner liner, LH side 


**H20A538 

Brace for inner liner, RH side 


**H20A539 

Brace for inner liner, LH side 


*1 1X339 

Screw fastening brace to inner liner side (10-30) 


'H20A380 

Washer for Cat. 1 1X339 


H20A110 

Rubber plug for inner liner cover 


H20A470' 

Metal plug for inner liner cover 


58X376 

Screw fastening inner liner cover to inner liner 

L.H. side (No. 8) 


H20A38I 

Screw fastening inner liner cover to inner liner, 

R.H. side (No. 8) 


58X385 . 

Nut for Cat. H20A38I 


HI3A249 

Gasket between inner liner cover and inner liner 


78X993 

Lamp receptacle 


H20A406 

Connector with insulation for leads 

53 

HI7A342 

Shelf, small, side of evaporator 


HI7A343 

Supporting bracket for small shelf at side of 
evaporator 


H20A5I2 

Screw fastening Cat. HI7A343 to evaporator (6-32) 


58X382 

Nut for Cat. H20A5I2 


58X379 

Washer for Cat. H20A5I2 

54 

H17A344 

Shelf, top 

55 

H17A324 

Hanger for top shelf 


HI7A325 

Adjusting plate for top shelf hanger 


H20A482 

Screw fastening hanger and adjusting plate to 
evaporator (6-32) 


58X382 

Nut for Cat. H20A482 

56 

HI7A345 

Sliding shelf with stops 

57 

A4RI9 

Cold storage tray with trim 

58 

HI8AI86 

Trim for cold storage tray 


H20A5I3 

Trim piug 

59 

A4RI4 

Cover for cold storage tray 


H20A473 

Rack for cold storage tray 

6C 

|H30A170 

VEGETABLE DRAWER WITH FRONT PANEL AND HANDLE 

61 

fH30A171 

FRUIT DRAWER WITH FRONT PANEL AND HANDLE 


H30AI53 

Pan only for vegetable or fruit drawer 

60 

t H30A(72 

Front panel for vegetable drawer 

61 

fH30A173 

Front panel for fruit drawer 

62 

H20A5I4 

Handle for vegetable or fruit drawer 


C20HI46 

Screw fastening front panel and handle to pan(8-32) 


H20A398 

Washer for Cat. C20HI46 


H20A549 

Washer between handle and front panel 


H20A550 

Washer between pan and front panel 

63 

H30AI49 

Frame for cover for vegetable or fruit drawer 

64 

H30A150 

Cover for vegetable or fruit drawer 

65 

H20A5I5 

Support for vegetable or fruit drawer 


H20A40I 

Rubber foot for Cat. H20A5I5 


H5X20 

Cabinet insulation (Kimsul, 18' roll) 


* These 


parts were used only on early production cabinets having long vertical braces on the inner liner sides. 


** These 


parts were used only on later production cabinets having short horizontal braces on the inner liner sides. 


+ 


These front panels are porcelain enamel, 
panel for a cabinet with aluminum panels, 


Early production cabinets were equipped with aluminum front panels. When ordering a replacement front 
it will be necessary to order both panels as the porcelain and aluminum panels do not match. 
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Accessories 


Quan. 

Cat. No. 

Description Quan. 

Cat. No. 

Description 

4 

“A5R23 

Freezing tray f 

A2IRI87 

Handle and cover assembled for water bottle 

1 

A21R229 

Tray 1 ifter 1 

A2IRI84 

Handle only for water bottle 

1 

*A5R29 

Dessert tray complete with two sets of dividers and I 

A2IRI85 

Cover only for water bottle 



separator 1 

21R 186 

Rivet fastening cover to handle 

1 

A2IR247 

Thermometer, case, spacer, and clip 1 

58X383 

Washer for Cat. A2IRI86 

1 

A2IR248 

Thermometer with spacer 1 

A2IR143 

Band for water bottle handle 

1 

A2IR249 

Case for thermometer i 

58X275 

Screw fastening handle and band to water bottle 

1 

A2IR250 

Clip for thermometer 


(6-32) 

1 

A R140 

Water bottle 1 

H20A402 

Sleeve nut for Cat. 58X275 

1 

A2IRI44 

Water bottle only 

M20RI 1 

Package of activated carbon for air filter 


# Hot furnished with cabinet. 

* Models B7-4IB and PB7-4IB are equipped with 2 Cat. A5R23 freezing trays. Also they are equipped with Cat. A5R28 dessert tray without dividers 
(Cat. A5R26) and separator (Cat. A5R30). 


Cabinet Parts 


Ref. 

No. 

Cat. 

_ 

Descript ton 

Ref. 

No.' 

1 CntT 

NO. 

Description 

B7-UA.B 



IJ.kgFFli.l 

1 

H4A63 

H4A64 i 

TOP COVER FOR CABINET 


H20A502 

H20A502 

Reinforcing plate for Cat. 20X536 

2 i 

HI3A247 

HI3A250 

Gasket for top cover 


- 

H20A255 

Fiber washer for Cat. 20X536 


H20A501 

H20A50I ! 

Clip for top cover, front 


71X272 

71X272 

Screw fastening refrigerating machine to base - 


H20AI62 

H20AI62 : 

Clip for top cover, back 




(5/16 in.-18) 


- 

H13A165 ! 

Gasket for Cat. H20AI62 


I77811 

17781 1 

Nut for Cat. 71X272 


H20A86 

H20A86 

Screw for Cat. H20A50I (10-30) 


91X649 

91X649 

Washer for Cat. 71X272 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line 


A2RI4 

A2RI4 

Adjustable glider for front of base 




seal ing plate (No. 8) 


141255 

141255 

Nut for adjustable glider 


- 

H20A485 

Washer for refrigerant line sealing plate 


H20A475 

H20A475 

Bumper for grille 

3 

- 

H2AI3I 

OUTER CASE (RIGHT-HAND CABINET) 

6 

H31A89 

H3IA94 

STORAGE DRAWER WITH GRILLE, FRONT PANEL, AND 

3 

- 

H2AI32 

OUTER CASE (LEFT-HAND CABINET) 




SLIDES 


- 

HI8A187 

Trim for upper R.H. corner of outer case, front 

7 

H27AI37 

H27AI37 

Grille for storage drawer 

4 

- 

HISA 188 

Trim for upper L.H. corner of outer case, front 

6 

H7A362 

H7A363 

Front panel for storage drawer 


- 

H20A486 

Rubber spacer for Cat. HI8AI87 or HI8A188 


105113 

1051 13 

Screw fastening grille to front panel of 


- 

H20AI68 

Washer for Cat. HI8A187 or HI8A188 




storage drawer (10-32) 


- 

58X326 

Nut fastening Cat. HI8AI87 or HI8AI88 to outer 


HISA 19 

HI8AI9 

Washer for Cat. 105113 




case 

8 

H20A5I7 

H20A517 

Handle for storage drawer 


5BX374 

58X374 

Screw fastening condenser to outer case (No.10) 


- 

H20A487 

Washer between handle and front panel of 


165736 

165736 

Washer for Cat. 58X374 




storage drawer 


H20A243 

H20A243 

Rubber spacer for back of condenser 


126915 

126915 

Screw fastening handle to storage drawer(8-32) 


H20A62 

H20A62 

Screw for rubber spacer (No. 8) 


179789 

179789 

Washer for Cat. 126915 


80X132 

80X132 

Washer for Cat. H20A62 

9 

- 

HISA 189 

Trim with retainers for front panel of storage 

5 

H27AI36 

H27A136 

BASE 




drawer 


106775 

106775 

Cap screw fastening condenser to base 


- 

H20A488 

Retainer for trim 




(5/16 in.-18) 


- 

58X387 

Nut for Cat. H20A488 


177811 

17781 1 

Nut for Cat. 106775 


H20A477 

H20A477 

Rubber bumper for front panel of storage drawer 


HI8A22 

HI8A22 

Washer for Cat. 106775 (7/8 in. O.D.) 

10 

H3IA90 

H3IA90 

Storage drawer only 


HI8AI8 

HI8A18 

Washer for Cat. 106775 (5/8 in. O.D.) 


H20A478 

H20A478 

Drain plug for storage drawer 


- 

H13A252 

Pad between base and cabinet 


H3IA91 

H3IA9I 

Angle for storage drawer and front panel 


20X536 

20X536 

Cap screw fastening outer case to base 


H20A479 

H20A479 

Screw fastening angle to storage drawer or to 




(1/4 in.-20) 




front panel (10-32) 


160980 

160980 

Metal washer for Cat. 20X536 


HI8AI9 

HI8AI9 

Fiber washer for Cat. H20A479 
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APPLIANCE AND MERCHANDISE DEPARTMENT 


B7-41A, B7-41B, PB7-41A, PB7-41B (Cont.) 


Ref. 

No. 

Cat. 

No. 

Descript ton 

Ref 

No. 


No. 

Descript ion 

B7-11A,B 

PB7-A1A, B 

B7-HA.B 

PB7-41A, B 


165736 

165736 

Metal washer for Cat. H20A479 


11X339 

11X339 

Screw fastening Cat. H20A508 to inner liner 

1 1 

H3IA66 

H3IA66 

Slide for storage drawer, RH 




(10-30) 


H31A67 

H3IA67 

Slide for storage drawer, LH 


**205128 

**205128 

Nut for Cat. 11X339 


H20A479 

H20A479 

Screw fastening slide to storage drawer (10-32) 


**58X310 

**58X310 

Lockwasher for Cat. 205128 


165736 

165736 

Washer for Cat. H20A479 


H20A509 

H20A509 

Washer for Cat. 11X339 

12 

H3IA92 

H3IA92 

Channel with roller for storage drawer, R.H. 

54 

HI7A32I 

H17 A 321 

Slide for cold storage tray 


H3IA93 

H31A93 

Channel with roller for storage drawer, L.H. 


H20A465 

H20A465 

Screw for tray slide (10-30) 


H3IA70 

H3IA70 

Spring stop for channel 

55 

H20A466 

H20A466 

Spacer for tray slide 


20X536 

20X536 

Cap screw fastening channel to side of outer 

56 

H20A467 

H20A467 

Shim for Cat. H20A466 (.031 in. thick) 




case (1/4 in.-20) 

56 ! 

H20A468 

H20A468 

Shim for Cat. H20A466 (.062 in. thick) 


1X452 

1X452 

Nut for Cat. 20X536 


‘HIIA20I 

*HIIA20I 

Tapping strip for Cat. H20A465 


H2QA480 

H20A480 

Spacing washer between channel and outer case 


**H1IA227 

**H11A227 

Tapping strip for Cat. H20A465 


30X562 

39X562 

Lockwasher for Cat. 1X452 


11X339 

11X339 

Screw fastening tapping strip for Cat. H20A465 

13 

- 

- 

DOOR FOR CABINET 




to inner 1iner (10-30) 

13 

H7A359 

H7A364 

Outer door panel (RH cabinet) 


179789 

179789 

Washer for Cat. 11X339 


H7A360 

H7A365 

Outer door panel (LH cabinet) 


H20A382 

H20A382 

Bracket for lamp receptacle 

14 

HI3A248 

H13A248 

Door gasket 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 


HI0AI7I 

H10AI7I 

Door strip, hinge side 


58X386 

58X386 

Nut for Cat. 91X648 

15 

HI0AI72 

H10AI72 

Door strip, latch side, with escutcheon for 


78X994 , 

78X994 

Receptacle for butter conditioner 




latch bolt 


‘H20A5I8 i 

‘H20A5IS 

8race for inner liner, RH side 

16 

H15A4I 

HI5A4I 

Escutcheon for latch bolt 


‘H20A5I9 

‘H20A5I9 

Brace for inner liner, LH side 

17 

HI0AI73 

HI0AI73 

Door strip, top or bottom 


**H20A538 

**H20A538 

Brace for inner liner, RH side 

18 

H20A38I 

H20A381 

Screw for door strip (No. 8) 


**H20A539 

**H20A539 

8race for inner liner, LH side 

19 

H9A38 

H9A38 

Door corner 


‘11X339 

*11X339 

Screw fastening brace to inner liner side 


H7A36I 

H7A36I 

Inner door panel 




(10-30) 

20 

HI5AI02 

H15AI02 . 

Latch with gasket and nut 


'H20A380 

‘H20A380 

Washer for Cat. 11X339 

21 

HI5A64 

HI5A64 

Spring for latch 


H20AI 10 

H20AI 10 

Rubber plug for inner liner cover 

22 

HI5A65 

HI5A65 

Nut for latch and handle 


H20A470 

H20A470 

Metal plug for inner liner cover 

23 

HI5A66 

HI5A66 

Gasket between latch and outer door panel 


58X376 

58X376 

Screw fastening inner liner cover to inner 

24 

HI5A93 

HI5A93 

Washer between latch and outer door panel 




1iner, L.H. side (No. 8) 

25 

H20A38I 

H20A38I 

Screw fastening latch to door strip (No. 8) 


H20A38I 

H20A381 

Screw fastening inner liner cover to inner 

26 

NP85377A 

NP85377A 

General Electric nameplate 




1iner, R.H. side (No. 8) 

26 

NP85377B 

NP85377B 

Clip for nameplate 


58X385 

58X385 

Nut for Cat. H20A38I 

27 

NP80I96 

HP80I96 

"Deluxe" nameplate 


HI3A249 

HI3A249 ; 

Gasket between inner liner cover and inner liner 


58X370 

58X370 

Fastener for nameplate 


78X993 

78X993 

Lamp receptacle 


H20A385 

H20A385 

Washer for nameplate 


H20A406 

H20A406 

Connector with insulation for leads 

2B 

H15A86 

HI5A86 

Latch handle with push plate and spring 

57 

78X998 

78X998 

8UTTER CONDITIONER WITH TRAY 

29 

HI5A87 

HI5A87 

Back plate for latch handle, RH cabinet 


A2IR232 

A2IR232 

Tray for butter conditioner 

29 

HI5A88 

H15A88 

Back plate for latch handle, LH cabinet 

57 

A2IR233 

A21R233 

Door with hinge and handle for butter 

30 

HI5A89 

HI5A89 

Pin fastening latch handle to back plate 




conditioner 

31 

HI5A90 

HI5A90 

Escutcheon for latch handle, RH cabinet 


A2IR234 

A2IR234 

Handle for butter conditioner door 

31 

HI5A91 

HI5A9I 

Escutcheon for latch handle, LH cabinet 


A2IR235 

A2IR235 

Screw fastening handle to door 

32 

H13A243 

HI3A243 

Gasket between back plate for latch handle and 


A2IR236 

A2IR236 

Screw fastening door hinge to outer case 




outer door panel 


A2IR237 

A2IR237 

Door spring 


58X376 

58X376 

Screw fastening back plate for latch handle to 


A2IR238 

A2IR238 

Door frame for butter conditioner 




outer door panel (No. 8) 


A2IR239 

A2IR239 

Outer case for butter conditioner 

33 

HI6A78 

HI6A78 

Upper hinge for R.H. door or lower hinge for 


A2IR240 

A2IR240 

Inner liner for butter conditioner 




L.H. door, without cover 


A2IR236 

A 21R 236 

Screw fastening inner liner to outer case 

34 

HI6A79 

HI6A79 

Lower hinge for R.H. door or upper hinge for 


A2IR24I 

A2IR24I 

Steel washer for Cat. A21R236 




L.H. door, without cover 


A2IR242 

A2IR242 

Fiber washer for Cat. A2IR236 

35 

HI6A80 

HI6A80 

Cover for hinge 


A2IR243 

A2IR243 

Thermostat, plug, and heating unit 


HI6A8I 

HI6A8I 

Spacer tube for hinge 


A2IR244 

A2IR244 

Knob for thermostat 


- 

HI3A254 

Gasket between hinge and door 


A2IR245 

A2IR245 

Screw fastening knob to thermostat 


- 

HI3AI96 

Gasket between hinge and cabinet 


A2IR246 

A2IR246 

Clip fastening heating unit to inner liner 


128619 

128619 

Screw fastening hinge to door (10-32) 

58 

HI7A342 

HI7A342 

Shelf, small, side of evaporator 


58X381 

58X381 

Screw fastening hinge to cabinet (12-28) 


HI7A343 

HI7A343 

Supporting bracket for HI7A342 


H20A6 

H20A6 

Screw fastening thermometer clip to inner door 


H20A5I2 

H20A5I2 

Screw fastening Cat. HI7A343 to evaporator 




panel (4-48) 




(6-32) 


58X378 

58X378 

Screw fastening thermometer to clip (4-40) 


58X382 

58X382 

Nut for Cat. H20A5I2 

36 

H14A22 

HI4A22 

Strike for latch bolt 


58X379 

58X379 

Washer for Cat. H20A5I2 

37 

H14A20 

HI4A20 

Str ike case 

59 

HI7A344 

HI7A344 

Shelf, top 


H20A381 

H20A38I 

Screw for strike (No. 8) 

60 

HI7A324 

HI7A324 

Hanger for top shelf 


58X310 

58X310 

Lockwasher for Cat. H20A38I 


H17A325 

HI7A325 

Adjusting plate for top shelf hanger 

38 

1 Ga21H13 

IGA2IHI3 

Door switch 


H20A47L 

H20A47I 

Screw fastening hanger to evaporator (6-32) 


H13A24I 

HI3A24I 

Gasket for door switch 


58X382 

58X382 

Nut for Cat. H20A47I 


HI0A174 

HI0AI74 

Door jamb strip, hinge side 


58X379 

58X379 

Washer for Cat. H20A47I 

39 

HI0AI75 

HI0AI75 

Door jamb strip, latch side 

61 

HI7A345 

HI7A345 

Sliding shelf with stops 

40 

HI0AI76 

H10AI76 

Door jamb strip, bottom 

62 

A4R20 

AyR20 

Cold storage tray with trim 

41 

H10A177 

H10AI77 

Door jamb strip, top 

63 

H18A186 

HI8AI86 

Trim for cold storage tray 

42 

H20A38I 

H20A38I 

Screw for door jamb strip (No. 8) 


H20A5I3 

H20A5I3 

Trim plug 


H20A5I6 

H20A5I6 

Rubber bumper for Evaporator Door 

64 

A4R14 

A4RI4 

Cover for cold storage tray 

43 

H9A39 

H9A39 

Door jamb corner 


H20A473 

H20A473 

Rack for cold storage tray 

44 

- 

HI8AI90 

Door jamb corner trim 

65 

t H 30A170 

+ H 30A 170 

VEGETA8LE DRAWER WITH FRONT PANEL AND HANDLE 

45 

H3AI44 

H3AI44 

INNER LINER WITH SHELF SUPPORTS 

66 

t H30 A 171 

f H3 0 A 171 

FRUIT DRAWER WITH FRONT PANEL AND HANDLE 

46 

H 17A194 

HI7AI94 

Shelf support, headed 


H30AI53 

H30AI53 

Pan only for vegetable or fruit drawer 

47 

HI7A335 

H17A335 

Headed support for butter compartment 

65 

t H30A172 

f H 3 0A 172 

Front panel for vegetable drawer 

48 

HI7AI95 

HI7AI95 

Shelf support, straight 

66 

t H 30A173 

fH 30A173 

Front panel for fruit drawer 


HI2A2 

HI2A2 

Screw for shelf or butter compartment support 

67 

H20A5I4 

H20A5I4 

Handle for vegetable or fruit drawer 




(1/4 in.-20) 


C20HI46 

C20H146 

Screw fastening front panel and handle to pan 


H20A464 

H20A464 

Washer for Cat. HI2A2 




(8-32) 

49 

H17A337 

HI7A337 

Support for sliding shelf, upper(7/l6 in.high) 


H20A398 

H20A398 

Washer for Cat. C20HI46 

50 

HI7A340 

HI7A340 

Support for sliding shelf, lower(7/l6 in.high) 


H20A549 

H20A549 

Washer between handle and front panel 

51 

H20A503 

H20A503 

Shim for sliding shelf support (.031 in.thick) 


H20A550 

H20A550 

Washer between pan and front panel 

51 

H20A504 

H20A504 

Shim for sliding shelf support (.062 in.thick) 

68 

H30AI49 

H30AI49 

Frame for cover for vegetable or fruit drawer 

52 

H20A505 

H20A505 

Bracket for vegetable drawer cover frame, upper 

69 

H30AI50 

H30AI50 

Cover for vegetable or fruit drawer 


H20A506 

H20A506 

Screw fastening support for sliding shelf to 

70 

§A21R251 

§A21R 251 

AIR FILTER WITH SUPPORT 




inner 1 iner (8-32) 

70 

A2IR253 

A2IR253 

Cover for air filter 


H20A507 

H20A507 

Screw fastening support for sliding shelf and 


H20A40I 

H20A401 

Rubber foot for air filter 




upper bracket for vegetable drawer cover 


H5X20 

H5X20 

Cabinet insulation (Kimsul, 18' roll) 




frame to inner liner (8-32) 





53 

H20A508 

H20A508 

Bracket for vegetable drawer cover frame .lower 






t 

§ 


These parts were used only on early production cabinets having long vertical braces on 
These parts were used only on later production cabinets having short horizontal braces 


the inner 1iner s ides. 
on the inner liner sides. 


These front panels are porcelain enamel. Early production cabinets were equipped with aluminum front panels. When ordering a replacement front 
panel for a cabinet with aluminum panels, it will be necessary to order both panels as the porcelain and aluminum panels do not match. 

On early production cabinets the support and spring clip were screwed to the air filter. On later production they were riveted together and the 
parts are not available. Order a complete air filter. 
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APPLIANCE AND MERCHANDISE DEPARTMENT 



Descript ion 


1 H4A65 TOP COVER FOR CABINET 

2 HI3A255 Gasket for top cover 

H20A50I Clip for top cover, front 

H20AI62 Clip for top cover, back 

H20A86 Screw for Cat. H20A50I (10-30) 

91X648 Screw for Cat. H20AI62 or refrigerant line sealing plate 

{No. 8) 

58X374 Screw fastening condenser to outer case (No. 10) 

165736 Washer for Cat. 58X374 

H20A243 Rubber spacer for back of condenser 

H20A62 Screw for rubber spacer (No. 8) 

80X132 Washer for Cat. H20A62 

J H27AI44 BASE 

106775 Cap screw fastening condenser to base (5/16 in.-18) 

17781 I Nut for Cat. 106775 

HI8A22 Washer for Cat. 106775 (7/8 in. O.D.) 

HI8AI8 Washer for Cat. 106775 {5/8 in. O.D.) 

20X536 Cap screw fastening outer case to base (l/4 in.-20) 
160980 Washer for Cat. 20X536 

H20A502 Reinforcing plate for Cat. 20X536 

71X272 Screw fastening refrigerating machine to base 
(5/16 in.-18) 

177811 Nut for Cat. 71X272 

91X649 Washer for Cat. 71X272 

A2RI6 Adjustable glider for front of base 

141255 Nut for adjustable glider 

+ H27AI43 Skirt for base 

65X229 Screw fastening skirt to base (i/4 in.-20) 


The lower door panel is drilled so that Cat. H27A146 Grille can be installed. 


Ref. 

No. 

Cat. No. 

Descript ion 


HI7A89 

Nut for Cat. 65X229 

5 

*H7A3BG 

LOWER DOOR PANEL 

6 

H20A24I 

Spring clip for lower door panel 


58X375 

Screw for Cat. H20A2tl (No. 8) 


165736 

Washer for Cat. 58X375 


H20A459 

Rubber button spacer for lower door panel 

7 

H20AI81 

Support for lower door panel 


58X376 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat, 58X376 

8 

H20A239 

Catch for spring clip Cat. H20A24I 


91X648 

Screw for Cat. H20A239 (No. 8) 

9 

- 

DOOR FOR CABINET 

9 

H7A381 

Outer door panel (right-hand cabinet) 


H7A382 

Outer door panel (left-hand cabinet) 

to 

HI3A256 

Door gasket 


HI0A178 

Door strip, hinge side 

1 1 

HI0AI79 

Door strip, latch side, with escutcheon for latch bolt 

12 

HI5A4I 

Escutcheon for latch bolt 

13 

HI0A180 

Door strip, top or bottom 

14 

H20A38I 

Screw for door strip (No. 8) 

(5 

H9A38 

Door corner 


H7A379 

Inner door panel 

16 

HI5AI02 

Latch with gasket and nut 

17 

HI5A64 

Spring for 1atch 

18 

H15A65 

Nut for latch and handle 

19 

HI5A66 

Gasket between latch and outer door panel 

20 

HI5A93 

Washer between latch and outer door panel 


H20A38I 

Screw fastening latch to door strip (No. 8) 
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6ENERAI ELECTRIC COMPANY 


APPLIANCE AND HERCHAWD I S E DEPART M ENT 


JB8-41A, JB8-41B (Cont.) 


Ref. 

Mo. Cat. Mo. Description _ 

21 HI5A86 Latch handle with push plate and spring 

22 HJ5A87 Back plate for latch handle, RH cabinet 

22 HI5A88 Back plate for latch handle, LH cabinet 

23 HI5A89 Pin fastening latch handle to back plate 

24 HI5A90 Escutcheon for latch handle, RH cabinet 

24 HI5A9I Escutcheon for latch handle, LH cabinet 

25 HI3A243 Gasket between back plate for latch handle and outer 

door panel 

58X376 Screw fastening back plate for latch handle to outer door 
panel (No. 8) 

26 HI6A83 Hinge without cover 

27 HI6A84 Cover for hinge 

128619 Screw fastening hinge to door (10-32) 

58X381 Screw fastening hinge to cabinet (12-28) 

28 NP74779A Nameplate 

28 HP74779B Clip for nameplate 

H20A6 Screw for nameplate clip (4-48) 

29 HI4A22 Strike for latch bolt 

30 HI4A20 Strike case 

H20A38I Screw for strike (No. 8) 

58X310 Lockwasher for Cat. H20A38I 

31 IGA2IHI2 Door switch 

H13A241 Gasket for door switch 

HI0AI8I Door jamb strip, hinge side 

32 HI0AI82 Door jamb strip, latch side 

33 HJ0AI83 Door jamb strip, bottom 

34 H10AI84 Door jamb strip, top 

35 H20A38I Screw for door jamb strip (No. 8) 

H20A5I6 Rubber bumper for evaporator door 

36 H9A39 Door jamb corner 

37 H3AI48 INNER LINER WITH SHELF SUPPORTS 

38 HI7A90 Shelf support, headed 

39 H17A335 Headed support for butter compartment 

40 **HI7AI95 Support for butter conditioner^ straight, white 

(3/4 in. long) 

41 HI7A89 Shelf support, straight (1/2 in. long) 

42 HI7AI22 Shelf support, straight, black (3/4 in. long) 

HI2A2 Screw for shelf or butter compartment support 

(1/4 in.-20) 

H20A464 Washer for Cat. HI2A2 

43 H20A508 Bracket for vegetable drawer cover frame 

11X339 Screw fastening Cat. H20A508 to inner liner (10-30) 

H20A509 Washer for Cat. 11X339 

44 HI7A32I Slide for cold storage tray 

H20A465 Screw for tray slide (10-30) 

45 H20A466 Spacer for tray slide 

46 H20A467 Shim for Cat. H20A466 (.031 in. thick) 

46 H20A468 Shim for Cat. H20A466 (.062 in. thick) 


Ref. 

No. Cat. Mo. _ Descript ion _ 

HIIA20I Tapping strip for Cat. H20A465 
11X339 Screw fastening Cat. HIIA20I to inner liner, side 

(10-30) 

179789 Washer for Cat. 11X339 

H20A382 Bracket for lamp receptacle 

91X648 Screw for Cat. H20A382 (No. 8) 

47 78X994 Receptacle for butter compartment 

H20A522 Brace for inner liner, right-hand side 

H20A523 Brace for inner liner, left-hand side 

11X339 Screw fastening brace to inner liner side (10-30) 

H20A380 Washer for Cat. 11X339 

H20AMO Rubber plug for inner liner cover 
H20A470 Metal plug for inner, liner cover 
58X376 Screw fastening inner liner cover to inner liner, 
L.H. side (No. 8) 

H20A38I Screw fastening inner liner cover to inner liner, 
R.H. side (No. 8) 

58X385 Nut for Cat. H20A38I 

HI3A249 Gasket between inner liner cover and inner liner 
78X993 Lamp receptacle 

H20A406 Connector with insulation for leads 

48 H17A352 Shelf, top 

49 HI7A324 Hanger for top shelf 

HI7A325 Adjusting plate for top shelf hanger 
H20A471 Screw fastening hanger and adjusting plate to 
evaporator (6-32) 

58X382 Nut for Cat. H20A47I 

58X379 Washer for Cat. H20A47I 

50 HI7A350 Shelf, first from top 

51 HI7A35I Half shelf 

52 A4RI2 Cold storage tray with trim 

53 HI8AI77 Trim for cold storage tray 

H20A472 Trim plug 

54 A4RI3 Cover for cold storage tray 

H20A473 Rack for cold storage tray 

55 H30AI43 VEGETA8LE DRAWER WITH TRIM 

55 H30AI44 Pan only for vegetable drawer 

56 HI8AI85 Trim for vegetable drawer 

58X384 Screw fastening trim to vegetable drawer (6-32) 

91X49 Nut for Cat. 58X384 

675 Washer for Cat. 58X384 

57 NP852I4B Nameplate for vegetable drawer 

58 H30A145 Frame for cover for vegetable drawer 

59 H30A146 Cover for vegetable drawer 

60 H20A524 Support for vegetable drawer and half shelf 

61 H20A40I Rubber foot for Cat. H20A524 

62 H20A525 Support for half shelves 

H5X20 Cabinet insulation (Kimsul, 18' roll) 


**Early production cabinets used HI7AI22 black support for butter conditioner. 
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6ENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B8-41A, B8-41B, PB8-41A, PB8-41B 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-22C UNIT 



Accessories 


Quan. 

Cat . Ho. 

Description Quan. 

Cat. Ho. 

Description 

4 

tA5R23 

Freezing tray 1 

A2IRI87 

Handle and cover assembled for water bottle 

1 

A2IR229 

Tray 1 ifter I 

A2IRI84 

Handle only for water bottle 

1 

tA5R 29 

Dessert tray complete with two sets of dividers and 1 

A2IRI85 

Cover only for water bottle 



separator 1 

A21R186 

Rivet fastening cover to handle 

1 

A2IR247 

Thermometer, case, spacer, and clip 1 

58X383 

Washer for Cat. A2IRI86 

1 

A2IR248 

Thermometer element with spacer 1 

A2IRI43 

Band for water bottle handle 

1 

A2IR249 

Case for thermometer I 

H20A402 

Sleeve nut for Cat. 58X275 

1 

A2IR250 

Clip for thermometer 1 

58X275 

Screw fastening handle and band to water bottle 

1 

A2IRI40 

Water bottle 


(6-32) 

1 

A2IRI44 

Water bottle only 

•A20RI1 

Package of activated carbon for air filter 


f Models B8-4IB and PB8~^IB are equipped with 2 Cat. A5R23 freezing trays. Also they are equipped with Cat. A5R28 dessert tray without dividers (Cat. A5R26) 
and separator (Cat. A5R30). 

* Not furnished with cabinet. 

Cabinet Parts 


Ref. 

Ho. 

1_ Cat. 

_ 

Descrtptton 

Ref. 
Ho. 

Cat. 

Rq- _ 

Description 


E22&B3 

|£2££Bd 


1 

H4A65 

H4A66 

TOP COVER FOR CABINET 


_ 

H20A255 

Fiber washer for Cat. 20X536 

2 

HI3A255 

H13A258 

Gasket for top cover 


71X272 

71X272 

Screw fastening refrigerating machine to base 


H20A50I 

H20A50I 

Clip for top cover, front 




(5/16 in.-18) 


H20AI62 

H20A162 

Clip for top cover, back 


177811 

177811 

Nut for Cat. 71X272 


_ 

HI3AI65 

Gasket for Cat. H20AI62 


91X649 

91X649 

Washer for Cat. 71X272 


H20A86 

H20A86 

Sere, for Cat. H20A50I (10-30) 


A2RI4 

A2RI4 

Adjustable glider for front of base 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line sealing 


141255 

141255 

Nut for adjustable glider 




plate (No. 8) 


H20A475 

H20A475 

Bumper for grille 


_ 

H20A485 

Washer for refrigerant line sealing plate 

6 

H3IAI06 

H3IAI07 

STORAGE DRAWER WITH GRILLE, FRONT PANEL AND SLIDES 

3 

_ 

H2A147 

OUTER CASE, RH CABINET 

7 

H27AI46 

H27AI46 

Grille for storage drawer 

3 

_ 

H2AI48 

OUTER CASE, LH CABINET 

6 

H7A383 

H7A387 

Front panel for storage drawer 


_ 

HI8AI87 

Trim for upper RH corner of outer case, front 


1051 13 

105113 

Screw fastening grille to front panel (10-32) 

4 

_ 

HI8AI88 

Trim for upper LH corner of outer case, front 


HI8AI9 

H ISA 19 

Washer for Cat. 105113 



H20A486 

Rubber spacer for Cat. HI8AI87 or HI8AI88 

8 

H20A5I7 

H20A5I7 

Handle for storage drawer 


_ 

H20AI68 

Washer for Cat. HI8A187 or HISA 188 


- 

H20A487 

Washer between handle and front panel 


_ 

58X326 

Nut fastening Cat. HI8AI87 or HI8AI88 to outer case 


126915 

126915 

Screw fastening handle to storage drawer (8-32) 


58X374 

58X374 

Screw fastening condenser to outer case (No. 10) 


179789 

179789 

Washer for Cat. 126915 


165736 

165736 

Washer for Cat. 58X374 

9 

- 

HI8A192 

Trim with retainer for front panel 


H20A243 

H20A243 

Rubber spacer for back of condenser 


- 

H20A488 

Retainer for trim 


H20A62 

H20A62 

Screw for rubber spacer (No. 8) 


- 

58X387 

Nut for Cat. H20A488 


80X132 

80X132 

Washer for Cat. H20A62 


H20A477 

H20A477 

Rubber bumper for front panel 

5 

H27AI45 

H27AI45 

BASE 

10 

H3IAI03 

H3IA103 

Storage drawer only 


106775 

1 106775 

Cap screw fastening condenser to base (5/16 in.-18) 


H20A478 

H20A478 

Drain plug for storage drawer 


177811 

177811 

Nut for Cat. 106775 


H3IA9I 

H3IA9I 

Angle for storage drawer and front panel 


HI8A22 

HI8A22 

Washer for Cat. 106775 (7/8 in. 0.0.) 


H20A479 

H20A479 

Screw fastening angle to storage drawer or to 


HISA 18 

HI8AI8 

Washer for Cat. 106775 (5/8 in. 0.0.) 




front panel (10-32) 



HI3A252 

Pad between base and cabinet 


HI8AI9 

H ISA 19 

Fiber washer for Cat. H20A479 


20X536 

, 20X536 

Cap screw fastening outer case to base (1/4 in,-20) 


165736 

165736 

Metal washer for Cat. H20A479 


160980 

160980 

Metal washer for Cat. 20X536 

11 

H3IA66 

H3IA66 

Slide for storage drawer, RH side 


H20A502 

H20A502 

Reinforcing plate for Cat. 20X536 


H3IA67 

H3IA67 

Slide for storage drawer, LH side 
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GENERAL ELECTRIC COMPANY 


A P P L I A NCE AND MERCHANDISE DEPARTMENT 


B8-41 A, B8-41B, PB8-41A, PB8-41B (Cont.) 


Ref. 

No. 

Cat. 

No. 


Ref. 

No. 

Cnt 

No. 

Description 

liSEHCTEM 

PB8-UA.B 

Description 


PB8-AlA,B 


H20A479 

H20A479 

Screw fastening slide to storage drawer (10-32) 

53 

H20A508 

H20A508 1 

Bracket for vegetable drawer cover frame, lower 


165736 

165736 

Washer for Cat. H20A479 


11X339 

11X339 1 

Screw fastening Cat. H20A508 to inner liner 

12 

H3IA92 

H3IA92 

Channel with roller for storage drawer, RH side 




(10-30) 


H3IA93 

H3IA93 

Channel with roller for storage drawer, LH side 


’‘*205128 

**205128 ; 

Nut for Cat. 11X339 


H3IA70 

H31A70 

Spring stop for channel 


**58X310 

**58X310 

Lockwasher for Cat. 205128 


20X536 

20X536 

Cap screw fastening channel to side of outer case 


H20A509 

H20A509 

Washer for Cat. 11X339 




(1/1 in.-20) 

54 

HI7A32I 

HI7A32I 

Slide for cold storage tray 


1X452 

1X452 

Nut for Cat. 20X536 


H20A465 

H20A465 

Screw for cold storage tray slide (10-30) 


H20A480 

H20A480 

Spacing washer between channel and outer case 

55 

H20A466 

H20A466 

Spacer for cold storage tray slide 


30X562 

30X562 

Lockwasher for Cat. 1X452 

56 

H20A467 

H20A467 

Shim for Cat. H20A466 (.031 in. thick) 

13 

- 

- 

D0OR FOR CABINET 

56 

H20A468 

H20A468 

Shim for Cat. H20A166 (.062 in. thick) 

13 

H7A384 

H7A388 

Outer door panel,RH cabinet 


*HI(A20I 

*HI IA20! 

Tapping strip for Cat. H20A465 


H7A385 

H7A389 

Outer door panel, LH cabinet 


**HIIA227 

**HIIA227 

Tapping strip for Cat. H20A465 

m 

HI3A258 

HI3A258 

Door gasket 


11X339 

11X339 

Screw fastening tapping strip for Cat. H20A465 to 


HI0AI85 

HI ; 185 

Door strip, hinge side 




inner liner, side (10-30) 

15 

HI0AI86 

HI0AI86 

Door strip, latch side, with escutcheon for latch bolt 


179789 

179789 

Washer for Cat. 11X339 

16 

HI5A4I 

HI5A4I 

Escutcheon for latch bolt 


H20A382 

H20A382 j 

Bracket for lamp receptacle 

17 

HI0AI87 

H10AI87 

Door strip, top or bottom 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 

18 

H20A38I 

H20A38I 

Screw for door strip (No. 8) 


78X994 

78X994 

Receptacle for butter conditioner 

19 

H9A38 

H9A38 

Door corner 


’H20A526 , 

•H20A526 

Brace for inner liner, RH side 


H7A386 

H7A386 

Inner door panel 


•H20A527 

‘H20A527 

Brace for inner liner, LH side 

20 

H15AI02 

H1 BA 102 

Latch with gasket and nut 


•'H20A538 

**H20A538 

Brace for inner liner, RH side 

21 

HI5A64 

HI5A64 

Spring for latch 


**H20A539 

**H20A539 

Brace for inner liner, LH side 

22 

HI5A65 

HI5A65 

Nut for latch and handle 


*11X339 

*11X339 

Screw fastening brace to inner liner side 

23 

HI5A66 

HI5A66 

Gasket between latch and outer door panel 




(10-30) 

24 

HI5A93 

H15A93 

Washer between latch and outer door panel 


’H20A380 

’H20A380 

Washer for Cat. MX339 

25 

H20A381 i 

H20A38I 

Screw fastening latch to door strip (No. 8) 


H20AI10 

H20AI 10 

Rubber plug for inner liner cover 

26 

NP85377A 

NP85377A 

General Electric nameplate 


H20A470 

H20A470 

Metal plug for inner liner cover 

26 

KP85377B 

NP85377B 

Cl ip for nameplate 


58X376 

58X376 

Screw fastening inner liner cover to inner liner, 

27 

NP80I96 

NP80I96 

"Deluxe" nameplate 




LH side (No. 8) 


58X370 

58X370 

fastener for nameplate 


H70A38I 

H20A381 

Screw fastening inner liner cover to inner liner, 


H20A385 

H20A385 

Washer for nameplate 




RH side (No. 8) 

28 

HI5A86 

HI5A86 

Latch handle with push plate and spring 


58X385 

58X385 

Nu+ for Cat. H20A38I 

29 

HI5A87 

H15A87 

Back plate for latch handle, RH cabinet 


HI3A249 

HI3A249 

Gasket between inner liner cover and inner liner 

29 

HI5A88 

HI5A88 

Back plate for latch handle, LH cabinet 


78X993 

78X993 

Lamp receptacle 

30 

HI5A89 

H15A89 

Pin fastening latch handle to back plate 


H20A406 

H20A406 

Connector with insulation for leads 

31 

HI5A90 

HI5A90 

Escutcheon for latch handle, RH cabinet 

57 

78X998 

78X998 

BUTTER CONDITIONER WITH TRAY 

31 

HI5A9I 

HI5A9I 

Escutcheon for latch handle, LH cabinet 


A2IR232 

A2IR232 

Tray for butter conditioner 

32 

HI3A243 

HI3A243 

Gasket between back plate for latch handle and outer 

57 

A2IR233 

A2IR233 

Door with hinge and handle for butter 




door panel 




conditioner 


- 

H20A528 

Washer between back plate for latch handle and outer 


A2IR234 

A2IR234 

Handle for butter conditioner door 




door panel (7/16 in. O.D.) 


A2IR235 

A2IR235 

Screw fastening handle to door (4-40) 


- 

H20A529 

Washer between back plate for latch handle and outer 


A2IR236 

A2IR236 

Screw fastening door hinge to outer case (6-32) 




door panel (3/4 in. O.D.) 


A21R237 

A2IR237 

Door spring 


58X376 

58X376 

Screw fastening back plate for latch handle to outer 


A2IR238 

A2IR238 

Door frame for butter conditioner 




door panel (No. 8) 


A2IR239 

A2IR239 

Outer case for butter conditioner 

33 

HI6A78 

HI6A78 

Upper hinge for R.H. door or lower hinge for L.H. 


A2IR240 

A2IR240 

Inner liner for butter conditioner 




door, without cover 


A2IR236 

A2IR236 

Screw fastening • inner liner to outer case (6-32) 

34 

HI6A79 

HI6A79 

Lower hinge for R.H. door or upper hinge for L.H. 


A2IR24I 

A2IR24I 

Steel washer for Cat. A2IR236 




door, without cover 


A2IR242 

A2IR242 

Fiber washer for Cat. A2IR236 

35 

HI6A80 

HI6A80 

Cover for hinge 


A2IR243 

A2IR243 

Thermostat, plug, and heating unit 


HI6A85 

HI6A85 

Spacer tube for hinge 


A21R244 

A2IR244 

Knob for thermostat 


_ 

HI3A254 

Gasket between hinge and door 


A2IR245 

A2IR245 

Screw fastening knob to thermostat (4-40) 


_ 

HI3AI96 

Gaaket between hinge and cabinet 


A2IR246 

A2IR246 

Clip fastening heating unit to inner liner 


128619 

128619 

Screw fastening hinge to door (10-32) 

58 

HI7A353 

HI7A353 

Shelf, small, side of evaporator 


58X381 

58X381 

Screw fastening hinge to cabinet (12-28) 


HI7A343 

HI7A343 

Supporting bracket for Cat, HI7A353 


H20A6 

H20A6 

Screw fastening thermometer clip to inner door 


H20A5I2 

H20A5I2 

Screw fastening Cat. HI7A343 to evaporator (6-32) 




panel (4-48) 


58X382 

58X382 

Nut for Cat. H20A5I2 


58X378 

58X378 

Screw fastening thermometer to clip (4-40) 


58X379 

58X379 

Washer for Cat. H20A5I2 

36 

HI4A22 

HI4A22 

Strike for latch bolt 

59 

HI7A354 

HI7A354 

Shelf, top 

37 

HI4A20 

HI4A20 

Strike case 

60 

HI7A324 

HI7A324 

Hanger for top shelf 


H20A381 

H20A38I 

Screw for strike (No. 8) 


HI7A325 

HI7A325 

Adjusting plate for top shelf hanger 


58X310 

58X310 

Lockwasher for Cat. H20A38I 


H20A47I 

H20A47I 

Screw fastening hanger and adjusting plate to 

38 

IGA2IH13 

IGA2IHI3 

Door switch 




evaporator (6-32) 


HI3A24I 

HI3A24I 

Gasket for door switch 


58X382 

58X382 

Nut for Cat. H20A471 


HI0AI88 

HI 188 

Door jamb strip, hinge side 


58X379 

58X379 

Washer for Cat. H20A47I 

39 

HI0A189 

HI0A189 

Door jamb strip, latch side 

61 

HI7A355 

HI7A355 

SI iding shelf with stops 

40 

HI0AI90 

HI0AI90 

Door jamb str ip , bottom 

62 

A4R20 

A4R20 

Cold storage tray with trim 

41 

HI0AI9I 

HI0AI9I 

Door jamb strip, top 

63 

HISA 186 

HI8AI86 

Trim for cold storage tray 

42 

H20A38I 

H20A38I 

Screw for door jamb strip (No. 8) 


H20A513 

H20A5I3 

Trim plug 


H20A5I6 

H20A5I6 

Rubber bumper for evaporator door 

64 

A4RI4 

A4RI4 

Cover for cold storage tray 

43 

H9A39 

H9A39 

Door jamb corner 


H20A473 

H20A473 

Rack for cold storage tray 

44 

_ 

HISA 190 

Door jamb corner tr im 

65 

A2IR260 

A2IR260 

Basket with partition for top shelf 

45 

H3AI49 

H3AI49 

INNER LINER WITH SHELF SUPPORTS 

65 

A2IR26I 

A2IR26I 

Basket without partition 

46 

H 17A194 

H17A194 

Shelf support, headed 


A2IR262 

A2IR262 

Partition for basket 

47 

HI7A335 

HI7A335 

Headed support for butter conditioner 

66 

H30AI59 

H30AI59 

VEGETABLE DRAWER WITH FRDNT PANEL AND HANDLE 

48 

HI7AI95 

HI7A195 

Shelf support, straight 

67 

H30A160 

H30AI60 

FRUIT DRAWER WITH FRONT PANEL AND HANDLE 


HI2A2 

HI2A2 

Screw for shelf or butter conditioner support 


H30AI6I 

H30A16I 

Pan only for vegetable or fruit drawer 




(1/1 in.-20) 

66 

H30AI62 

H30AI62 

Front panel for vegetable drawer 


H20A464 

H20A464 

Washer for Cat. HI2A2 

67 

H30AI63 

H30AI63 

Front panel for fruit drawer 

49 

HI7A337 

HI7A337 

Support for sliding shelf, upper (7/16 in. high) 

68 

H20A5I4 

H20A514 

Handle for vegetable or fruit drawer 

50 

HI7A340 

HI7A340 

Support for sliding shelf, lower (7/16 in. high) 


C20HI46 

C20HI46 

Screw fastening front panel and handle to pan 

51 

H20A503 

H20A503 

Shim for sliding shelf support (.C3I in. thick) 




(8-32) 

51 

H20A504 

H20A504 

Shim for sliding shelf support (.062 in. thick) 


H20A398 

H20A398 

Washer for Cat. C20HI46 

52 

H20A505 

H20A505 

Bracket for vegetable drawer cover frame, upper 

69 

H30AI45 

H30AI45 

Frame for cover for vegetable or fruit drawer 


H20A506 

H20A506 

Screw fastening support for sliding shelf to 

70 

H30AI46 

H30AI46 

Cover for vegetable or fruit drawer 





71 

A2IR25I 

A2IR25I 

AIR FILTER WITH SUPPORT 


H20A507 

H20A507 

Screw fastening support for sliding shelf and 

71 

A2IR253 

A2IR253 

Cover for air fiIter 




upper bracket for vegetable drawer cover frame 


H20A40I 

H20A40I 

Rubber foot for air filter 




to inner liner (8-32) 


H5X20 

H5X20 

Cabinet insulation (Kimsut, 18' roll) 


* These parts were used only on early production cabinets having long vertical braces on the inner liner sides. 


** These parts were used only on later production cabinets having short horizontal braces on the inner liner sides. 
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FOR REFRIGERATING MACHINE PARTS REFER TO CE-34E UNIT 
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14 OR 20 
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Quan. 

Cat. 

So. 

Descript ton 

Quan. 

Cat. 

So. 

Description 

PB12B, C 

PB16B.C 

PB12B, C 

PB16B,C 

8 

*A5R23 

*A5R23 

Freezing trays 

1 

58X383 

58X383 

Washer for Cat. A2IRI86’ 

1 

*A5R29 

*A5R29 

Dessert tray complete with two sets of flexible 

1 

A2IRI43 

A2IRI43 

Band for water bottle handle 




dividers and separator 

1 

H20A402 

H20A402 

Sleeve nut for Cat. 58X275 

1 

A2IR229 

A2IR229 

Tray 1 ifter 

1 

58X275 

58X275 

Screw fastening handle and band to water 

1 

A2IR87 

A2IR87 

Thermometer, case, and clip 




bottle (6-32) 

1 

A2IRI28 

A2IRI28 

Thermometer only 

2 

A2IRI78 

A2IRI8I 

Air fiIters 

1 

NP75762A 

NP75762A 

Case for thermometer 

2 

A21RI79 

A2IRI82 

Perforated container for air filter 

1 

A2IRI29 

A2IRI29 

Clip for thermometer 

2 

A2IR174 

A2IRI74 

End cap for air filter, RH .side 

1 

A2imo 

A2IRI40 

Water bottle 

2 

A2IRI75 

A2IRI75 

End cap for air filter, LH side 

1 

A2IRI44 

A21R144 

Water bottle only 


fA20R11 

|A20R H 

Package of activated carbon for air 

1 

A2IRI87 

A2IRI87 

Handle and cover assembled 




fi1 ter 

1 

A2IRI84 

A2IRI84 

Handle only for water bottle 

2 

NP8I609A 

NP8I609A 

Nameplate for air filter 

1 

A2IRI85 

A21Ri85 

Cover only for water bottle 

2 

NP81609B 

NP8I609B 

Clip for nameplate 

1 

A2IRI86 

21R186 

Rivet fastening cover to handle 

4 

58X369 

58X369 

Screw for nameplate clip (No. 4} 


’Models P8I2C and PBI6C are equipped with 4 Cat. A5R23 freezing trays. Also they are equipped with Cat. A5R28 dessert tray without dividers 
(Cat. A5R26) and separator (Cat. A5R30). 


f Not furnished with cabinet. 


Cabinet Parts 


Hef. 

So. 

| Cat. 

. So. j 

Ref. 

Description So. 

Cat. 

So. 

Description 



PB12B,C 

PB16B.C 

1 

H4A58 

H4A59 

TOP COVER FOR CABINET 

H20A409 

H20A409 

Nut for Cat. 91X299 


HI3A2I8 

HI3A22I 

Gasket for top cover, front and sides 

136979 

136979 

Screw for refrigerant line sealing p1 ate(10-24) 


HI3A2I9 

HI3A222 

Gasket for top cover, back 

H20A370 

H20A370 

Support for refrigerant line sealing plate 


H20A367 

H20A367 

Clip for top cover, front 

H20A37I 

H20A37I 

Clamp for refrigerant line, upper 


145995 

145995 

Screw for Cat. H20A367 (10-32) 

91X648 

91X648 

Screw for Cat. H20A370 or H20A37I (No. 8) 


H20A368 

H20A368 

Bracket for top cover, back 

H20A243 

H20A243 

Rubber spacer for Cat. H20A37I 


91X648 

91X648 

Screw fastening Cat. H20A368 to top cover(No. 8) 

H20A62 

H20A62 

Screw for Cat. H20A243 (No. 8) 


H20A369 

H20A369 

Bracket for outer case, back 

80X132 

BOX 132 

Washer for Cat. H20A62 


91X648 

91X648 

Screw fastening Cat. H20A369 to outer case(No.8) 

H20A202 

H20A202 

Clamp for refrigerant line, lower 


20X527 

20X527 

Screw fastening Cat. H20A368 to Cat. H20A369 

91X648 

91X648 

Screw for Cat. H20A202 (No. 8) 




(1/9 in.-20) 

H27AI53 

H27AI5I 

BASE 


1X452 

1X452 

Nut for Cat. 20X527 

H20A374 

H20A374 

Partition between storage bin and 


143974 

143974 

Washer for Cat. 20X527 



refrigerating machine compartment 

2 

HI8AI59 

HI8AI70 

Trim for top cover, RH side 

H22A43 

H22A43 

Sound insulation for partition 

3 

HISA 160 

HI8AI69 

Trim for top cover, LH side 

H20A263 

H20A263 

Rubber button bumper for partition 


58X287 

58X287 

Screw for trim (No. 8) 

H20A75 

H20A75 

Washer for Cat. H20A263 

4 

NP7048I 

NP70481 

Nameplate 

126915 

126915 

Screw fastening partition to base (8-32) 

5 

H8A89 

H8A89 

Panel for outer case, RH side 

H20A375 

H20A375 

Nut for Cat. 126915 


H8A90 

H8A90 

Panel for outer case, LH side 

91X648 

91X648 

Screw fastening partition to bottom of outer 


H5A257 

H5A257 

Insulation between side panel and outer case 



case (No. 8) 

6 

H20A49 

H20A49 

Screw for Cat. H8A89 or H8A90, top or side(No.S) 

279364 

279364 

Cap screw fastening outer case to base 

7 

91X299 

91X299 

Screw for Cat. HBA89 or H8A90, bottom (No. 8) 



(5/16 in.-18) 


HI8A38 

HI8A38 

Washer for Cat. H20A49 or 91X299 

i----J 

6X814 

6X814 

Lockwasher for Cat. 279364 


Issued April 1941 


Household Cabinet Parts - Page 131 












































































GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PB12B, PB12C, PB16B, PB16C (Cont.) 


Ref. 

Ho. 

Cat. 

Ho. 

Description 

Ref. 

No. 

Cat. 

. Ho. 

Description 

PB12B, C 

PB16B,C 

PB12B,C 

PB16B,C 


71X272 

71X272 

Carriage bolt fastening refrigerating machine 

40 

HI6A45 

HI6A45 

Upper hinge for RH door or lower hinge for LI door 




to base (5/16 In,-18) 

41 

HI6A44 

HI6A44 

Lower hinge for RH door or upper h i nge for LH door 



17781 1 

Nut for Cat. 71X272 

42 

HI6A46 

HI6A46 

Spacing rod for hinge 



HI8A22 

Washer for Cat. 71X272 


11X339 

11X339 

Screw for hinge (10-30) 


IMJLSSii 

A2RI4 

Adjustable glider for front of base 

43 

HI8AI63 

HI8AI63 


8 

H27AI54 

H27AI52 

Grille for base 


HI8AI64 

HI8AI64 

Trim, front, RH side 

9 

H7A4I4 

H7A409 

REFRIGERATING MACHINE COMPARTMENT DD0R PANEL 


H20A544 

H20A544 

Shim for Cat. HI8AI63 or HI8AI64 


H22A42 

H22A44 

Sound insulation for refr. mach. comp, door 

44 

HI8AI65 

HI8AI65 

Trim, front, mul1 ion 


H20A540 

H20A540 

Reinforcing plate for refr. mach. comp, door 


H20A545 

H20A545 

Shim for Cat. HI8A165 


91X648 

91X648 

Screw for Cat. H20A540 (No. 8) 

45 

HI8AI66 

HI8AI7I 

Trim, front, top cross piece, RH or LH side 


165736 

165736 

Washer for Cat. 91X648 


H20A55I 

H20A546 

Shim for Cat. HI8AI7L or HI8AI66 

10 

H20A54I 

H20A54I 

Spring catch for refr, mach. comp, door 

46 

HI8AI67 

HI8AI72 

Trim, front, bottom cross piece, RH side 


H20A542 

H20A542 

Spacer between Cat. H20A54I and refr, mach. 

47 

HI8AI68 

HI8AI73 

Trim, front, bottom cross piece, LH side 




comp, door 


H20A552 

H20A547 

Shim for trim, front, bottom cross piece 


11X339 

1 1X339 

Screw fastening Cat. H20A54I to refr. mach. 


i1X339 

11X339 

Screw for trim (10-30) 




comp, door 


H20AI38 

H20AI38 

Washer for Cat. 11X339 


200384 

200384 

Nut for Cat. 11X339 


HI0AI45 

HI0AI46 

Filler strip between top cover trim and outer 


H20A543 

H20A543 

Washer for Cat. 11X339 (7/8 in. 0.0.) 




case, RH or LH side 


165736 

165736 

Washer for Cat. 11X339 (5/8 in. O.D.) 


H20A553 

H20A548 

Shim for Cat. HI0AI46 or HI0AI45 


58X391 

58X391 

Screw fastening Cat. H20A54I to H20A374 


H20A86 

H20A86 

Screw for filler strip (10-30) 

1 1 

HI8A208 

HI8A204 

Trim with retainers for refr. mach. comp, door 


H20AI38 

H20AI38 

Washer for Cat. H20A86 


H20A488 

H20A488 

Retainer for trim 

48 

HI4A22 

HI4A22 

Strike for latch bolt 


58X387 

58X387 

Nut for Cat. H20A488 

49 

HI4A20 

HI4A20 

Strike case 

12 

H20A407 

H20A407 

Handle for refr. mach. comp, door 


H20A38I 

H20A38I 

Screw for str ike (No. 8) 


H20AI38 

H20AI38 

Washer between handle and door 


58X310 

58X310 

Lockwasher for Cat. H20A38I 


105113 

1051 13 

Screw for Cat. H20A407 (10-32) 

50 

IGA2IHI3 

IGA2IHI3 

Door switch 


54X441 

54X441 

Lockwasher for Cat. 105II3 


HI3A24I 

HI3A24I 

Gasket for door switch 

13 

H16A47 

HI6A47 

Hinge for refr. mach. comp, door 

51 

HI0A207 

HI0A207 ; 

Door jamb strip, hinge side 

14 

HI6A48 

HI6A48 

Spacing rod for hinge 

52 

HI0A208 

HI0A208 

Door jamb strip, latch side 


11X339 

11X339 

Screw for hinge (10-30) 

53 

HI0A2I3 

HI0A209 

Door jamb str ip, top 

15 

H7A263 

H7A265 

STORAGE BIN 000R PANEL 

54 

HI0A2I4 

HI0A2I0 : 

Door jamb strip, bottom 


H22A42 

H22A44 

Sound insulation for door panel 

55 

H20A38I 

H20A38I : 

Screw for door jamb strip (No. 8) 

16 

H3IA42 

H3IA43 

Storage bin 

56 

H9A34 

H9A34 

Door jamb corner 


91X648 

91X648 

Screw fastening storage bin to panel (No. 8) 

57 

H3AI3I 

H3A132 

INNER LINER WITH SHELF SUPPORTS 


165736 

165736 

Washer for Cat. 91X648 

58 

HI7AI94 

HI7AI94 

Shelf support, headed 


H20A378 

H20A378 

Catch for storage bin 


H 

HI8A3 

Washer for Cat. HI7AI94 


HI 2X2 

H 12X2 

Screw for Cat. H20A378 (10-30) 

59 

HI7AI95 

HI7AI95 

Shelf support, straight 


H20AI38 

H20AI38 

Washer for Cat. HI2X2 


HI2A2 

HI2A2 

Screw for Cat. HI7AI94 or HI7AI95 (1/4 in.-20) 


46X808 

46X808 

Stop for storage bin (1/4 in.-20) 

60 

H20A388 

H20A388 

Support for vegetable drawer 


1X452 

1X452 

Nut for Cat. 46X808 

61 

H20A393 

H20A393 

Shim for Cat. H20A388 (.031 in. thick) 


30X562 

30X562 

Lockwasher for Cat. 46X808 

61 

H20A394 

H20A394 

Shim for Cat. H20A388 (.062 in. thick) 

17 

HI8A209 

HI8A205 

Trim with retainers for storage bin panel 

62 

HI7A238 

HI7A238 

Shelf support, single slot (11/16 in. high) 


H20A488 

H20A488 

Retainer for trim 

63 

H20A39I 

H20A39I 

Shim for Cat. HI7A238 (.031 in. thick) 


58X387 

58X387 

Nut for Cat. H20A488 

63 

H20A392 

H20A392 

Shim for Cat. HI7A238 (.062 in. thick) 

18 

H20A407 

H20A407 

Handle for storage bin door 


H20AI59 

H20AI59 

Screw for Cat-. H20A388 or HI7A238 (10-30) 


H20AI38 

H20AI38 

Washer between handle and door 


58X364 

58X364 

Lockwasher for Cat. H20AI59 


1051 13 

105113 

Screw for Cat. H20A407 (10-32) 


H20A382 

H20A382 

Bracket for lamp receptacle 


54X441 

54X441 

Lockwasher for Cat. 105113 


91X648 

91X648 

Screw for Cat. H20A382 

19 

HI6A47 

HI6A47 

Hinge for storage bin door 


- 

H20A28I 

Top plate for inner liner 

20 

HI6A48 

HI6A48 

Spacing rod for hinge 


105136 

105136 

Screw fastening top plate or inner liner cover 


11X339 

11X339 

Screw for hinge (10-30) 




to inner liner (10-32) 

21 

- 

- 

DOOR, RIGHT-HAND 


200384 

200384 

Nut for Cat. 105136 

22 

_ 

_ 

DOOR, LEFT-HAND 


H20A380 

H20A380 

Washer for Cat. 105136 

21 

H7A4I5 

H7A4I0 

Outer door panel (right-hand door) 


H20A282 

H20A282 

Bracket for ice tray lifter 

22 

H7A4I6 

H7A4I 1 

Outer door panel (left-hand door) 


91X648 

91X648 

Screw for Cat. H20A282 (Ho. 8) 


HIIA232 

HIIA232 

Tapping strip fastening hinge to outer door 


78X719 

78X719 

Lamp receptacle 




panel 


H20A406 

H20A406 

Connector with insulation for leads 


11X339 

11X339 

Screw fastening Cat. HIIA232 to outer door 


HI9A29 

HI9A29 

Lamp guard 




panel (10-30) 


H20A49 

H20A49 

Screw for Cat. HI9A29 (Ho. 8) 


H20AI38 

H20AI38 

Washer for Cat. 11X339 


H20A265 

H20A265 

Heater for mullion (32 Volts) 

* 23 

HI3AI84 

H13AI89 

Door gasket 


H20A266 

H20A266 

Heater for mull ion (65 Volts) 

24 

HI0A204 

HI0A204 

Door strip, latch side, with escutcheon for 


H20A267 

H20A267 

Heater for mullion (l!5 Volts) 




latch bolt 


H20A268 

H20A268 

Heater for mullion (230 Volts) 

25 

HI5A4I 

HI5A4I 

Escutcheon for latch bolt 


H20A379 

H20A379 

Spring clip for mullion heater 


HI0A205 

HI0A205 

Door strip, hinge side 

64 

HI7A372 

HI7A360 

Shelf, top, RH side 

26 

HI0A2I2 

HI0A206 

Door strip, top or bottom 

65 

HI7A373 

HI7A36I 

Shelf, top, LH side 

27 

H20A38I 

H20A38I 

Screw for door strip (No. 8) 

66 

HI7A374 

HI7A362 

Sliding shelf, first from top, RH side 

28 

H9A33 

H9A33 

Door corner 

67 

HI7A375 

HI7A363 

Sliding shelf, first from top, LH side 


H7A254 

H7A26I 

Inner door panel, RH door 

68 

HI7A376 

H17A364 

Sliding shelf, second from top, RH side 

29 

H7AI8I 

H7AI85 

Inner door panel, LH door 

69 

HI7A377 

HI7A365 

Sliding shelf, second from top, LH side 

30 

HI5AI04 

HI5AI04 

Latch with gasket and nut 


HI7A299 

HI7A299 : 

Stop for sliding shelf, RH side 

31 

HI5A44 

HI5A44 

Spr ing for latch 


H17A300 

HI7A300 

Stop for sliding shelf, LH side 

32 

HI5A45 

HI5A45 

Nut for latch and handle 

70 

HI7A378 

HI7A366 

Shelf, bottom, RH or LH side 

33 

HI3AI48 

HI3AI48 

Gasket between latch and outer door panel 

71 

HI7A267 

HI7A267 

Shelf, center, first or second from top 


H20A38I 

H20A38I 

Screw fastening latch to door strip (No. 8) 

72 

HI7A268 

HI7A268 

Shelf, center, bottom 

34 

NP80I96 

NP80I96 

Deluxe nameplate 

73 

A4R23 

A4R23 

Cold storage tray with trim 


58X370 

58X370 

Fastener for NP80I96 

74 

HI8A206 

HI8A206 

Trim for tray 


H20A385 

H20A385 

Washer for NP80I96 

75 

H3IA45 

H3IA45 

Cover for tray 


H20A6 

H20A6 

Screw for thermometer clip (4-48) 


H3IA46 

H3IA46 

Rack for tray 

35 

HI5A86 

H15A86 

Latch handle with push plate and spring 

76 

H30AI67 

H30AI67 

VEGETABLE DRAWER WITH FRONT PANEL 

36 

HI5A88 

HI5A88 

Back plate for latch handle 

77 

H30AI68 

H30AI68 

Pan only for vegetable drawer 

37 

HI5A89 

HI5A89 

Pin fastening latch handle to back plate 

76 

H30AI69 

H30AI69 

Front panel for vegetable drawer 

38 

HI5A9I 

HI5A91 

Escutcheon for latch handle 


HI 2X2 

H 12X2 

Screw fastening front panel to vegetable 

39 

HI3A243 

HI3A243 

Gasket between back plate for latch handle and 




drawer (10-30) 




outer door panel 


H20A398 

H20A398 

Washer for Cat. HI2X2 (7/16 in. O.D.) 


H20A528 

H20A528 

Washer between back plate for latch handle and 


H20A399 

H20A399 

Washer for Cat. HI2X2 (9/16 in. O.D.) 




outer door panel (7/16 in. O.D.) 

78 

H30AI28 

H30AI28 

Frame for cover for vegetable drawer 


H20A529 

H20A529 

Washer between back plate for latch handle and 

79 

H30AI29 

H30AI29 

Cover for vegetable drawer 




outer door panel (3/4 in. O.D.) 

80 

H20A408 

H20A408 

Support for vegetable drawer 


58X376 

58X376 

Screw fastening back plate for latch handle to 

81 

H20A384 

H20A384 

Rubber foot for Cat. H20A408 




outer door panel (No. 8) 


H5X20 

H5X20 

Cabinet insulation (Kimsul) 
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NOTE 


The following Cabinets produced in 1942 
will be found in sections indicated. 

B3B, BY4B 1940 Cabinet Section 

LB4D 1941 Cabinet Section 


For D-C refrigerators, letter “F” is added to the Model No. (Example LBF6G) 

For 50 cycle refrigerators, letter “A” is added to the Model No. (Example LBA6G) 
For 25 cycle refrigerators, letter “C” is added to the Model No. (Example LBC6G) 


The parts lists for these special refrigerators are the same 
as for the corresponding standard model (Example—LB6G) 
except in some cases the base or outer case may be differ¬ 
ent. Also the refrigerating machine is different from that 
shown for the standard refrigerator. 





GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LA6A 

FOR REFRIGERATING MACHINE PARTS REFER TO CJ-2H UNIT 


Accessories 


Quan. 

Cat. No. 

Description 

1 

A 4ft 11 

Ch i 1 ler Tray 

3 

A5R40 

Freezing Trays with Flexible Dividers 

1 

A2IR229 

Freezing Tray Lifter 


Cabinet Parts 


Cat. No. 

1 Description 

Cat No. 

Description 


H4A70 

TOP COVER FOR CABINET 

H7A465 

Inner Door Panel 


H20A6I6 

Clip for Top Cover, Front 

HI5AII2 

Latch with Gasket and Nut 


H20A590 

Clip for Top Cover, Back 

H ISA! 13 

Spring for Latch 


91X648 

Screw for Top Cover Clip, Front or Back (No.8) 

HI5A65 

Nut for Latch and Handle 


H20A372 

Nut for Cat. SIX648, Front 

HI5A66 

Gasket between Latch and Outer Door Panel 


H2AI87 

OUTER CASE, R.H. 

H20A558 

Screw Fastening Latch to Door Strip (No.8) 


H 2A188 

OUTER CASE, L.H. 

HI5AI07 

Latch Handle with Push Plate and Spring 


H20A6I7 

Clamp for Refrigerant Line, Outer Case Flange 

HI5A87 

Back Plate for Latch Handle, RH Cabinet 


91X648 

Screw for Cat.H20A6l7 or Sealing Plate for Refr igerant Line 

H15A88 

Back Plate for Latch Handle, LH Cabinet 


87X736 

Screw Fastening Condenser to Outer Case (Ho.8) 

HI5A89 

Pin Fastening Latch Handle to Back Plate 


H20A6I8 | 

Spacer for Cat. 87X736 

H15A90 

Escutcheon for Latch Handle, RH Cabinet 


165736 

Washer for Cat. 87X736 

HI5A9I 

Escutcheon for Latch Handle, LH Cabinet 

Gasket between Back Plate for Latch Handle 
and Outer Door Panel 


H20A6I9 

H20A243 

Rubber Washer for Cat. 87X736 

Rubber Spacer for Back of Condenser 

HI3A243 


H20A62 

80X132 

Screw for Cat. H20A243 (Ho.8) 

Washer for Cat. H20A62 

58X397 

Screw Fastening Back Plate for Latch Handle to Outer 
Door Panel (No.8) 


H27AI89 

BASE 

HI6A95 

Hinge without Cover 


106775 

Cap Screw Fastening Condenser to Base (5/1-8 in. -18) 

HI6A73 

Cover for Hinge 


177811 

Hut for Cat. 106775 

128619 

Screw Fastening Hinge to Door (10-32) 


HI8A22 

Washer for Cat. 106775 (7/8 in. O.D.) 

167651 

Screw Fastening Hinge to Cabinet (12-28) 


HI8AI8 

Washer for Cat. 106775 (5/8 in. O.D.) 

HI4A22 

Strike for Latch Bolt 


20X536 

Cap Screw Fastening Outer Case to Base (1/4 in. -20) 

Hi4A20 

Strike Case 


1X452 

Hut for Cat. 20X536 

H20A558 

Screw for Strike (No.8) 


160980 

Washer for Cat. 20X536 

58X310 

Lockwasher for Cat. H20A558 


279368 

Cap Screw Fastening Refrigerating Machine to Base 
(5/16 in. -18) 

HI0A94 

HI0A95 

Door Jamb Strip, Latch Side 

Door Jamb Strip, Top or Bottom 


91X649 

Washer for Cat. 279364 

HI0AII6 

Door Jamb Strip, Hinge Side 


H7A462 

LOWER DOOR PAHEL 

H20A558 

Screw for Door Jamb Strip (No.8) 


H20A620 

Spring Clip for Lower Door -Panel, RH Side 

H20A5I6 

Rubber Bumper for Evaporator Door 


H20A62I 

Spring Clip for Lower Door Panel, LH Side 

H9A26 

Door Jamb Corner 


91X648 

Screw Fastening Spring Clip to Outer Case 

H3AI70 

INNER LINER WITH SHELF SUPPORTS 


H20A622 

Support for Lower Door Panel 

HI7A89 

Shelf Support, Straight (1/2 in. long) 


58X375 

Screw Fastening Support for Lower Door Panel to Outer Case 

H20A564 

Screw for Shelf Support (1/4 in.-20) 


H20A240 

Washer for Cat. 58X375 

H20A568 

Washer for Cat. H20A564 


H6A4I8 

DOOR FOR RIGHT HAHD CABIHET 

H20A560 

Bracket for Ice Tray Lifter 


H6A4I9 

DOOR FOR LEFT HAHD CABIHET 

91X688 

Screw for Cat. H20A560 (No.8) 


H7A463 

Outer Door Panel (RH Cabinet! 

58X386 

Nut for Cat. 91X688 


H7A464 

Outer Door Panel (LH Cabinet) 

80X132 

Washer for Cat. 91X648 


NP88554D 

Nameplate (Letters "General Electric") and Fasteners 

H20AII0 

Rubber Plug for Inner Liner Cover 


HP88554E 

58X805 

Nameplate (Monogram) and Fasteners 

Fastener for Nameplate Letters or Monogram 

58X397 

Screw Fastening Inner Liner Cover to Inner Liner, 

LH Side (No.8) 


HI3AI47 

HI0A89 

Door Gasket 

Door Strip, Hinge Side 

58X374 

Screw Fastening inner Liner Cover to Inner Liner, 

RH Side (No.10) 


HI0A9I 

Door Strip, Top or Bottom 

58X385 

Nut for Cat. 58X378 


HI0AI43 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

HI7A396 

Shelf, Top 


HI5A4I 

Escutcheon for Latch Bolt 

HI7A397 

Shelf, Middle or Bottom 


H20A558 

H9A25 

Screw for Door Strip (Ho.8) 

Door Corner 

H5X20 

Cabinet Insulation (Klmsul, 18' roll) 



Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB6G 

FOR REFRIGERATING MACHINE PARTS REFER TO CJ-2H MACHINE 

Accessories 


Quart. 

Cat. No. 

Description 

4 

A5R40 

Freezing tray with flexible dividers 

1 

A2IR229 

Tray 1 ifter 

1 

A4RII 

Ch i 1ler tray 


Cabinet Parts 



Ref. 

No. 

Cat. No. 

Description 

1 

H4A60 

TOP COVER FOR CABINET 

2 

HI3A240 

Gasket for top cover 


H20A557 

Clip for top cover, front 


H20AI62 

Clip for top cover, back 


H20A556 

Screw for Cat. H20A557 (10-32) 


91X648 

Screw for Cat. H20AI62 or refrigerant line sealing plate 

(No. 8) 


58X374 

Screw fastening condenser to outer case (No. 10) 


165736 

Washer for Cet. 58X374 


150279 

Washer between condenser bracket and condenser 


H20A243 

Rubber spacer for back of condenser 


H20A62 

Screw for rubber spacer (No. 8) 


80X132 

Washer for Cat. H20A62 

3 

H27AI55 

BASE 


153608 

Cap screw fastening condenser to base (5/16 in.-18) 


177811 

Nut for Cat. 153608 


H18A22 

Washer for Cat. 153608 (7/8 In. O.D.) 


HI8AI8 

Washer for Cat. 153608 (5/8 jn. O.D.) 


20X536 

Cap screw fastening outer case to base (1/4 in.-20) 


160980 

Washer for Cat. 20X536 


71X272 

Carriage bolt fastening refrigerating machine to base 

(5/16 in.-18) 


177811 

Nut for Cat. 71X272 


91X649 

Washer for Cat. 71X272 


Ref. 

No. 

Cat. No. 

Description 

4 

H7A33I 

LOWER DOOR PANEL 

5 

H20A24I 

Spring clip for lower door panel 


58X375 

Screw for Cat. H20A24I (NO. 8) 


HIIA200 

Tapping strip for Cat. 58X375 


58X801 

Washer for Cat. 58X375 


H20A459 

Rubber button spacer for lower door panel 

i 

H20AI8I 

Support for lower door panel 


58X397 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. 58X397 

7 

H20A239 

Catch for spring clip Cat. H20A24I 


91X648 

Screw for Cat. H20A239 (No. 8) 

i 

- 

DOOR FOR CABINET 

8 

H7A4I9 

Outer door panel (RH cabinet) 


H7A420 

Outer door panel (LH cabinet) 

9 

HI3AI47 

Door gasket 


HI0A89 

Door str Ip, h Inge side 

10 

HI0A9I 

Door strip, top or bottom 

M . 

HI0AI43 

Door strip, latch side, with escutcheon for latch bolt 

12 

HI5A4I 

Escutcheon for latch bolt 

13 ; 

•‘H20A558 

Screw for door strip (No. 8) 

14 

H9A25 

Door corner 


H7AI06 | 

Inner door panel 

15 

HI5A73 

Latch with gasket and nut 

16 

H15A44 

Spring for latch 

17 

HI5A45 

Nut for latch and handle 

18 

HI3AI48 

Gasket between latch and outer door panel 


H20AI17 

Lockwasher for Cat. HI5A45 


**H20A558 

Screw fastening latch to door strip (No. 8) 

19 

HI5A50 

Latch handle without escutcheon 

20 

HI5A3I 

Escutcheon for latch handle 

21 

HI3AI04 

Gasket between latch handle and outer door panel 

22 

HI6A7I 

Hinge without cover 

23 

HI6A74 

End Cap for hinge, top RH Cabinet or bottom LH Cabinet 

24 

HI6A75 

End Cap for hinge, bottom RH Cabinet or top LH Cabinet 

25 

HI6A38 

Cover for hinge 


H20A56 

Gasket for Hinge 


H20A47 

Screw fastening hinge to door (12-28) 


H20A386 

Screw fastening hinge to cabinet (12-28) 

26 

NP59I79A 

Nameplate 

26 

NP59I79B 

Clip for Nameplate 

27 

HI4A22 

Strike for latch bolt 

28 

H14A20 

Str ike case 


"H20A558 

Screw for strike (No. 8) 


58X310 

Lockwasher for Cat. H20A558 

29 

IGA2IH12 

Door switch 


HI3A24I 

Gasket for door switch 


H20A406 

Connector with insulation for leads 

30 

HI0A94 

Door jamb strip, latch side 

31 

HI0A95 

Door jamb strip, bottom 

32 

H10AI63 

Door jamb strip, top 


HI0AII6 

Door jamb strip, hinge side 

33 

**H20A558 

Screw for door jamb strip (No. 8) 


H20A46I 

Rubber bumper for Evaporator Door 

34 

H9A26 

Door jamb corner 

35 

H3AI55 

INNER LINER WITH SHELF SUPPORTS 

36 

HI7A89 

Shelf support, straight M/2 in. long) 

37 

HI7AI22 

Shelf support, straight (3/4 in. long) 


HI2A2 

Screw for shelf support (1/4 in.-20) 


H20A559 

Bracket for lamp receptacle 


126915 

Screw for Cat. H20A559 (No. 8) 


HI8A38 

Washer for Cat. 126915 


H20AI10 

Rubber plug for inner liner cover 


58X397 

Screw fastening inner liner cover to inner liner, LH side 

(No. 8) 


58X374 

Screw fastening inner liner cover to inner liner, RH side 

(No. 10) 


58X385 

Nut for Cat. 58X374 


H20A560 

Bracket for ice tray lifter 


91X648 

Screw for Cat. H20A560 (No. 8) 


58X386 

Nut for Cat. 91X648 


80X132 

Washer for Cat. 91X648 


78X719 

Lamp receptacle 

38 

"HI7A385 

Shelf, top 

39 

’HI7AII5 

Shelf, middle or bottom 


H5X20 

Cabinet insulation (Kimaul, 18' roll) 


• Later Production Cabinets used Cat. NI7A396 shelf, top, and Cat. HI7A397 shelf, middle or bottom. These shelves can be identified by the "T" rail front. 


** Early Production Cabinets used Cat. H20A38I Screw which has a brighter finish and larger head than H20A558 screw used on later production. 


Always Give Catalog Number 
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CEHERAl ELECTRIC COMPANY 


A_PP_M_AJI C E A H D _HXLCH-*-N pise department 


LBX6A 


FOR REFRIGERATING MACHINE PARTS REFER TO CJ-2H MACHINE 



Accessories 


Ref. 

Ho. 

Cat. No. 

description 

i 

H4A60 

TOP COVER FOR CABINET 

2 

HI3A240 

Gasket for Top Cover 


H20A557 

Clip for Top Cover, Front 


H20A162 

Clip for Top Cover, Back 


H20A556 

Scran for Cat. H20A557 (10-32) 


91X648 

Screw for Cat. H20AI62 or Refrigerant Line Sealing Plate 
(No. 8) 


58X374 

Screw Fastening Conaenser to Outer Case (No. 10) 


58X801 

Washer for Cat. 58X374 


150279 

Washer between Condenser Bracket and Condenser 


H20A243 

Rubber Spacer for Back of Condenser 


H20A62 

Screw for Rubber Spacer (No. 8) 


80X132 

Washer for Cat. H20A62 

3 

H27AI55 

BASE 


153608 

Cap Screw Fastening Condenser to Base (5/16 in.-18) 


177811 

Nut for Cat. 153608 


HI8A22 

Washer for Cat. 153608 (7/8 In.-O.D.) 


B ISA IS 

Washer for Cat. 153608(5/8 In.- 0.0.) 


20X536 

Cap Screw Fastening Outer Case to Base (l/4 in.-20) 


160980 

Washer for Cat. 20X536 


71X272 

Carriage Bolt Fastening Refrigerating Machine to Base, 
Front (5/16 In.-18) 


177811 

Nut for Cat. 71X272 


91X649 

Washer for Cat. 71X272 

4 

H7A33I 

LOWER DOOR PANEL 

5 

H20A24I 

Spring Clip for Lower Door Panel 


58X375 

Sera, for Cat. H20A24I (No. 8) 


165736 

Washer for Cat. 56X375 


H20A459 

Rubber Button Spacer for Lower Door Panel 

6 

H20AI8I 

Support for Lower Door Panel 


58X397 

Screw for Cat. H20AI8I (No. 8) 


H20A240 

Washer for Cat. 56X397 

7 

H20A239 

Catch for Spring Clip Cat. H20A24I 


91X648 

Screw for Cat. H20A239 (No. 8) 

8 

- 

DOOR FOR CABINET 

8 

H7A4I9 

Outer Door Panel (R.H. Cabinet) 


H7A420 

Outer Door Panel (L.K. Cabinet) 

9 

HI3AI47 

Door Gasket 


HI0A89 

Door Strip, Hinge Side 

10 

HI0A9I 

Door Strip, Top or Bottom 

II 

HI0AI43 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

12 

HI5A4I 

Escutcheon for Latch Bolt 

13 

H20A558 

Screw for Door Strip (No. 8) 

14 

H9A25 

Door Corner 


H7AI06 

Inner Door Panel 

15 

H15A73 

Latch with Gasket and Nut 

16 

HI5A44 

Spring for Latch 

17 

HI5A45 

Nut for Latch and Handle_ 


Quart. 

Cat. No. 

Descript ton 

4 

1 

A5R40 

A2IR229 

Freezing Trays with Flexible Dividers 
Freez ing Tray Lifter 


Cabinet Parts 


Ref. 

No. 

Cat. No. 

Description 

18 

HI3AI48 

Gasket between Latch ana Outer uoor Panel 


H20AI17 

Lockwasher for Cat. HI5A45 


H20A558 

Screw Fastening Latch to Door Strip (No. 8) 

19 

HI5A50 

Latch Handle without, escutcheon 

20 

HI5A3I 

Escutcheon for Latch Handle 

21 

H3IAI04 

Gasket between Latch Handle and Outer Door Panel 

22 

HI6A7I 

Hinge without Cover 

23 

HI6A74 

End Cap for hinge, top RH Cabinet or Bottom LH Cab. 

24 1 

HI6A75 

End Cap for hinge, bottom RH Cabinet or top LH Cab. 

25 1 

HI6A38 

Cover for Hinge 


H20A56 

Gasket for Hinge 


H20A47 

Screw Fastening Hinge to Door (12-28) 


H20A386 

Screw Fastening Hinge to Cabinet (12-28) 

26 

NP59I79A i 

Nameplate 

26 

NP59179B 

Cl Ip for Nameplate 

27 

HI4A22 

Strike for Latch Bolt 

26 

HI4A20 

Strike Case 


H20A55B j 

Screw for Strike (No. 8) 


5BX3I0 

Lockwasher for Cat. H20A558 

29 

IGA2IHI2 

Door Switch 


H20A406 

Connector with Insulation for leads 

30 

HI0A94 

Door Jamb Strip, Latch Side 

31 

HI0A95 

Door Jamb Strip, Bottom 

32 

HI0AI63 

Door Jamb Strip, Top 


KIOAI16 

Door Jamb Strip, Hinge Side 

33 

H20A558 

Screw for Door Jamb Strip (No. 8) 


H20A46I 

Rubber Bumper for Evaporator Door 

34 

H9A26 

Door Jamb Corner 

35 

K3AI5B 

INNER LINER WITH SHELF SUPPORTS 

36 

HI7AI94 

Shelf Support, Headed 


H20A600 

Washer Under Cat. HI7AI94 Front 

37 

HI7AI95 

Shelf Support, Straight 


H20A564 

Screw for Shelf Support (1/4 In.-20) 


H20A568 

Washer for Cat. H20A564 

38 

H20A57I 

Support for Vegetable Drawer 

‘39 

H20A572 

Clip for Cat. H20A57I 


H20A573 

Screw Fastening Cat. H20A57I and H20A572 to Inner 



Liner (10-32) 


H20A574 

Fiber Washer for Cat. H20A573 


H20A575 

Washer for Cat. H20A573 

40 

HI7A392 

Slide for Cold Storage Tray 


H20A576 

Screw for Cold Storage Tray Slide (10-32) 


H20A577 

Washer for Cat. H20A576 

41 

H20A57B 

Spacer for Cold Storage Tray Slide 

42 

H20A467 

Shim for Cat. H20A578 


HiIA242 

Tapping Strip for Cat. H20A57S, back 


H20A479 

Screw Fastening Cat. HIIA242 to Inner Liner (10-32) 


179789 

Washer for Cat. H20A479 


H20A565 

Brace for Inner Liner, Right-Hand Side 


H20A566 

Brace for Inner Liner, Left-Hand Side 


H20A479 

Screw Fastening Brace to Inner Liner (10-32) 


H20A380 

Washer for Cat. H20A^79 


H20A559 

Bracket for Lamp Receptacle 


126915 

Screw for Cat. H20A559 (No. 8) 


HI8A38 

Washer for Cat. 126915 


H20AI10 

Rubber Plug for Inner Liner Cover 


58X397 

Screw Fastening Inner Liner Cover to Inner Liner, L.H. 



Side (No. 8) 


58X374 

Screw Fastening Inner Liner Cover to Inner Liner, R.H. 



Side (No.10) 


58X385 

Nut for Cat. 58X374 


78X719 

Lamp Receptacle 

43 

H17A394 

Shelf, Top 

44 

HI7A38B 

Hanger.for Top Shelf 


HI7A389 

Adjusting Plate for Top Shelf Hanger 


H20A5B3 

Screw Fastening Cat. HI7A389 to Evaporator (6-32) 


56X398 j 

Rubber Washer for Cat. H20A583 


58X399 

Steel Washer for Cat. H20A583 


58X379 

Shakeproof Washer for Cat. H20A583 


58X362 

Nut for Cat. H20A583 

45 

H17AI 15 

Shelf, Middle 

46 

HI7A395 

Shelf, Bottom, Half 

47 

A4R30 

Cold Storage Tray 

48 

A4R3I 

Cover for Cold Storage Tray 


H20A5B5 

Rack for Cold Storage Tray 

49 

H30AI88 

Vegetable Drawer 

50 

H30AI89 

Frame for Cover for Vegetable Drawer 

51 

H30AI90 

Cover for Vegetable Drawer 

52 

H20A567 

Support for Vegetable Drawer 

53 

H20A384 

Rubber Foot for Cat. H20A567 


H5X20 

Cabinet ineulation (Kimsul 18’ Roll) 


Always Give Catalog Number 
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GENERAL ELECTRK COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LBS-6B, LBSF-6B 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2R AND CM-33N UNITS RESPECTIVELY 


NOTE: This is a special refrigerator for the United 
States Navy built in limited quantities only. 


Accessories 


Cabinet Parts 


Description 


Chiller Tray 

Freezing Trays with Flexible Dividers 
Freezing Tray Lifter 


Cat. Mo. 



Cat. Mo. _ Description _ 

H4A60 TOP COVER FOR CABINET 

HI3A240 Gasket for Top Cover 

H20A557 Clip for Top Cover, Front 

H20A162 Clip for Top Cover, Back 

H20A556 Screw for Cat. H20A557 (10-32) 

9 1X648 Screw for Cat. H20AI62 or Refrigerant Line Sealing Plate 

(No. 8) 

H2AI84 OUTER CASE (LBS-6B) 

H2AI83 OUTER CASE (LBSF-6B) 

58X374 Screw Fastening Condenser to Outer Case (No.10)fLBS-6B) 
150279 Washer between Condenser Bracket and Condenser (LBS-6B) 
H20A243 Rubber Spacer for Back of Condenser (LBS-6B) 

H20A62 Screw for Rubber Spacer (No. 8) (LBS-6B) 

80X132 Washer for Cat. H20A62 (LBS-6B) 

H27AI86 BASE (LBS-6B) 

H27AI87 BASE (LBSF-6B) 

H20A305 Support for Refrigerating Machine 

261646 Screw Fastening Support to Base (5/16 in.-18) 

126869 Nut for Cat. 261646 

HI8AI8 Washer for Cat. 261646 

150167 Screw Fastening Refrigerating Machine to Support 

(10-32) 

145996 Nut for Cat. 150167 

165736 Washer for Cat. 150167 

153608 Cap Screw Fastening Condenser to Base (5/16 in.-18) 

(LBS-6B) 

17781 I Nut for Cat. 153608 (LBS-6B) 

HI8A22 Washer for Cat. 153608 (7/8 in.O.D.)(LBS-6B) 

HISA 18 Washer for Cat. I5360B (5/8,in.O.D.)(LBS-6B) 

20X536 Cap Screw Fastening Outer Case to Base (1/4 in.-20) 

160980 Washer for Cat. 20X536 

71X272 Carriage Bolt Fastening Refrigerating Machine to Base 
(5/16 in.-l8)(LBS-6B) 

1778II Nut for Cat. 71X272 (LBS-6B) 

91X649 Washer for Cat. 71X272 (LBS-6B) 

H7A456 LOWER DOOR PANEL 

H20A241 Spring Clip for Lower Door Panel 

58X375 Screw for Cat. H20A24I (No. 8) 

165736 Washer for Cat. 58X375 

H20A459 Rubber Button Spacer for Lower Door Panel 

H20A607 Lock Plate for Lower Door 

H20A507 Screw Fastening Lock Plate to Lower Door (8-32) 

H20AI8I Support for Lower Door, RH Side 

H20A608 Support for Lower Door, LH Side 

H20A558 Screw Fastening Support for Lower Door to Cabinet (No. 8) 

H2QA240 Washer for Cat. H20A558 

H20A239 Catch for Spring Clip Cat. H20A24I 

91X648 Screw for Cat. H20A239 (No. 8) 

H6A4I4 DOOR 

H7A457 Outer Door Panel 

HI3AI47 Door Gasket 

HI0A89 Door Strip, Hinge Side 

HI0A9I Door Strip, Top or Bottom 


Cat. Mo. _ Descript ion _ 

H10A143 Door Strip, Latch Side, with Escutcheon for Latch Bolt 
HI5A41 Escutcheon for Latch Bolt 

H20A558 Screw for Door Strip (No. 8) 

H9A25 Door Corner 

H7AI06 Inner Door Panel 

HI5A73 Latch with Gasket and Nut 

HI5A44 Spring for Latch 

HI5A45 Nut for Latch and Handle 

H13AI48 Gasket between Latch and Outer Door Panel 

H20A558 Screw Fastening Latch to Door Strip (No. 8) 

H20A609 Lock Plate for Door 

H20A507 Screw Fastening Lock Plate to Door 

HI5A62 Latch Handle without Escutcheon 

HI5A85 Escutcheon for Latch Handle 

HI3AI49 Gasket between Latch Handle and Outer Door Panel 

H16A7I Bottom Hinge without Cover 

HI6A38 Cover for Bottom Hinge 

HI6A97 Top Hinge 

HI6A98 Top Hinge without Cover 

HI6A99 Cover for Top Hinge 

HI6AI00 Bracket for Hinge 

H20A53I Screw Fastening Bracket to Hinge or to Hinge Cover 

H20A56 Gasket between Hinge and Cabinet 
H20A47 Screw Fastening Hinge to Door (12-28) 

H20A386 Screw Fastening Hinge to Cabinet (12-28) 

NP59I79A Nameplate 

NP59I79B Clip for Nameplate 

H14A22 Strike for Latch Bolt 

HI4A20 Strike Case 

H20A558 Screw for Strike (No. 8) 

58X310 Lockwasher for Cat. H20A558 

HI0A94 Door Jamb Strip, Latch Side 

HI0A95 Door Jamb Strip, Top or Bottom 

HI0AII6 Door Jamb Strip, Hinge Side 

H20A558 Screw for Door Jamb Strip (No. 8) 

H20A46I Rubber Bumper for Evaporator Door 
H9A26 Door Jamb Corner 

H3AI67 INNER LINER WITH SHELF SUPPORTS 

HI7AI22 Shelf Support, Straight (3/4 in. long) 

HI2A2 Screw for Shelf Support (1/4 in.-20) 

H20AI10 Rubber Plug for Inner Liner Cover 

58X397 Screw Fastening Inner Liner Cover to Inner Liner, 

LH Side (No. 8) 

H20A558 Screw Fastening Inner Liner Cover to Inner Liner, 

RH Side (No. 8) 

58X385 Nut for Cat. H20A558 

H20A560 Bracket for Ice Tray Lifter 

91X648 Screw for Cat. H20A560 (No. 8) 

80X132 Washer for Cat. 91X648 

HI7A4I4 Shelf, Top 

HI7A4I5 Shelf, Middle or Bottom 

HI7A296 Spring Clip for Shelf 

H5X20 Cabinet Insulation (Kimsul) 


Always Give Catalog Number 


ssued July, 1944 


Household Cabinet Parts - Page 134.1 


















APPLIANCE AND MERCHANDISE DEPARTMENT 





Catalog Number 

Description 

Ref. 

Catalog Number \ 

LB7-42A 

LBX7-42A 

No. 

LB7-42A 

LBX7-A2A 

H4A63 

H4A63 

TOP COVER FOR CABINET 


91X649 

91X649 

KI3A26) 

HI3A26I 

Gasket for top cover 


A2RI6 

A2RI6 

H20A56i 

H20A56I 

Clip for top cover, front 


>41255 

141255 

H20AI62 

H20AI62 

Clip for top cover, back 

4 

H20A562 

H20A562 

H20A556 

H20A556 

Screw for Cat. H20A56I (10-32) 

5 

H20A563 

H20A563 

91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line 


105136 

105136 



sea)ing plate (No. 8) 


58X310 

58X310 

58X374 

58X374 

Screw fastening condenser to outer case 


58X801 

58X801 



(Mo. 10) 


HIIA242 

HI1A242 

58X801 

56X801 

Washer for Cat. 58X374 




150279 

150279 

Washer between condenser bracket and condenser 

6 

H7A454 

H7A454 

H20A243 

H20A243 

Rubber spacer for back of condenser 

7 

H20A603 

H20A603 

H20A62 

H20A62 

Screw for rubber spacer (No. 8) 

8 

H20A604 

H20A604 

80X132 

80X132 

Washer for Cat. H20A62 


H20A558 

H20A558 

H27AI84 

H27A184 

BASE 




106775 

106775 

Cap screw fastening condenser to base 


179789 

179789 



(5/16 In.-18) 


H3IAI22 

H31AI22 

177811 

177811 

Nut for Cat. 106775 

9 

- 

- 

HI 8*22 

HI8A22 

Washer for Cat. 106775 (7/8 In.0.0.) 

9 

H7A424 

H7A424 

HI8AI8 

HI8AI8 

Washer for Cat. 106775 (5/8 In.O.D.) 


H7A425 

H7A425 

20X536 

20X536 

Cap screw fastening outer case to base 

10 

NP88554D 

NP88554D 



(l/M In.-20) 




160980 

160980 

Washer for Cat. 20X536 

1 1 

NP88554E 

NP88554E 

H20A502 

H20A502 

Reinforcing plate for Cat. 20X536 


58X805 

58X805 

71X272 

71X272 

Carriage bolt fastening refrigeratlng machine 






to base (5/16 in.-18) 

12 

HI3A263 

HI3A263 

17781 1 

177811 

Nut for Cat. 71X272 


HI0A24i 

HI0A24I 


Description 


Washer for Cat. 71X272 

Adjustable glider for front of base 

Nut for adjustable glider 

Support for lower door, RH side 

Support for lower door, LH side 

Screw fastening support for lower door to base 

Washer for Cat. 105136 

Washer between support for lower door and base 
Tapping strip fastening support for lower door 
to base 

LOWER DOOR PANEL 

Spring catch for lower door, RH side 
Spring catch for lower door, LH side 
Screw fastening spring catch to lower door 
(No. 8) 

Washer for Cat. H20A558 
Rubber bumper for lower door 
DOOR FOR CABINET 

Outer door panel (RH cabinet) 

Outer door panel (LH cabinet) 

Nameplate (letters, General Electric) 
and holding strips 

Nameplate (monogram) and prestole nuts 
Prestole nut for Monogram (can also 
be used for letters in nameplate) 

Door gasket 

Door strip, hinge side 


Always Give Catalog Number 


ssued February 19*12 


Household Cabinet Parts - Page i35 






































6 E N E R A L ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LB7-42A, LBX7-42A (Cont.) 


Ref. 

No. 

| Catalot Number 

Description 

Ref. 
No. 

Catalot 

Number 

Descript ion 

LB7-A2A 

LBX7-42A 

LB7-42A 

LBX7-42A 

13 

HI0A242 

HI0A242 

Do or strip, latch side, with escutcheon for 


_ 

H20A574 

Fiber washer for Cat. H20A573 




latch bolt 


- 

H20A575 

Washer for Cat. H20A573 

m 

H15841 

HI5A4I 

Escutcheon for latch bolt 

41 

. 

HI7A392 

Slide for cold storage tray 


HI0A243 

HI0A243 

Door strip, top 


- 

H20A576 

Screw for cold storage tray slide (10-32) 


HI0A244 

HI0A244 

Door strip, bottom 


_ 

H20A577 

Waaher for Cet. H20A576 


H20A558 

H20A558 

Screw for door strip (Mo. 8) 

42 

- 

H20A578 

Spacer for cold storage tray slide 

15 

H9A38 

H9A38 

Door corner 

43 

. 

H20A467 

Shim for Cat. H20A578 


H7A426 

H7A426 

inner door panel 


- 

HIIA244 

Tapping strip for Cat. H20A576 

16 

HI5AI02 

HI5AI02 

Latch with gasket and nut 


- 

H20A479 

Screw fastening Cat. HIIA244 to Inner 

17 

HI5A64 

HI5A64 

Spring for latch 




liner (10-32) 

18 

HI5A65 

HI5A65 

Nut for latch and handle 



179789 

Washer for Cat. H20A479 

i9 

HI5A66 

HI5A66 

Gasket between latch and outer door panel 


H20A559 

H20A559 

Bracket for lamp receptacle 


H20A558 

H20A558 

Screw fastening latch to door strip (No. 8) 


126915 

12691-5 

Screw for Cat. H20A559 (No. 8) 

20 

HI5AI07 

HI5AI07 

Latch handle with push plate and spring 


HI8A38 

HI8A38 

Washer for Cat. 126915 

21 

H15A87 

HI5A87 

Back plate for latch handle, RH cabinet 


H20A605 

. 

Plug button for inner liner 


HI5A88 

HI5A88 

Back plate for latch handle, LH cabinet 


H20AII0 

H20AI10 

Rubber plug for Inner liner cover 

22 

Hi5A89 

HI5A89 

Pin fastening latch handle to back plate 


H20A470 

H20A470 

Metal plug for inner liner cover 

23 

HI5A90 

Hi5A90 

Escutcheon for latch handle, RH cabinet 


58X397 

58X397 

Screw fastening inner liner cover to inner 


HI5A9I 

HI5A9I 

Escutcheon for latch handle, LH cabinet 




1Iner, LH side (No. 8) 

24 

HI3A243 

HI3A243 

Gasket between back plate for latch handle and 


58X374 

58X374 

Screw fastening Inner liner cover to inner 




outer door panel 




1Iner, RH side (No. 10) 


58X397 

58X397 

Screw fastening back plate for latch handle to 


58X385 

58X385 

Nut for Cat. 58X374 




outer door panel (No. 8) 


HI3A249 

HI3A249 

Gasket between inner liner cover and inner 

25 

HI6A95 

HI6A95 

Hinge without cover 




1 iner 

26 

HI6A73 

HI6A73 

Cover for hinge 


78X993 

78X993 

Lamp receptacle 


128619 

■F i jl . 

Screw fastening hinge to door (10-32) 

44 

HI7A4I3 

HI7A393 

Shelf, top 




Screw fastening hinge to cabinet (12-28) 

45 

- 

H17A388 

Hanger for top shelf 

27 


HI4A22 

Strike for latch bolt 

46 

- 

HI7A389 

Adjusting plate for top shelf hanger 

28 

n bh 

HI4A20 

Strike case 


- 

H20A583 

Screw fastening Cat. HI7A389 to evaporator 


H20A558 

H20A558 

Screw for strike (No. 8) 




(6-32) 


58X310 

58X310 

Lockwasher for Cat. H20A558 


- 

58X382 

Nut for Cat. H20A583 

29 

IGA2IHI8 

IGA2IHI8 

Door switch 


- 

58X379 

Lockwasher for Cat. H20A583 


H20A406 

H20A406 

Connector with insulation for leads 


- 

58X396 

Rubber washer for Cat. H20A583 


HI0A245 

HI0A245 

Door Jamb strip, hinge side 


- 

58X399 

Stainless steel washer for Cat. H20A583 

30 

HI0A246 

HI0A246 

Ddor Jamb strip, latch side 


- 

179789 

Fiber washer between Cat. 58X398 and 

31 

HI0A247 

HI0A247 

Door Jamb atrip, bottom 




supporting bracket 

32 

HI0A248 

HI0A248 

Door jamb strip, top 

47 

HI7A4I2 

HI7A4I2 

Shelf, middle 


H20A558 

H20A558 

Screw for door jamb strip (No. 8) 

48 

HI7A4I2 

HI7A39I 

Shelf, bottom 

33 

H9A39 

H9A39 

Door jamb corner 

49 

- 

A4R30 

Cold storage tray 


N20*516 

H20A5I6 

Rubber bumper for Evaporator door 

50 

- 

A4R3I 

Cover for cold storage tray 

34 

JJ3AI66 

H3AI65 

INNER LINER WITH SHELF SUPPORTS 


- 

H20A585 

Rack for cold storage tray 

35 

HI7A89 

- 

Shelf support, straight (l/2 in. long) 

51 

- 

H30AI8I 

VEGETABLE DRAWER WITH HANDLE 

36 

HI7AI22 

- 

Shelf support, straight (3/4 in. long) 

51 


H30AI82 

Vegetable drawer only 

37 

• 

HI7AI94 

Shelf support, headed 

52 


H30AI83 

Handle for vegetable drawer 


- 

H20A600 

Washer under Cat. HI7AI94, front 


- 

58X800 

Screw fastening handle to vegetable 

38 

- 

HI7AI95 

Shelf support, straight 




drawer (No. 6) 


H20A564 

H20A564 

Screw for shelf supports, straight or 


- 

HI8A28 

Washer for Cat. 58X800 




headed (1/4 In.-20) 

53 

- 

H30AI84 

Cover for vegetable drawer 


H20A568 

H20A568 

Washer for Cat. H20A564 

54 

- 

H30AI85 

Frame for cover for vegetable drawer 

39 

. 

H20A571 

Support for vegetable drawer 

55 

- 

H20A584 

Support for vegetable drawer 

40 

_ 

H20A572 

Clip for Cat. H20A57I 

56 

- 

H20A40I 

Rubber foot for Cat. H20A584 


. 

H20A573 

Screw fastening Cat. H20A57I and H20A572 to 


H5X20 

H5X20 

Cabinet Insulation (Kimsul) 




_Inner liner (10-32)_ 
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Cabinet Parts 


Ref. 

No. 

Catalog 

Number 


JB7-&A 

JB7C 

PJB7A 

PJB7-A2A 

Description 

1 

H4A63 

H4A64 

TOP COVER FOR CABINET 

2 

HI3A247 

H 13A261 

Gasket for top cover 


H20A56I 

57 

Clip for top cover, front 


H20AI62 

H20AI62 

Clip for top cover, back 


- 

HI3AI65 

Gasket for Cat. H20AI62 


H20A556 

H20A556 

Screw for Cat. H20A56I or Clt. H20A557(10-32) 


91X648 

91X648 

Screw for Cat. H20AI62 or refrigerant line 
sealing plate (No. 8) 


H20A485 

H20A485 

Washer for refrigerant line sealing plate 

3 

- 

H2AI7I 

OUTER CASE, RH CABINET 


- 

H2A172 

OUTER CASE, LH CABINET 


- 

HI8AI67 

Trim for upper RN corner of outer case, front 

4 

- 

HI8AI88 . 

Trim for upper LH corner of outer case, front 


- 

H20A486 ; 

Rubber spacer for Cat. H18AI87 or H18Ai88 


- 

H20AI68 ! 

Washer for Cat. HI6AI87 or HI8A188 


“ 

58X326 | 

Nut fastening Cat. HI8AI87 or HI8A188 to 
outer case 


58X374 

58X374 

Screw fastening condenser to outer case 
(No. 10) 


58X801 

58X801 

Washer for Cat. 58X374 


150279 

150279 

Washer between condenser bracket and 

Condenser 


H20A243 

H20A243 

Rubber spacer for back of condenser 


H20A62 

H20A62 

Screw for rubber spacer (No. 8) 


80X132 

80X132 

Washer for Cat. H20A62 

6 

H27AI57 

H27AI57 , 

BASE 



Catalog Number \ 


No. 

JB7-42A 

JB7C 

PJB7A 

PJB7-42A 

Descript Ion 


106775 

106775 

Cap screw fastening condenser to base 
(5/16 in.-18) 


177811 

177811 

Nut for Cat. 106775 


HI8A22 

HI8A22 

Washer for Cat. 106775 (7/6 in. O.D.) 


HI8AI8 

HI8AI6 

Washer for Cat. 106775 (5/8 in. 0.0.) 


- 

HI3A252 

Pad between base and cabinet 


20X536 

20X536 

Cap screw fastening outer case to base 
(1/4 in.-20) 


160980 

160980 

Washer for Cat. 20X536 


H20A502 

H20A502 

Reinforcing plate for Cat. 20X536 


- 

H20A255 

Fiber washer for Cat. 20X536 


71X272 

71X272 

Carriage bolt fastening refrigerating machine 
to base (5/16 in.-18) 


177811 

177811 

Nut for Cat. 71X272 


91X649 

91X649 

Washer for Cat. 71X272 


A2RI6 

A2RI6 

Adjustable glider for front of base 


141255 

141255 

Nut for adjustable glider 

6 

H27AI58 

H27AI58 

Skirt for base 


65X229 

65X229 

Screw fastening skirt to base (1/4 in.-20) 


H17A89 

H17A89 

Nut for Cat. 65X229 

7 

H20A662 

H20A562 ' 

Support for lower door, RH side 

8 

H20A563 

H20A563 i 

Support for lower door, LH side 


105136 

105136 

Screw fastening Cat. H20A562 or H20A563 to base 
(10-32) 


58X310 

58X310 

Washer for Cat. 105136 


58X801 

58X801 j 

Washer between support for lower door and base 


Always Give Catalog Number 
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general electric company 


APPLIANCE AND MERCHANDISE DEPARTHENT 


JB7C, JB7-42A, PJB7A, PJB7-42A (Cont.) 


Ref.. 

| Catalog Number | 


No. 

JB7-A2A 

JB7C 

PJB7A 

PJB7-A2A 

Descript Ion 

9 

H7A423 

H7A430 

LOWER DOOR PANEL 

10 

- 

HI6A2I2 

Trim with retainers for lower door panel 


- 

H20A486 

Retainer for trim 


- 

58X804 

Nut for Cat. H20A488 

1 1 

H3IAI20 

H3IAI20 

Storage bin 


58X287 

58X287 

Screw fastening storage bin to lower door 
panel (No. 8) 


H20A485 

H20A485 

Washer for Cat. 58X287 

12 

H3IAI24 

I3IAI24 

Handle for lower door panel 


H20A487 

H20A487 

Washer between handle and lower door panel 


126915 

126915 

Screw fastening handle to lower door (No. 8) 


179789 

179789 

Washer for Cat. 126915 


H3IAI23 

H3IAI23 

Rubber stop for storage bin 

13 

H3IAI2I 

H3IAI2I 

Grommet for storage bin panel 


H 31A122 

H3IAI22 

Rubber bumper for storage bin 


H31AI25 

H3IAI25 

Rubber channel for storage bln 

14 

- 

- ! 

DOOR FOR CABINET 

14 

H7A424 

H7A43I 

Outer door panel (RH cabinet) 


H7A425 

H7A432 

Outer door panel (LH cabinet) 

IS 

NP88554D 

NP88554D 

Nameplate (letters General Electric) 
and holding strips 

16 

NP88554E 

NP88554E 

Nameplate (Monogram) and prestole nuts 


58X805 

58X805 

Prestole Nut for Monogram(can also be 
used for individual letters in 
nameplate) 

17 

HI3A248 

HI3A248 , 

Door gasket 


HI0A2I5 

HI0A2I5 

Door strip, hinge side 

18 

HI0A2I6 

HI0A2I6 , 

Door strip, latch side, with escutcheon 
for latch bolt 

19 

HI5A4I 

H15A41 

tscutcheon for latch bolt 


HI0A2I7 

HI0A2I7 

Door strip, top 

Door strip, bottom 


HI0A2I8 

H 10*218 

20 ! 

H20A558 

H20A558 

Screw for door strip (No. 8) 

21 

H9A46 

H9A46 

Door corner 


H7A426 

H7A426 

Inner door panel 

22 1 

HI5AI02 

HI5AI02 

Latch with gasket and nut 

23 

HI5A64 

H15A64 

Spring for latch 


HI5A65 

HI 5*65 

Nut for latch and handle 

EH 

HI5A66 

HI5A66 

Gasket between latch and outer door panel 


H20A558 

H20A558 

Screw fastening latch to door strip (No. 8] 


HI5A86 

HI5A86 

Latch handle with push plate and spring 

mSm 

HI5A87 

H15A87 

Back plate for latch handle, RH cabinet 


HI5A88 

HI5A88 

8 ack plate for latch handle, LH cabinet 

28 

HI5A89 

HI5A89 

Pin fastening latch handle to back plate 

29 

HI5A90 

HI5A90 

Escutcheon for latch handle, RH cabinet 


HI5A9I 

HI5A9I 

Escutcheon for latch handle, LH cabinet 

30 

HI3A243 

HI3A243 

Gasket between back plate for latch handle 
and outer door panel 


58X397 

58X397 

Screw fastening back plate for latch handle 
to outer door panel (No. 8) 

31 

*HI6A95 

*HI6A95 

Hinge without cover 

32 

H16A73 

H16A73 

Cover for hinge 


- 

HI3A197 

Gasket between hinge and door 


- 

HI3AI96 

Gasket between hinge and cabinet 


128619 

128619 

Screw fastening hinge to door (10-32) 


58X381 

58X381 

Screw fastening hinge to cabinet (12-28) 

33 

HI4A22 

HI4A22 

Strike for latch bolt 

34 

HI4A20 

HI4A20 

Strike case 

35 

H20A558 

H20A558 

Screw for strike (No. 8) 


58X310 

58X3J0 

Lockwasher for Cat. H20A558 

36 

IGA2IHi8 

(GA2IHI8 

Door switch 


H20A406 

H20A406 

Connector with insulation for leads 


HI0A2I9 

HI0A2I9 

Door jamb strip, hinge side 

37 

HI0A220 

HI0A220 

Door jamb strip, latch side 

38 

HI0A22I 

H10A221 

Door jamb strip, bottom 

39 

HI0A222 

HI0A222 

Door jamb strip, top 

40 

H20A558 

H20A558 

Screw for door Jamb strip (No. 8) 


H20A5I6 

H20A5I6 

Rubber bumper for evaporator door 

41 

H9A47 

H9A49 

Door jamb corner 

42 

H3AI56 

H3AI59 

INNER L1 HER WITH SHELF SUPPORTS (EXCEPT JB7-42A) 

42 

H3AI59 

- 

INNER LINER WITH SHELF SUPPORTS (JB7-42A) 

43 

HI7AI94 

H17A194 

Shelf supports, headed 


* Early Production Cabinet* used Cat. Ho. HI6A72 hinge. This hinge ha* brass 
hinge* are interchangeable except for appearance. 


Ref. 

| Catalog Number \ 


No. 

JB7-A2A 

JB7C 

PJB7A 

PJB7-A2A 

DescrtptIon 


H20A600 ' 

H20A600 i 

Washer Under Cat. HI7AI94, Front 

44 

HI7A335 


Headed Support for Butter Conditioner 
(Except JB7-42A) 

45 

HI7AI95 

HI7AI95 

Shelf support, straight 


H20A564 

H20A564 

Screw for shelf support, straight or headed 
(1/4 In.-20) 


H20A568 

H20A568' 

Washer for Cat. H204564 

46 

HI7AI97 

HI7AI97 

Support for sliding shelf 

47 

H20A389 

H20A389 

Shin for Cat. HI7AI97 

48 

H20A57I 

H20A57I 

Support for vegetable drawer 

49 

H20A572 

H20A572 

Clip for Cat. H20A57I 


H20A573 

H20A573 

Screw- fastening Cat. H20A57I and H20A572 to 
inner liner (10-32) 


H20A574 

H20A574 

Fiber washer for Cat. H20A573 


H20A575 

H20A575 . 

Washer for Cat. H20A573 

50 

H17A386 

HI7A386 

Slide for cold storage tray 


H20A576 

H20A576 

Screw for cold storage tray slide (10-32) 


H20A577 

H20A577 

Washer for Cat. H20A576 

51 

H20A578 

H20A578 

Spacer for cold storage tray slide 

52 

H20A467 

H20A467 

Shin for Cat. H20A578 


HIIA244 

HIIA244 

Tapping strip for Cat. H20A576 


H20A479 

H20A479 

Screw fastening Cat. HIIA244 to inner 
liner (10-32) 


179789 

179789 

Washer for Cat. H20A479 


H20A580 

H20A580 

Brace for Inner liner, RH side 


H20A58I 

H20A58I 

Brace for Inner liner, LH side 


H20A587 

H20A587 

Tie Band for Inner Liner Brace 


H20A582 

H20A582 

Screw fastening Cat. HI7AI97 and brace to 
Inner liner (10-32) 


58X364 

58X364 

Washer for Cat. H20A582 


H20A559 

H20A559 

Bracket for lamp receptacle 


126915 

126915 

Screw for Cat. H20A559 (No. 8) 


HI8A38 

HI8A38 

Washer for Cat. 126915 


78X994 

- 

Receptacle for Butter Conditioner 
(Except JB7-42A) 


H20AII0 

H20AI10 

Rubber plug for Inner liner cover 


H20A470 

H20A470 

Metal plug for inner liner cover 


58X397 

58X397 

Screw fastening inner liner cover to Inner 

1Iner, LH side (No. 8) 


58X374 

58X379 

Screw fastening inner liner cover to inner 
liner, RH side (No.10) 


58X385 

58X385 

Nut for Cat. 58X374 


HI3A249 

HI3A249 

Gasket between Inner liner cover and inner 

1 iner 


78X993 

78X993 

Lamp receptacle 

53 

HI7A387 

HI7A387 

Shelf, top 

54 

HI7A388 

HI 7*388 

Hanger for top shelf 

55 

HI7A389 

H17A389 

Adjusting plate for top shelf hanger 


H20A583 

H20A583 

Screw fastening Cat. H17A389 to evaporator 
(6-32) 


58X398 

58X398 

Rubber washer for Cat. H20A563 


58X399 

58X399 

Steel washer for Cat. H20A583 


58X379 

58X379 

Shakeproof washer for Cat. H20A583 


58X382 

58X382 

Nut for Cat. H20A583 

56 

HI7A390 

HI7A390 

Sliding shelf with stops 

57 

HI7A39I 

HI7A39I 

Shelf, bottom, half 

Cold storage tray with trim 

58 

A4R26 

A4R26 

59 

H18*210 

HI8A2I0 

Tplm for cold storage tray 


H20A472 

H20A472 

Trim plug 

6 D 

A4R27 

A4R27 

Cover for cold storage tray 


H20A585 

H20A585 

Rack for cold storage tray 

61 

H30AI8I 

H30AI8I 

VEGETABLE DRAWER WITH HANDLE 

61 

H30AI82 

H30AI82 

Vegetable drawer only 

62 

H30AI83 

H30AI83 

Handle for vegetable drawer 


58X800 

58X800 

Screw fastening handle to vegetable 
drawer (No. 6) 


HI 8*28 

H18A28 

Washer for Cat. 58X800 

63 

H30A/84 

H30AI84 

Cover for vegetable drawer 

64 

H30AI85 

H30AI85 

Frame for cover for vegetable drawer 

65 

H20A584 

H20A584 

Support for vegetable drawer 

66 

H20A40I 

H20A40I 

Rubber foot for Cat. H20A584 


H5X20 

H5X20 

Cabinet insulation (Klmsul, 18' Roll) 


end caps, chrome plated while HI6A95 has steel end caps painted. The 
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APPLIANCE AND MERCHANDISE DEPARTMENT 




Cat. Mo. 

Description 

A5R40 

Freezing trays with flexible dividers 

A2IR229 

Freezing tray lifter 

A5R42 

Dessert tray 

A5R43 

Cover for dessert tray 

A2IR286 

Thermometer, case, and hanger 



*Not furnished with csblnet. 


Cabinet Parts 


Ref. 

Mo. Cat. Mo. 





Description _ 


TOP COVER FOR CABINET 
Trim for top cover, RH side 
Trim for top cover, LH side 
Slide for trim for top cover 
Gasket for top cover 
Clip for top cover, front 
Clip for top cover, back 
Screw for Cat. H20A56I (10-32) 

Screw for Cat. H20A590 or refrigerant line sealing 
plate (No. 8) 

Temperature control knob, outer 
Escutcheon for temperature control knob 
Holder for NP90I70A 
Control mounting bracket 

Screw fastening NP90I70B and H32A2I to top cover (4-48) 
Rubber gasket for NP90I70B 
Rubber bushing for Cat. H32A2I 

Screw fastening control to mounting bracket (8-32) 
Screw fastening condenser to outer case (No. 10) 
Washer for Cat. 58X374 

Washer between condenser bracket and condenser 
Rubber spacer for back of condenser 
Screw for rubber spacer (No. 8) 

Washer for Cat. H20A62 
BASE 

Cap screw fastening condenser to base (5/16 In.-18) 
Nut for Cat. 106775 


Description 


Thermometer only 
Hanger for thermometer 
Screw fastening hanger to case (No. 2 
Air filter 

Package of activated carbon for air filter 


Description 


Washer for Cat. 106775 (7/8 in. 0.0.) 

Washer for Cat. 106775 (5/8 in. 0.0.) 

Cap screw fastening outer case to base (1/4 in.-20) 
Washer for Cat. 20X536 
Reinforcing plate for Cat. 20X536 

Carriage bolt fastening refrigerating machine to base 
(5/16 in.-18) 

Nut for Cat. 71X272 
Washer for Cat. 71X272 
Adjustable glider for front of base 
Nut for adjustable glider 
Grille for base 

Lower blade with trim 
Upper blade with trim 
Spacer for grille 

Bolt fastening blades and spacers of grille (10-32) 
Nut for Cat. H27AI65 
Support for lower door, RH side 
Support for lower door, LH side 
Screw fastening support for lower door to base 
Washer for Cat. 105136 

Washer between support for lower door and base 
Tapping strip fastening support for lower door to base 
LOWER DOOR PANEL 
Storage bin 

Screw fastening storage bin to lower door panel (No. 8) 
Washer for Cat. 58X287 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B7A, B7-42A (Cont.) 


Ref. 

No. 

Cat. No. 

Descript ion 

19 

N20A594 

Handle for storage bin 


H20A487 

Washer between handle and lower door panel. 


126915 

Screw fastening handle to lower door (No. 8) 


179789 

Washer for Cat, 126915 


H3IAI23 

Rubber stop for storage bin 

20 

H3IAI2I 

Grommet for storage bin panel 


H3IAI22 

Rubber bumper for storage bin 


H 31A125 

Rubber channel for storage bin 

21 

NP80I96 

"Deluxe" nameplate 


58X812 

Fastener for NP80I96 


H20A385 

Washer for NP80196 

22 

- 

DOOR FOR CABINET 

22 

H7A449 

Outer door panel RH cabinet 


H7A450 

Outer door panel LH cabinet 

23 

NP88554A 

Nameplate (Letters, General Electric) and holding 
strips 

24 

NP885548,C 

Nameplate (Monogram) 

25 

HI3A248 

Door gasket 


HI0A2I5 

Door strip, hinge side 

26 

HI0A2I6 

Door strip, latch side, with escutcheon for latch 
bolt 

27 

HI5A4I 

Escutcheon for latch bolt 


HI0A2I7 

Door strip, top 


HI0A2I8 

Door strip, bottom 

28 

H20A558 

Screw for door strip (No. 8) 

29 

H9A46 

Door corner 


H7A370 

Inner door panel 

30 

HI5AI02 

Latch with gasket and nut 

31 i 

HI5A64 

Spring for latch 

32 

HI5A65 

Nut for latch and handle 

33 

H15A66 

Gasket between latch and outer door panel 


H20A558 

Screw fastening latch to door strip (No. 8) 

34 

HI5A86 

Latch handle with push plate and spring 

35 

H15A87 

Back plate for latch handle, RH cabinet 


HI5A88 

Back plate for latch handle, LH cabinet 

36 

HI5A89 

Pin fastening latch handle to back plate 

37 

HI5A90 

Escutcheon for latch handle, RH cabinet 


HI5A9I 

Escutcheon for latch handle, LH cabinet 

38 

HI3A243 

Gasket between back plate for latch handle and outer 
door panel 


58X397 

Screw fastening back plate for latch handle to outer 
door panel (No. 8) 

39 

HI6A55 

Upper hinge for RH door or lower hinge for LH door, 
without cover 

40 

HI6A56 

Lower hinge for RH door or upper hinge for LH door, 
without cover 

41 

HI6A52 

Cover for hinge 


HI6A8I 

Spacer tube for hinge 


128619 

Screw fastening hinge to door (10-32) 


58X381 

Screw fastening hinge to cabinet (12-28) 

42 

HI4A22 

Strike for latch bolt 

43 

HI4A20 

Strike case 


H20A558 

Screw for strike (No. 8) 


58X310 

Lockwasher for Cat. H20A558 

44 

IGA2IHI9 

Door switch 


H20A406 

Connector with insulation for leads 


HI0A2I9 

Door jamb strip, hinge side 

45 

HI0A220 

Door jamb strip, latch side 

46 

HI0A22I 

Door jamb strip, bottom 

47 

HI0A222 

Door jamb strip, top 


H20A558 

Screw for door jamb strip (No. 8) 


H20A5I6 

Rubber bumper for evaporator door 

48 

H9A47 

Door jamb corner 

49 

H3AI63 

INNER LINER WITH SHELF SUPPORTS 

50 

HI7AI94 

Shelf support, headed 


H20A600 

Washer under Cat. HI7AI94, front 

51 

HI7AI95 

Shelf support, straight 


H20A564 

Screw for shelf support, straight or headed 
(1/4 in.-20) 


H20A568 

Washer for Cat. H20A564 

52 

HI7A233 

Shelf support, double slot, for lower shelf, front 


H20A569 

Clip for Cat. HI7A233 


H20A570 

Screw fastening Cat. HI7A233 and H20A569 to inner 
liner (10-32) 

53 

HI7AI97 

Support for siidlng shelf 

54 

H20A389 

Shim for Cat. HI7AI97 

55 

H20A57I 

Support for vegetable drawer 

56 

H20A572 

Clip for Cat. H20A57I 


H20A573 

Screw fastening Cat. H20A57I and H20A572 to Inner 
liner (10-32) 


H20A574 

Fiber washer for Cat. H20A573 


H20A575 

Washer for Cat. H20A573 


Ref. 
No. 

. Cat. No. 

Description 

57 

HI7A386 

Slide for cold storage tray 


H20A576 

Screw for cold storage tray slide (10-32) 


H20A577 

Washer for Cat. H20A576 

58 

H20A578 

Spacer for cold storage tray slide 

59 

H20A467 

Shim for Cat. H20A578 


H11A244 

Tapping strip for Cat. H20A576 


H20A479 

Screw fastening Cat. H1IA244 to inner liner (10-32) 


179789 

Washer for Cat. H20A479 


H20A580 

8 race for Inner liner, RH side 


H20A58I 

Brace for inner liner, LH side 


H20A582 

Screw fastening Cat, HI7AI97 and brace to Inner 
liner (10-32) 


58X364 

Washer for Cat. H20A582 


H20A559 

Bracket for lamp receptacle 


126915 

Screw for Cat. H20A559 (No. 8) 


HI8A38 

Washer for Cat. 126915 


H20AI 10 

Rubber plug for inner liner cover 


H20A470 

Metal plug for Inner liner cover 


58X397 

Screw fastening inner liner cover to inner liner, 

LH side (No. 8) 


58X374 

Screw fastening Inner liner cover to inner liner, 

RH side (No. 10) 


58X385 

Nut for Cat. 58X374 


HI3A249 

Gasket between Inner liner cover and inner liner 


78X993 

Lamp receptacle 

60 

A2IR266 

BUTTER CONDITIONER 


A2IR282 

Glass butter dish 

60 

A2IR267 

Frame for butter conditioner 


A2IR268 

Rivet for Cat. A21R267 


A2IR269 

Liner for butter conditioner 

61 

A2IR270 

Spacing spring for liner and frame 

62 

A2IR27I 

Clamp holding butter conditioner to Inner liner 

63 

A2IR272 

Clip for Cat. A2IR27I 


58X807 

Screw fastening clip to frame (6-32) 

64 

TC4IE1 

Thermostat and heater assembly 

65 

A2IR273 

Heat conductor plate between thermostat and liner 

66 

A2IR274 

Clamp holding thermostat to liner 

67 

A2IR275 

Adjusting disc for temperature control 

68 

A2IR276 

Clamp holding heating unit to liner 

69 

A21R277 

Door for butter conditioner 

70 

A2IR278 

Handle for Cat. A2IR277 


58X808 

Screw fastening handle to door 


A2IR279 

Washer for Cat. 58X808 

71 

A2IR280 

Hinge for Cat. A2IR277 


C20HI34 

Screw fastening hinge to door (6-32) 


A2IR28I 

Washer for Cat. C20HI34 


H20A468 

Shim between hinge and frame 

72 

58X807 

Screw faatening hinge and frame to Inner liner 

H17A406 

Shelf, small, side of evaporator 

73 

HI7A399 

Supporting bracket for small shelf at side of 
evaporator 


H20A583 

Screw fastening Cat. HI7A399 to evaporator (6-32) 


58X382 

Nut for Cat. H20A583 


58X379 

Lockwasher for Cat. H20A583 


58X398 

Rubber washer for Cat. H20A583 


179789 

Fibre washer between 58X398 and Cat. HI7A399 


58X399 

Stainless steel washer for Cat. H20A583 

74 

HI7A407 

Shelf, top 

Hanger for top shelf 

75 

HI7A388 

76 

HI7A408 

Sliding shelf with stops 

77 

A4R33 

Cold storage tray with trim 

78 

HI8A2I6 

Trim for cold storage tray 


H20A595 

Tr im plug 

79 

A4R27 

Cover for cold storage tray 

80 

H20A585 

Rack for cold storage tray 

H30A203 

VEGETABLE DRAWER WITH FRONT PANEL AND HANDLE 


H30A204 

Vegetable drawer only 

80 

H30A205 

Front panel for vegetable drawer 

81 

NP90I88 

Trim plate for front panel of vegetable drawer 


H30AI95 

Support for front panel 


58X810 

Rivet fastening support to front panel 


58X809 : 

Screw fastening support to drawer 


179789 

Washer for Cat. 58X809 


H20A596 

Shim between support and drawer 

82 

H30AI96 

Handle for vegetable drawer 


58X388 

Screw fastening handle to front panel 


43X100 

Nut for Cat. 58X388 

83 

H30AI84 

Cover for vegetable drawer 

84 

H30AI85 

Frame for cover for vegetable drawer 

85 

H20A597 

Support for vegotable drawer and air filter 

86 

H20A598 

Rubber foot for Cat. H20A597 


H5X20 

Cabinet insulation (Kimsul) 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B7B 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-22G UNIT 

Accessories 


Qu.an 

Cat. No. 

■Description- 

Quart 

Cat. No. 

Description 

4 

1 

1 

1 

A5R40 

A2IR229 

A5R42 

A5R43 

A2IR286 

Freezing Trays with Flexible Dividers 

Freezing Tray Lifter 

Dessert Tray 

Cover for Dessert Tray 

Thermometer, Case and Hanger 

1 

1 

2 

A2IRZ87 
A2IR170 
91X713 
’A20RI1 

Thermometer Only 

Hanger for Thermometer 

Screw Fastening Hanger to Case (No.2) 

Package of Activated Carbon for Air Filter 


’Not Furnished with Cabinet 


Cabinet Parts 


Cat . No. 

Descript Ion 

H4A69 

TOP COVER FOR CABINET 

HI8A2I9 

Trim for Top Cover, R.H. Side 

HI8A220 

Trim for Top Cover, L.H. Side 

H18A2I5 

Slide for Trim for Top Cover 

H 1 3A26 1 

Gasket for Top Cover 

H20A56I 

Clip for Top Cover, Front 

H20A590 

Clip for Top Cover, Back 

H20A566 

Screw for Cat. H20AS6I (10-32) 

91X648 

Screw for Cat. H20A590 or Refrigerant Line 

Sealing Plate (No.8) 

H32A20 

Temperature Control Knob, Outer 

NP90I70-A 

Escutcheon for Temperature Control Knob 

NP90I70-B 

Holder for NP90I70-A 

H32A2I 

Control Mounting Bracket 

H20A6 

Screw Fastening NP90I70-B and H32A2I to Top Cover (4-48) 

H32A23 

Rubber Gasket for NP90I70-B 

H32A22 

Rubber Bushing for Cat. H32A2I 

126915 

Screw Fastening Control to Mounting Bracket (8-32) 

H2A167 

OUTER CASE, R.H. CABINET 

H2AI68 

OUTER CASE, L.H. CABINET 

58X374 

Screw Fastening Condenser to Outer Case (No.10) 

58X801 

Washer for Cat. 58X374 

150279 

Washer between Condenser Bracket and Condenser 

H20A243 

Rubber Spacer for Back of Condenser 

H20A62 

Screw for Rubber Spacer (No.8) 

80X132 

Washer for Cat. H20A62 

H27AI73 

BASE 

106775 

Cap Screw Fastening Condenser to Base (5/16 in.-18) 

177811 

Nut for Cat. 106775 

HI8A22 

Washer for Cat. 106775 (7/8 in. 0.0.) 

HI8AI8 

Washer for Cat. 106775 (5/8 in. O.D.) 

20X536 

Cap Screw Fastening Outer Case .to Base (1/4 in. -20) 

160980 

Washer for Cat. 20X536 

H20A502 

Reinforcing Plate for Cat. 20X536 

71X272 

Carriage Bolt Fastening Refrigerating Machine to Base 

Front (5/16 in.-18) 

177811 

Nut for Cat. 71X272 

91X649 

Washer for Cat. 71X272 

A2RI6 

Adjustable Glider for Front of Base 

141255 

Nut for Adjustable Glider 

H27AI75 

Grille for Base 

H27AI76 

Lower B1ade with Trim 

H27AI77 

Upper Blade with Trim 

H27AI78 

Spacer for Grille 

H27AI65 

Bolt Fastening Blades and Spacers of Grille (10-32) 

145996 

Nut for Cat. H27AI65 

H20A591 

Support for Lower Door, R.H.Side 

H20A592 

Support for Lower Door, L.H.Side 

105136 

Screw Fastening Support for Lower Door to Base 

58X310 

Washer for Cat. 105136 

58X801 

Washer between Support for Lower Door and Base 

HI IA245 

Tapping Strip Fastening Support for Lower Door to Base 

H7A448 

LOWER DOOR PANEL 

K3IAI20 

Storage Bin 

68X287 

Screw Fastening Storage Bin to Lower Door Panel (No.8) 

H20AH85 

Washer for Cat. 58X287 

H20A594 

Handle for Storage Bin 

H20*487 

Washer between Handle and Lower Door Panel 

126915 

Screw Fastening Handle to Lower Door (No.8) 

179789 

Washer for Cat. 126915 

H3IAI23 

Rubber Stop for Storage Bin 

H31AI2I 

6 romet for Storage Bin 

K 31A122 

Rubber 8u«per for Storage Bin 

H 31A125 

Rubber Channel for Storage Bin 

NP80I96 

"Deluxe" Nameplate 

58X812 

Fastener for Nameplate 

H20A385 

Washer for "Deluxe* Nameplate 

H6A4I5 

DOOR FOR R.H. CABINET 

H6A4I6 

DOOR FOR L.H. CABINET 

H7A458 

Outer Door Panel (R.H.Cabinet! 

H7A459 

Outer Door Panel (L.H.Cabinet) 

NP85377A 

Nameplate (General Electric) 

NP85377B 

Cl Ip for Nameplate 


Cat. No. 

Description 

H13A248 

Door Gasket 

HI0AI7J 

Door Strip, Hinge Side 

HI0AI72 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

HI5A4I 

Escutcheon for Latch Bolt 

HI0AI73 

Door Strip, Top or Bottom 

H20A558 

Screw for Door Strip (No.8) 

H9A46 

Door Corner 

H7A370 

Inner Door Panel 

HI5AI02 

Latch with Gasket and Nut 

HI5A64 

Spring for Latch 

HI5A65 

Nut for Latch and Handle 

HI5A66 

Gasket between Latch and Outer Door Panel 

H20A558 

Screw Fastening Latch to Door Strip (No.8) 

HI5A86 

Latch Handle with Push Plate and Spring 

H15A87 

Back Plate for Latch Handle, RH Cabinet 

HI5A88 

Back Plate for Latch Handle, LH Cabinet 

H15A89 

Pin Fastening Latch Handle to Back Plate 

HI5A90 

Escutcheon f6r Latch Handle, RH Cabinet 

HI5A9I 

Escutcheon for Latch Handle, LH Cabinet 

Gasket between Back Plate for Latch Handle and 

Outer Door Panel 

HI3A243 

58X397 

Screw Fastening Back Plate for Latch Handle to 

Outer Door Panel (No.8) 

HI6A72 

Hinge without Cover 

HI6A52 

Cover for Hinge 

128619 

Screw Fastening Hinge to Door (10-32) 

58X381 

Screw Fastening Hinge to Cabinet (12-28) 

KI4A22 

Strike for Latch Bolt 

HI4A20 

Strike Case 

H20A558 

Screw for Strike (No.8) 

5BX3I0 

Lockwasher for Cat. H20A558 

1GA2IHI2 

Door Switch 

H20A406 

Connector with Insulation for Leads 

HI0AI74 

Door Jamb Strip, Hinge Side 

HI0AI75 

Door Jamb Strip, Latch Side 

KI0AI76 

Door Jamb Strip, 8ottom 

HI0AI77 

Door Jamb Strip, Top 

K20A558 

Screw for Door Jamb Strip (No.8) 

H20A5I6 

Rubber Bumper for Evaporator Door 

H9A47 

Door Jamb Corner 

H3AI68 

INNER LINER WITH SHELF SUPPORTS 

HI7AI94 

Shelf Support Headed 

HI7A335 

Headed Support for Butter Compartment 

HI7AI95 

Shelf Support, Straight 

HI2A2 

Screw for Shelf or Butter Compartment Support 
(1/4 in.-20) 

H20A464 

Washer for Cat. HI2A2 

HI7A337 

Support for Sliding Shelf, Upper 

HI7A340 

Support for SIiding Shelf 

H20A503 

Shim for Sliding Shelf Support 

H20A505 

Bracket for Vegetable Drawer Cover Frame, Upper 

H20A506 

Screw Fastening Support for Sliding Shelf to 

Inner Liner (8-32) 

H20A507 

Screw Fastening Support for Sliding Shelf and Upper 

Bracket for Vegetable Drawer Cover Frame to Inner Liner 
(8-32) 

H20A508 

Bracket for Vegetable Drawer Cover Frame, Lower 

11X339 

Screw Fastening Cat.H20A508 to Inner Liner (10-30) 

205128 

Nut for Cat. 11X339 

58X310 

Shakeproof Washer for Cat. 11X339 

H20A577 

. Washer for Cat. 11X339 

HI7A386 

Siide for Cold Storage Tray 

H20A465 

Screw for Cold Storage Tray Slide (10-30) 

H20A466 

Spacer for Cold Storage Tray Slide 

H20A467 

Shin for Cat. H20A466 

HIIA227 

Tapping Strip for Cold Storage Tray Slide 

11X339 

Screw Fastening Cat. HI 1*227 to Inner Liner Side 
(10-30) 

179789 

Washer for Cat. 11X339 

H20A559 

Bracket for Lanp Receptacle 

126915 

Screw for Cat. H20A559 (No.8) 

HI8A38 

Washer for Cat. 126915 

78X994 

Receptacle for Butter Compartment 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND M E RCHAN 0 ISE DEPARTMENT 


B7B (Cont.) 


Cat , No. _ Description _ 

H20A538 Brace for Inner Liner, RH Side 

H20A539 Brace for Inner Liner, LH Side 

H20AII0 Rubber Plug for Inner Liner Cover 
H20A*470 Metal Plug for Inner Liner Cover 

58X397 Screw Fastening Inner Liner Cover to Inner Liner, LH Side 
(No.8) 

58X37*4 Screw Fastening Inner Liner Cover to Inner Liner, RH Side 
(No;10) 

58X385 Nut for Cat. 58X37*4 

HI3A249 Gasket between Inner Liner Cover and Inner Liner 
78X719 Lamp Receptacle 

78X998 BUTTER CONDITIONER WITH TRAY 

A2IR232 Tray for Butter Compartment 

A2IR233 Door with Hinge and Handle for Butter Conditioner 
A2IR234 Handle for Butter Conditioner Door 

A2IR235 Screw Fastening Handle to Door 

A2IR236 Screw Fastening Door Hinge to Outer Case 

A2IR237 Door Spring 

A2IR238 Door Frame for Butter Conditioner 

A2IR239 Outer Case for Butter Conditioner 

A2IR240 Inner Liner for Butter Conditioner 

A2IR236 Screw Fastening Inner Liner to Outer Case 

A2IR2*4I Steel Washer for Cat. No. A2IR236 
A2IR242 Fiber Washer for Cat. No. A2IR236 

A2IR243 Thermostat, Plug and Heating Unit 

A2IR244 Knob for Thermostat 

A2IR245 Screw Fastening Knob to Thermostat 

A2IR246 Clip Fastening Heating Unit to Inner Liner 

HI7A3H2 Shelf, Small, Side of Evaporator 

HI7A399 Supporting Bracket for HI7A3**2 


Cat. Mo. _ Description _ 

H20A583 Screw Fastening Cat. HI7A399 to Evaporator (6-32) 

58X382 Nut for Cat. H20A583 

58X379 Shakeproof Washer for Cat. H20A583 

C20HI73 Stainless Steel Washer for Cat. H20A583 

179789 Fiber Washer between Cat. C20HI72 and Supporting Bracket 

C20HI72 Rubber Washer for Cat. H20A583 

HI7A344 Shelf, Top 

HI7A388 Hanger for Top Shelf 

HI7A345 Sliding Shelf with Stops 

A4R33 Cold Storage Tray with Trim 

HI8A2I6 Trim for Cold Storage Tray 

H20A5I3 Trim Plug 

A4R27 Cover for Cold Storage Tray 

H20A585 Rack for Cold Storage Tray 

H30AI70 VEGETABLE DRAWER WITH FRONT PANEL AND HANDLE 

H30AI71 FRUIT DRAWER WITH FRONT PANEL AND HANDLE 

H30AI53 Pan only for Vegetable or Fruit Drawer 

H30AI72 Front Panel for Vegetable Drawer 

H30AI73 Front Panel for Fruit Drawer 

H20A5I4 Handle for Vegetable or Fruit Drawer 

C20HI46 Screw Fastening Front Panel and Handle to Pan (8-32) 

H20A398 White Fiber Washer for Cat. C20HI46 

H20A550 Washer between Front Panel and Pan 

H20A5*49 Washer between Handle and Front Panel 

H30AI49 Frame for Cover for Vegetable or Fruit Drawer 

H30AI50 Cover for Vegetable or Fruit Drawer 

A21R25I AIR FILTER WITH SUPPORT 

A2IR253 Cover for Air Filter 

H20A40I Rubber Foot for Air Filter 

H5X20 Cabinet Insulation (Kimsul) 


Always Give Catalog Number 
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DEPARTMENT 




| Catalog Humber 


Ref. 
Ho. 

Cntnlo£ Humber | 

B8A 

B8-A2A 

PB8A 

PB8-42A 

Rescript ion 

B8A 

B8-A2A 

PB8A 

PB8-A2A 

H1A67 

H1A68 

TOP COVER FOR CABINET 


H20A213 

H20A213 

HI8A2I3 

KI8A2I3 

Trim for Top Cover, R.H. Side 


H20A62 

H20A62 

HI8A2I1 

HI8A2I1 

Trim for Top Cover, L.H. Side 


80X132 

80X132 

HI8A2I5 

HI8A2I5 

Slide for Trim for Top Cover 

13 

H27AI60 

H27AI60 

HI3A262 

HI3A262 

Gasket for Top Cover 


106775 

106775 

H20A56I 

H20A557 

Clip for Top Cover, Front 


I77811 

177811 

H20A590 

H20A590 

Clip for Top Cover, Back 


HI8A22 

HI8A22 

- 

HI3AI65 

6 asket for H20A590 


MISA 18 

HI8AI8 

H20A556 

H20A556 

Screw for Cat. H20A56I or Cat. K20A557 (10-32) 


_ 

HI3A252 

91X618 

91X618 

Screw for Cat. H20A59O or Refrigerant Line Sealing 

Plate (No. 8) 


20X536 

160980 

20X536 

160980 

- 

H20A185 

Washer for Refrigerant Line Sealing Plate 


H20A502 

H20A502 

H32A20 

H32A20 

Temperature Control Xnob, Outer 


- 

H20A255 

NP90I70A 

NP90I708 

NP90170A 

NP90170B 

Escutcheon for Temperature Control Xnob 

Holder for NP90I70A 


71X272 

71X272 

H32A2I 

H32A2I 

Control Mounting Bracket 


177811 

1778II 

H20A6 

H20A6 

Screw Fastening NP90I706 and H32A21 to Top Cover (8-32) 


91X619 

91X619 

H32A23 

H32A23 

Rubber Gasket for HP90I70B 


A2RI6 

A2RI6 

H32A22 

H32A22 

Rubber Bushing for Cat. H32A2I 


111255 

111255 

126915 

126915 

Screw Fastening Control to Mounting Bracket (8-32) 

11 

H27AI61 

H27AI6I 

- 

H2AI79 

OUTER CASE, R. H. 

15 

H27AI62 

H27AI62 

_ 

H2AI80 

OUTER CASE, L.H. 

16 

H27AI63 

H27AI63 

_ 

HI8AI87 

Trim for Upper R.H. Corner of Outer Case, Front 


H27AI61 

H27AI61 

. 

HI8AI88 

Trim for Upper L.H. COrner of Outer Case, Front 


H27AI65 

H27AI65 

- 

H20A186 

Rubber Spacer for Cat. HI8A187 or HI8AI88 


115996 

115996 

_ 

H20A168 

Washer for Cat. HI8A187 or HISA 188 

17 

H20A59I 

H20A59I 

- 

58X326 

Nut Fastening HI8AI87 or HI8AI88 to Outer Case 

18 

H20A592 

H20A592 

58X371 

58X371 

Screw Fastening Condenser to Outer Case (No. 10) 


105136 

105136 

58X801 

58X801 

Washer for Cat. 58X371 


58X310 

58X310 

150279 

150279 

Washer between Condenser Bracket and Condenser 


58X801 

58X801 


Rubber Spacer for Back of Condeneer 
Screw for Rubber Spacer (No. 8) 

Washer for Cat. H20A62 
BASE 

Cap Screw Fastening Condenser to Base (5/16 In.-18) 

Nut for Cat. 106775 

Washer for Cat. 106775 (7/8 In. O.D.) 

Washer for Cat. 106775 (5/8 In. O.D.) 

Pad between Base and Cabinet 

Cap Screw Fastening Outer Case to Base (1/1 In.-20) 
Washer for Cat. 20X536 
Reinforcing Plate for Cat. 20X536 
Fibre Washer for Cat. 20X536 

Carriage Bolt Fastening Refrigerating Machine toBase 
(5/16 in.-18) 

Nut for Cat. 71X272 
Washer for Cat, 71X272 
Adjustable Glider for Front of 8ase 
Nut for Adjustable Glider 
Grille for Base 

Lower Blade with Trim 
Upper Blade with Trim 
Spacer for Grille 

Bolt Fastening Blades and Spacers of Gr11le(10-32) 
Nut for Cat. H27AI65 
Support for Lower Door, R.H. Side 
Support for Lower Door, L.H. Side 
Screw Fastening Support for Lower Door to Base 
Washer for Cat. 105136 

Washer between Support for Lower Door and Base 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


B8A, B8-42A, PB8A, PB8-42A (Coni.) 


*1 

| Catalog Humber 


Ref. 

.Vo. 

I Catalog Humber 


B8A 

BB-42A 

PBSA 

PB8-A2A 

Descript ion 

B8A 

B8-A2A 

PB8A 

PB8-12A 

Descript ion 


HIIA245 

HIIA245 

Tapping Strip Fastening Support for Lower Door 

58 

H20A389 

H20A389 

Shim for Cat. HI7AI97 




to Base 

59 

H20A57I 

H20A57I 

Support for Vegetable Drawer 


H7A436 

H7A442 

LOWER DOOR PANEL 

60 

H20A572 

H20A572 

Clip for Cat. H20A57I 

20 

H3IAI28 

H3IAI28 

Storage Bln 


H20A573 

H20A573 

Screw Fastening Cat. H20A57i and H20A572 to inner 


58X287 

58X287 

Screw Fastening Storage 81n to Lower Door Panel 




Liner (10-32) 




(No. 8) 


H20A574 

H20A574 

Fiber Washer for Cat. H20A573 


H20A485 

H20A485 

Washer for Cat. 58X287 


H20A575 

H20A575 

Washer for Cat. H20A573 

21 

H20A594 

H20A594 

Handle for Storage Bin 

61 

HI7A386 

HI7A366 

Slide for Cold Storage Tray 


H20A487 

H20A487 

Washer between Handle and Lower Door Panel 


H20A576 

H20A576 

Screw for Cold Storage Tray Slide (10-32) 


126915 

126915 

Screw Fastening Handle to Lower Door {No. 8) 


H20A577 

H20A577 

Washer for Cat. H20A576 


179789 

J79789 

Washer for Cat. No. 126915 

62 

H20A578 

H20A578 

Spacer for Cold Storage Tray Slide 

22 

- 

HI8AI92 

Trim with Retainer for Front Panel 

63 

H20A467 

H20A467 

Shim for Cat. H20A578 


- 

H20A488 

Retainer for Trim 


H20A479 

H20A479 

Screw Fastening Cat. H1IA244 to Inner Liner(10-32] 


- 

58X804 

Nut for Cat. H20A488 


179789 

179789 

Washer for Cat. H20A479 


H3IAI23 

H3IAI23 

Rubber Stop for Storage Bin 


KIIA244 

H1IA244 

Tapping Strip for Cat. H20A576 

23 

H3IAI2I 

H3IA12I 

Grommet for Storage Bln Panel 


H20A580 

H20A580 

Brace for Inner Liner, R.H. Side 


H3IAI22 

H3IAI22 

Rubber Bumper for Storage Bln 


H20A58I 

H20A58I 

Brace for Inner Liner, L.H. Side* 


H3IAI25 

H3IAI25 

Rubber Channel for Storage Bln 


H20A582 

H20A582 

Screw Fastening Cat, HI7AI97 and Brace to Inner 

24 

NP80I96 

NP80I96 

Delux Nameplate 




Liner (10-32) 


58X370 

58X370 

Fastener for NP80I96 


58X364 

58X364 

Washer for Cat. H20A582 


H20A385 

H20A385 

Washer for NP80I96 


H20A559 

H20A559 

Bracket for Lamp Receptacle 

25 

- 

- 

DD0R FOR CABINET 


126915 

126915 

Screw for Cet. H20A559 (He. 8) 

25 

H7A437 

H7A443 

Outer Door Panel R.H. Cabinet 


HI6A38 

HI6A36 

Washer for Cat. 126915 


H7A438 

H7A444 

Outer Door Panel L.H. Cabinet 


H20AII0 

H20AII0 

Rubber Plug for Inner Liner Cover 

26 

NP88554A 

NP88554A 

Nameplate (letters, General Electric) 


H20A470 

H20A470 

Metal Plug for Inner Liner Cover 




and Holding Strips 


58X397 

58X397 

Screw Fastening Inner Liner Cover to Inner Liner, 

27 

NP88554B,C 

HP88554B.C 

Nameplate (Monogram) 




L.H. Side (No. 8) 

28 

HI3A258 

HI3A258 

Door Gasket 


58X374 

58X374 

Screw Fastening inner Liner Cover to Inner Liner, 


HI0A230 

HI0A230 

Door Strip, Hinge Side 




R.H. Side (No.10) 

29 

HI0A23I 

HI0A23I 

Door Strip, Latch Side, with Escutcheon for 


58X385 

58X385 

Nut for Cat. 58X374 




Latch Bolt 


HI3A249 

HI3A249 

Gasket between Inner Liner Cover and Inner Liner 

30 

HI5A4I 

H15A4 1 

Escutcheon for Latch Bolt 


78X993 

78X993 

Lamp Receptacle 


HI0A232 

HI0A232 

Door Strip, Top 

64 

A2IR266 

A2IR266 

Butter Conditioner 


HI0A233 

HI0A233 

Door Strip, Bottom 


A2IR262 

A2IR282 

Glass Butter Dish 

31 

H20A558 

H20A558 

Screw for Door Strip, (No. 8) 

64 

A2IR267 

A2IR267 

Frame for Butter Conditioner 

32 

H9A46 

H9A46 

Door Corner 


A2IR266 

A2IR268 

Rivet for Cat. A2IR267 


H7A393 

H7A393 

inner Door Pane! 


A2IR269 

A2IR269 

Liner for Butter Conditioner 

33 

HI5AI02 

H15A102 

Latch with Gasket and Nut 

65 

A2IR270 

A2IR270 

Spacing Spring for Liner and Frame 

34 

HI5A64 

H15A64 

Spring for Latch 

66 

A2IR271 

A2IR27I 

Clamp Holding Butter Conditioner to Cabinet Inner 

35 

HI5A65 

HI5A65 

Nut for Latch and Handle 




Liner 

36 

HI5A66 

HI5A66 

Gasket between Latch and Outer Door Panel 

67 

A2IR272 

A2IR272 

Clip for Cat. A2IR27I 


H20A558 

H20A558 

Screw Fastening Latch to Door Strip (No. 8) 


58X807 

58X807 

Screw Fastening Clip to Frame 

37 

H15A86 

HI5A86 

Latch Handle with Push Plate and Spring 

68 

TC4IE1 

TC41EI 

Thermostat and Heater Assembly 

38 

HI5A87 

H15A87 

Back Plate for Latch Handle, R.H. Cabinet 

69 

A2IR273 

A2IR273 

Heat Conductor Plate between Thermostat and Liner 


HI5A66 

H15A86 

Back Plate for Latch Handle, L.H. Cabinet 

70 

A2IR274 

A2IR274 

Clamp Holding Thermostat to Liner 

39 

HI5A89 

HI5A89 

PJn Fastening Latch Handle to Back Plate 

71 

A2IR275 

A2IR275 

Adjustment Disc for Temperature Control 

40 

HI5A90 

H 15A90 

Escutcheon for Latch Handle, R.H. Cabinet 

72 

A2IR276 

A2IR276 

Clamp holding Heating Unit to Liner 


HI5A9I 

HI5A9I 

Escutcheon for Latch Handle, L.H. Cabinet 

73 

A2IR277 

A2IR277 

Door for Butter Conditioner 

41 

HI3A243 

H 13A243 

Gasket between Back Plate for Latch Handle and 

74 

A2IR278 

A2IR278 

Handle for Cat. A2IR277 




Duter Door Panel 


58X808 

58X608 

Screw Fastening Handle to Door 


- 

H20A528 

Washer between Back Plate for Latch Handle and 


A2IR279 

A2IR279 

Washer for Cat. 58X808 




Duter Door Panel (7/16" O.D.) 

75 

A2IR260 

A2IR280 

Hinge for Cat. A2IR277 


- 

H20A529 

Washer between Back Plate for Latch Handle and 


j C20HI34 

C20HI34 

Screw Fastening Hinge to Door 




Outer Door Panel (3/4" O.D.) 


A2IR28I 

A2IR28I 

Washer for Cat. C20HI34 


58X397 

58X397 

Screw Fastening Back Plate for Latch Handle to 


H20A468 

H20A468 

Shim between Hinge and Frame 




Outer Door Panel (No. 8) 


58X807 

58X807 

Screw Fastening Hinge and Frame to Inner Liner 

42 

*HI6A55 

HI6A55 

Upper Hinge for R.H. Door or Lower Hlnga for 

76 

H17A398 

HI7A398 

Shelf, small, side of evaporator 




L.H. Door, without Cover 

77 

HI7A399 

HI7A399 

Supporting Bracket for Smal 1 Shelf at S jde of Evaporator 

43 

*H16A56 

HI6A56 

Lower Hinge for R.H. Door or Upper Hinge for 


H20A583 

H20A583 

Screw Fastening Cat.HI7A399 to Evaporator (6-32) 




L.H. Door, without Cover 


58X362 

56X382 

Nut for Cat. H20A583 

44 

*H I6A52 

HISA52 

Cover for Hinge 


58X379 

58X379 

Lockwasher for Cat. H20A583 


HI6A85 

HI6A85 

Spacer Tube for Hlnga 


58X398 

56X396 

Rubber Washer for Cat. H20A583 


- . 

HI3AI97 

Gasket between Hinge and Door 


179789 

179789 

Fibre Washer between Cat.58X398 and Cat. HI7A399 


- 

HI3AI9 

Gasket between Hinge and Cabinet 


58X399 

58X399 

Stainless Steel Washer for Cat. H20A583 


128619 

128619 

Screw Fastening Hinge to Door (10-32) 

78 

HI7A400 

HI7A400 

Shelf, Top 


58X381 

58X381 

Screw Fastening Hinge to Cabinet (12-28) 

79 

HI7A388 

HI7A388 

Hanger for Top Shelf 

45 

HI4A22 

HI4A22 

Strike for Latch Bolt 

80 

HI7A40I 

H 17A401 

SI iding Shelf with Stops 

46 

HI4A20 

HI4A20 

Strike Case 

61 

A4R33 

A4R33 

Cold Storage Tray with Trim 


H20A558 

H20A558 

Screw for Strike (No. 8) 

62 

HI8A2I6 

HI8A2I6 

Trim for Cold Storage Tray 


58X310 

58X310 

Lockwasher for Cat. H20A558 


H20A595 

H20A595 

Tr im Plug 

47 

I6A2IHI9 

IGA2IHI9 

Door Switch 

63 

A4R27 

A4R27 

Cover for Cold Storage Tray 


H20A406 

H20A406 

Connector with Insulation for Leads 


H20A585 

H20A585 

Rack for Cold Storage Tray 


HI0A234 

HI0A234 

Door Jamb Strip, Hinge Side 

84 

A2IR283 

A2IR283 

Basket with Partition for Top Shelf 

48 

HI0A235 

HI0A235 

Door Jamb Strip, Latch Side 


A2IR284 

A2IR284 

Basket without Partition 

49 

HI0A236 

HI0A23G 

Door Jamb Strip, Bottom 


A2IR285 

A2IR285 

Partition for Basket 

50 

HI0A237 

HI0A237 j 

Door Jamb Strip, Top 

85 

H30AI92 

H30AI92 

VEGETABLE DRAWER WITH FRONT PANEL AND HANDLE 

51 

H20A558 

N20A558 

Screw for Door Jamb Strip (No. 8) 


H30AI93 

H30AI93 

Vegetable Drawer only 


H20A5I6 

H20A5I6 

Rubber Bumper for Evaporator Door 

85 

H30AI94 

H30AI94 

Front Panel for Vegetable Drawer 

52 

H9A47 

H9A49 

Door Jamb Corner 

86 

NP90I88 

HP90I68 

Trim Plate for Vegetable Drawer Front Panel 

53 

H3AI6I 

H3AI6I 

INNER LINER WITH SHELF SUPPORTS 


H30AI95 

H30AI95 

Support for Front Panel 


HI7AI94 

HI7AI94 

Shelf Support, Headed 


56X810 

58X610 

Rivet Fastening Support to Front Panel 


H20a60o 

H20A600 

Washer under Cat. HI7AI94, Front 


56X809 

58X609 

Screw Fastening Support to Drawer 

55 

HI7AI95 

HI7AI95 

Shelf Support, Straight 


179789 

179789 

Washer for Cat. 58X809 


H20A56H 

H20A564 

Screw for Shelf Support, Straight or Headed 


H20A596 

H20A596 

Shim between Support and Drawer 




(l/H Id.-20) 

87 

H30AI96 

H30AI96 

Handle for Vegetable Drawer 


H20A568 

H20A568 

Washer for Cst. H20A564 


56X368 

58X388 

Screw Fastening Handle to Front Panel 

56 

HI7A233 

HI7A233 

Shelf Support, Double Slot, for Lower Shelf, 


43X100 

43X100 

Nut for Cat. 58X388 





88 

H30AI97 

H30AI97 

Cover for Vegetable Drawer 


H20A569 

H20A569 

Cl Ip for Cat. HI7A233 

89 

H30AI98 

H30AI98 

Frame for Cover for Vegetable Drawer 


H20A570 

H20A570 

Screw Fastening Cat. HI7A233 and H20A569 to 

90 

H20A597 

H20A597 

Support for Vegetable Drawer and Air Filter 




Inner Liner (10-32) 

91 

H20A598 

H20A598 

Rubber Foot for Cat. H20A597 

57 

HI7A197 

HI7AI97 

Support for SIidIng Shelf i 


H5X20 

H5X20 

Cabinet Insulation (Klmsul) 


"A f«w of these cabinets used HI6A78 Upper Hinge, HI6A79 Lower Hinge, and HI6A80 Cover for Hinge. This is the hinge used on B8-4I Cabinet. 


Always Give Catalog Number 
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general electric company 


APPLIANCE AND MERCHANDISE DEPARTMENT 


LBS-8A, LBSF-8A 

FOR REFRIGERATING MACHINE PARTS REFER TO CF-2R AND CM-33P UNITS RESPECTIVELY 

HQTE: This is a special Refrigerator for the United States Navy 
built in limited quantities only. 


Accessories 


Quan. 

Cat. Mo. 

Descrtption 

1 

A4R 11 

Chi 1ler Tray 

4 

A5R23 

Freezing Trays with Flexible Dividers 

1 

A2IR229 

Freezing Tray Lifter 


Cabinet Parts 


Cat. Mo. 

DescrtptIon 

Cat. Mo. 

Descrtption 

H4A65 

TOP COVER FOR CABINET 

HI0A230 

Door Strip, Hinge Side 

HI3A255 

Gasket for Top Cover 

HI0A23I 

Door Strip, Latch Side, with Escutcheon for Latch Bolt 

H20A56I 

Clip for Top Cover, Front 

H15A41 

Escutcheon for Latch Bolt 

H20AI62 

Clip for Top Cover, Back 

HI0A232 

Door Strip, Top 

H20A556 

Screw for Cat. H20A56I (10-32) 

HI0A233 

Door Strip, Bottom 

91X648 

Screw for Cat. H20AI62 or Refrigerant Line Sealing Plate 
(No. 8) 

H20A558 

H9A46 

Screw for Door Strip (No.8) 

Door Corner 

H2AI85 

OUTER CASE (LBS-8A) 

H7A379 

inner Door Panel 

H2AI86 

OUTER CASE (LBSF-8A) 

HI5AI02 

Latch with Gasket and Nut 

58X374 

Screw fastening Condenser to Outer Case (No. I0)(LBS-8A) 

HI5A64 

Spring for Latch 

58X801 

Masher for Cat. 58X374 (LBS-8A) 

HI5A65 

Nut for Latch and Handle 

150279 

Washer between Condenser Bracket and Condenser (LBS-8A) 

HI5A66 

Gasket between Latch and Outer Door Panel 

H20A243 

Rubber Spacer for Sack of Condenser (LBS-8A) 

H20A558 

Screw fastening Latch to Door Strip (No. 8) 

H20A62 

Screw fon Rubber Spacer (No. 8)(LBS-8A) 

H20A609 

Lock Plate for Door 

80X132 

Masher for Cat. H20A62 (LBS-8A) 

H20A507 

Screw Fastening Lock Plate to Door 

H27AI60 

BASE (L8S-8A) 

HI5A86 

Latch Handle with Push Plate and Spring 

27) 

BASE (LBSF-8A) 

HI5A87 

Back Plate for Latch Handle 

H20A305 

Support for Refrigeration Machine 

HI5AB9 

Pin Fastening Latch Handle to Back Plate 

261646 

Screw Fastening Support to Base (5/16 in^l8) 

HI5A90 

Escutcheon for Latch Handle 

126869 

HI8AI8 

Nut for Cat. 261646 

Washer for Cat. 261646 

HI3A243 

Gasket between Back Plate for Latch Handle and Outer 

Door Panel 

150167 

Screw Fastening Refrigerating Machine to Support 
(10-32) 

58X397 

Screw Fastening Back Plate for Latch Handl-e and Outer 

Door Panel (No. 8) 


Nut for Cat. 150167 

HI6A95 

Hinge without Cover 

BfrfrPrw 

Washer for Cat. 150167 

HI6A73 

Cover for Hinge 


Cap Screw Fastening Condenser to Base (5/16 in,-18) 

(LBS-8A) 

128619 

58X381 

Screw Fastening Hinge to Door (10-32) 

Screw Fastening Hinge to Cabinet (I2-2B) 


Nut for Cat. 106775 (LBS-8A) 

HI4A20 

Strike Case 


Masher for Cat. 106775 (7/8 in. O.B.)(LBS-BA) 

HI4A22 

Strike for Latch Bolt 

iirnr^B 

Washer for Cat. 106775 (5/0 in. 0.D.)(LBS-BA) 

H20A558 

Screw for Strike (No. B) 

20X536 

Cap Screw Fastening Outer Case to Base (1/4 in.-20) 

5BX3I0 

Lockwasher for Cat. H20A558 

1 60980 

Washer for Cat. 20X536 

HI0A234 

Door Jamb Strip, Hinge Side 

H20A502 

Reinforcing Plate for Cat. 20X536 

HI0A235 

Door Jamb Strip, Latch Side 

71X272 

Carriage Bolt fastening Refrigerating Machine to Base 
(5/16 In.-I8)(L8S-8A) 

HI0A236 

H20A558 

Door Jamb Strip, Top or Bottom 

Screw for Door Jamb Strip (No. 8) 

177811 

Nut for Cat. 71X272 (L8S-8A) 

H9A47 

Door Jamb Corner 

91X649 

Masher for Cat. 71X272 (LBS-8A) 

H20A516 

Rubber Bumper for Evaporator Door 

H7A460 

LOWER DOOR PANEL 

H3A|69 

INNER LINER WITH SHELF SUPPORTS 

H20A24I 

Spring Clip for Lower Door Panel 

HI7AI22 

Shelf Support, Straight (3/4 in. Jong) 

58X375 

Screw for Cat. H20A24I (No.B) 

H20A564 

Screw for Shelf Support (1/4 In.-20) 

HIIA200 

Tapping Strip for Cat. 58X375 

H20A568 

Washer for Cat. H20A564 

165736 

Washer for Cat. 58X375 

H20A560 

Bracket for Ice Tray Lifter 

H20X459 

Rubber Sutton Spacer for Lower Door Panel 

91X648 

Screw for Cat. H20A560 (No. B) 

H20A6I3 

Lock Plate for Lower Door 

SOX 132 

Washer for Cat. 91X648 

H20A507 

Screw Fastening Lock Plate to Lower Door (8-32) 

58X386 

Nut for Cat. 91X648 

HIIA248 

Tapping Strip for Cat. H20A507 

H20AI10 

Rubber Plug for Inner Liner Cover 

H20AI8I 

Support for Lower Door, RH Side 

H20A470 

Metal Plug for Inner Liner Cover 

H20A608 

H20A558 

Support for Lower Door, LH Side 

Screw Fastening Support for Lower Door to Cabinet(No.8) 

58X397 

Screw Fastening Inner Liner Cover to Inner Liner, 

Left-Hand Side (No. 8) 

H20A240 

H20A239 

Washer for Cat. H20A558 

Catch for Spring Clip Cat. H20A24I 

H20A558 

Screw Fastening Inner Liner Cover to Inner Liner, 

Right-Hand Side (No. 8) 

91X648 

Screw for Cat. H20A239 (No.8) 

58X385 

Nut for Cat. H20A558 

H6A4I7 

DOOR 

H13A249 

Gasket between Inner Liner Cover and Inner Liner 

H7A461 

Outer Door Panel 

H17A4I6 

Shelf, Top 

NP88554D 

Nameplate (Letters General Electric) and Fasteners 

HI7A41F 

Shelf, Middle or Bottom 

N P88554E 

Nameplate (Monogram) and Fasteners 

HI7A296 

Spring Clip for Shelf 

58X805 

HI3A258 

Fasteners for Nameplate Letters and Monogram 

Door Gasket 

H5X20 

Cabinet Insulation (Kimsul, J8' Roll) 


Always Qive Catalog Number 


ssued July, 1944 
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SENERAL ELECTRIC COMPANY 


APPLIANCE A H D MERCHANDISE DEPARTMENT 


RBI 2D, PB12E, PB16D, PB16E 

FOR REFRIGERATING MACHINE PARTS REFER TO CE34E MACHINE FOR 
P6I2D, PBI6D AND CE34H MACHINE FOR PBI2E AND PBI8E 



40 



42 

L 


41 



13 OR I 9 



13 I 


14 OR 20 

t 


®>«-5a 0*-59 



(^* 60(^61 



Accessories 


(Juan. 

Cat. No. 

DescrtptIon 

8 

A5R40 

Freezing Trays with Flexible Dividers 

1 

A5R42 

Dessert Tray 

1 

A5R43 

Cover for Dessert Tray 

1 

A2IR229 

Freezing Tray Lifter 

1 

A21R87 

Thermometer, Case, and Clip 

1 

A2IRI28 

Thermometer Only 

_i_ 


Case for Thermometer 


j Juan. 

Cat. No. 

Description 

1 

A2IRI29 

Clip for Thermometer 

2 

A2IRI78 

Air F i Iters 

2 

A2IRI79 

Perforated Container for Air Filter 

2 

A2IRI74 

End Cap for Air Filter, R.H. Side 

2 

A2IRI75 

End Cap for Air Filter, L.H. Side 


t A20R1 1 

Package of Activated Carbon for Air Filter 


fNot Furnished with Cabinet. 


Cabinet Parts 


Ref. 

No. 

| Catalog NuAber ] 

Ref. \ 

Description No. ' 

| Catalog Number 

Descrtpt Ion 

PB12D 

PB12F 

PB16D 

PB16E 

PB12D 

PB12E 

PB16D 

PB16E 

i 

H4A58 

H4A59 

TOP COVER FOR CABINET 

H20A370 

H20A370 

Support for Refrigerant Line Sealing Plate 


HI3A2I8 

HI3A22I 

Gasket for Top Cover, Front and Sides 

H20A37I 

H20A371 

Clamp for Refrigerant Line, Upper 


HI3A2I9 

HI3A222 

Gasket for Top Cover, Back 

91X648 

91X648 

Screw for Cat. H20A370 or H20A371 (No. 8) 


H20A367 

H20A367 

Clip for Top Cover, Front 

H20A243 

H20A243 

Rubber Spacer for Cat. H20A37I 


145995 

145995 

Screw for Cat. H20A367 (10-32) 

H20A62 

H20A62 

Screw for Cat. H20A243 (No. 8) 


H20A368 

H20A368 

Bracket for Top Cover, Back 

80X132 

80X132 

Washer for Cat. H20A62 


91X648 

91X648 

Screw Fastening Cat. H20A368 to Top Cover 

H20A202 ; 

H20A202 

Clamp for Refrigerant Line, Lower 




(No. 8) 

91X648 

91X648 

Screw for Cat. H20A202 (No. 8) 


H20A369 

H20A369 

Bracket for Outer Case, Back 

H27AI53 

H27AI5I 

BASE 


9IX64B 

91X648 

Screw Fastening Cat. H20A369 to Outer Case 

H20A374 

H20A374 

Partition between storage bin and Refriger- 




(No. 8) 



ating machine compartment 


20X527 

20X527 

Screw Fastening Cat. H20A368 to H20A369 

H20A263 

H20A263 

Rubber button bumper for partition 




(l/4"-20) 

H20A75 

H20A75 

Washer for Cat. H20A263 


1X452 

1X452 

Nut for Cat. 20X527 

126915 

126915 

Screw fastening partition to base (8-32J 


143974 

143974 

Washer for Cat. 20X527 

H20A375 

H20A375 

Nut for Cat. 126915 

2 

HI8AI59 

H ISA 170 

Trim for Top Cover, R.H. Side 

91X648 

91X648 

Screw fastening partition to bottom of outer 

3 

HI8AI60 

HI8AI69 

Trim for Top Cover, L.H. Side 



case (No. 8) 


58X287 

58X287 

Screw for Trim for Top Cover (No. 8) 

279364 

279364 

Cap screw fastening outer case to base 

4 

HP7048I 

NP7048I 

Namep1 ate 



(5/16 id.-18) 

5 

H8A89 j 

H8A89 

Panel for Outer Case, R.H. Side 

6X814 

6X814 

Lockwasher for Cat. 279364 


H8A90 

H8A90 

Panel for Outer Case, L.H. Side 

71X272 

.71X272 

Carriage bolt fastening refrigerating machine 

6 

H20A49 

H20A49 

Screw for Cat. H8A89 or H8A90, Top or Side 



to base (5/16 in18) 




(No. 8) 

1778II 

17781 1 

Nut for Cat. 71X272 

7 

91X299 

91X299 

Screw for Cat. H8A89 or H8A90, Bottom (No. 8) 

H18A22 

HI8A22 

Washer for Cat. 71X272 


HI8A38 

HI8A38 

Washer for Cat. H20A49 or 91X299 

A2RI4 

A2RI4 

Adjustable glider for front of base 


H20A409 

H20A409 

Nut for Cat. 91X299 8 

H27AI54 

H27AI52 

Grille for base 


136979 1 

136979 

Screw for Refrigerant Line Sealing Plate 9 

H7A4I4 

H7A409 

REFRIGERATING MACHINE COMPARTMENT DOOR PANEL 




(10-24) 

H20A540 

H20A540 

Reinforcing plate for Refrig.Mach.Comp.Door 


Always Give Catalog Number 


Issued February 1942 
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GENERAL ELE CTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


1 


PB12D, PB12E, PB16D, PB16E (Cont.) 


Ref. 

No. 

Catalog Number 

Description 

Ref. 
No. ; 

Catalog 

Number 

Descript Ion 

PB12D 

Pbl2E 

PB16D 

PB16E 

PB12D 

PB12E 

PB16D 

PB16E 


91X648 

91X648 

Screw fastening Cat. H20A540 to Refr. Mach. 


111X339 

fllX339 ! 

Screw for Hinge (10-30) 




Comp. Door (No. 8} 


fH 20A479 

fH20A479 ; 

Screw for Hinge (10-32) 


165736 

165736 

Washer for Cat. 91X648 

43 

HI8AI63 

HI8AI63 i 

Trim, Front, L.H. Side 

10 

H20A54I 

H20A54I 

Spring catch for Refrlg. Mach. Comp. Door 


HI8A164 

HI8AI64 ' 

Trim, Front, R.H. Side 


H20A542 

H20A542 

Spacer between Cat. H20A54I and Refrig. Mach. 


H20A544 

H20A544 

Shim for Cat. HI8AI63 or HI8AI64 




Comp. Door 

44 

HI8AI65 

HI8A165 

Tr Im, Front, Mull ion 


111X339 

f 11X339 

Screw fastening Cat. H20A54I to Refrig. Mach. 


H20A545 

H20A545 

Shim for Cat. HI8AI65 




Comp. Door (10-30) 

45 

HI8AI66 

HI8AI7I 

Trim, Front, top cross piece, RH or LH Side 


fH20A479 

fH20A479 

Screw fastening Cat. H20A541 to Refrig. Mach. 


H20A55I 

H20A546 

Shim for Trim, Front, Top Cross Piece 




Comp. Door (10-32) 

46 

HI8AI67 

HI8AI72 

Trim, Front, Bottom Cross Piece, R.H. Side 


200384 

200384 

Nut for Cat. 11X339 or H20A479 

47 

HI8AI68 

HI8AI73 

Trim, Front, Bottom Cross Piece, L.H. Side 


H20A543 

H20A543 

Washer for Cat. 11X339 or H20AN79 (7/8 in.O.D.) 


H20A552 

H20A547 

Shim for Trim, Front, Bottom Cross Piece 


165736 

165736 

Washer for Cat. 11X339 or H20A479 (5/8 in.0.0.) 


|IIX339 

fl 1X339 

Screw for Trim (10-30) 


58X391 

58X391 

Screw fastening Cat. H20A54I to H20A374 


fH20A479 

f H 20A479 

Screw for TrIm (10-32) 

1 1 

HI8A208 

H18A204 

Trim with retainers for refrig. mach.comp.door 


H20AI38 

H20AI38 

Washer for Cat. 11X339 or Cat. H20A479 


H20A488 

H20A488 

Retainer for trim 


HI0AI45 

HI0AI46 

Filler Strip between Top Cover Trim and Outer 


58X804 

58X804 

Hut for Cat. H20A488 




Case R.H. or L.H. Side 

12 

H20A407 

H20A407 

Handle for refrlg. mach. comp, door 


H20A553 

H20A548 

Shim for Filler Str1p 


H20AI38 

H20AI38 

Washer between handle and door 


|H20A86 

|H20A86 

Screw for Filler Strip (10-30) 


1051 13 

105113 

Screw for Cat. H20AN07 (10-32) 


|H20A573 

fH20A573 

Screw for Filler Strip (10-32) 


54X44l 

54X441 

Lockwasher for Cat. 105113 


H20AI38 

H20AI38 

Washer for Cat. H20A86 or H20A573 

13 

HI6A47 

HI6A47 

Hinge for refrig. mach. comp, door 

48 

HI4A22 

HI4A22 

Strike for Latch Bolt 

14 

HI6A48 

HI6A48 

Spacing rod for hinge 

49 

HI4A20 

HI4A20 

Strike Case 


|IIX339 

fl1X339 

Screw for hinge (10-30) 


H20A558 

H20A558 

Screw for Strike (No. 8) 


fH20A479 

|H20A479 

Screw for hinge (10-32) 


58X310 

58X310 

Lockwasher for Cat. H20A558 

f5 

H7A263 

H7A265 

STORAGE BIN DOOR PANEL 

50 

IGA2IH20 

IGA2IH20 

Door Switch 

16 

H3IA42 

H3JA43 

Storage bin 

51 

HI0A226 

H10A226 

Door Jamb Strip, Hinge Side 


91X648 

91X648 

Screw fastening storage bin to panel (No. 8) 

52 

HI0A227 

HI0A227 

Door Jamb Strip, Latch Side 


165736 

165736 

Washer for Cat. 91X648 

53 

HI0A228 

HI0A239 

Door Jamb Strip, Top 


H20A378 

H20A378 

Catch for storage bin 

54 

HI0A229 

HI0A240 

Door Jamb Strip, Bottom 


tH12X2 

fH12X2 

Screw for Cat. H20A378 (10-30) 

55 

H20A558 

H20A558 

Screw for Door Jamb Strip (No. 8) 


|H20A479 

fH20A479 

Screw for Cat. H20A378 (10-32) 


H20A46I 

H20A46I 

Rubber bumper for Evaporator Door 


H20AI38 

H20AI38 

Washer for Cat. HI2X2 or H20A479 

56 

H9A50 

H9A50 

Door Jamb Corner 


46X808 

46X808 

Stop for storage bin (1/4 In.-20) 

57 

H3AI3I 

H3AI32 

INNER LINER WITH SHELF SUPPORTS 


1X452 

1X452 

Nut for Cat. 46X808 

58 

HI7AI94 

HI7AI94 

Shelf Support, Headed 


30X562 

30X562 

Lockwasher for Cat. 46X808 


H20A600 

H20A600 

Washer for Cat. HI7AI94 

IB 

HI8A209 

HI8A205 

Trim with retainer for storage bin panel 

59 

HI7AI95 

HI7AI95 

Shelf Support, Straight 

HI 

H20A488 

H20A488 

Retainer for Trim 


HI2A2 

H I2A2 

Screw for Cat.HI7AI9N or HI7AI95(l/t in.-20) 


58X804 

58X804 

Nut for Cat. H20A488 

60 

H20A388 

H20A388 

Support for Vegetable Drawer 


H20A407 

H20A407 

Handle for Storage 81n panel 

61 

H20A393 

H20A393 

Shim for Cat. H20A388 


H20AI38 

H20AI38 

Washer between Handle and Panel 

62 

HI7A238 

HI7A238 

Shelf Support, Single Slot 


105113 

105113 

Screw for Cat. H20AN07 (10-32) 

63 

H20A39I 

H20A39I 

Shim for Cat. HI7A238 


54X441 

54X441 

Lockwasher for Cat. I05H3 


tH20AI59 

t H 2 0 A1 59 

Screw for Cat. H20A388 or HI7A238 (10-30) 

19 

HI6A47 

HI6A47 

Hinge for Storage Bin Panel 


fH20A582 

t H 20A5 8 2 

Screw for Cat. H20A388 or HI7A238 (10-32) 

20 

HI6A48 

HI6A48 

Spacing Rod for Hinge 


58X364 

58X364 

Lockwasher for Cat. H20AI59 or H20A582 


|IIX339 

fl1X339 

Screw for H i nge (10-30) 


H20A382 

H20A382 

Bracket for Lamp Receptacle 


fH20A479 

fH20A479 

Screw for H inge (10-32) 


91X648 

91X648 

Screw for Cat. H20A382 (No. 8) 



= 

DOOR 


- 

H20A28I 

Top Plate for Inner Liner 

21 

H7A4I5 

H7A4I0 

Outer Door Panel (R.H. Door) 


105136 

105136 

Screw Fastening Top Plate or Inner Liner 

22 

H7A4I6 

H7A4I 1 

Outer Door Panel (L.H. Door) 




Cover to Inner Liner (10-32) 

23 

HI3AI84 

HI3AI89 

Door Gasket 


200384 

200384 

Nut for Cat. 105136 

24 

HI0A223 

HI0A223 

Door Strip, Latch Side, with Escutcheon 


H20A380 

H20A380 

Washer for Cat. 105136 




for Latch Bolt 


H20A282 

H20A282 

Bracket for Ice Tray Lifter 

25 

HI5A4I 

HI5A4I 

Escutcheon for Latch Bolt 


91X648 

91X648 

Screw for Cat. H20A282 (No. 8) 


HI0A224 

HI0A224 

Door Strip, H inge Side 


78X719 

78X719 

Lamp Receptacle 

26 

HI0A225 

HI0A238 

Door Strip, Top or Bottom 


H20A406 

H20A406 

Connector with Insulation for Leads 

27 

H20A558 

H20A558 

Screw for Door Strip (No. 8) 


HI9A29 

HI9A29 

Lamp Guard 

28 

H9A48 

H9A48 

Door Corner 


H20A49 

H20A49 

Screw for Cat. HI9A29 (No. 8) 


H7A254 

H7A26I 

Inner Door Panel, R.H. Door 


4A75I 

4A75I 

Heater for Mullion (110 Volts) 

29 

H7AI8I 

H7AI85 

Inner Door Panel, L.H. Door 


H20A589 

H20A589 

Spring Clip for Mullion Heater 

30 

HI5AI04 

HI5AI04 

Latch with Gasket and Nut 

64 

KI7A372 

H I7A360 

Shelf, Top, R.H. Side 

31 

HI5A44 

HI5A44 

Spr ing for Latch 

65 

HI7A373 

HI7A36I 

Shelf, Top, L.H. Side 

32 

HI5A45 

HI5A45 

Nut for Latch and Handle 

66 

HI7A374 

HI7A362 

Sliding Shelf, First from Top, R.H. Side 

33 

HI3AI48 

HI3AI48 

Gasket between Latch and Outer Door Panel 

67 

H17A375 

HI7A363 

Sliding Shelf, First from Top, L.H. Side 


H20A558 

H20A558 

Screw Fastening Latch to Door Strip(Mo.8) 

68 

HI7A376 

H i 7A364 

Sliding Shelf, Second from Top, R.H. Side 

34 

NP80I96 

NPB0I96 

Deluxe Nameplate 

69 

HI7A377 

HI7A365 

Sliding Shelf, Second from Top, L.H. Side 


58X370 

58X370 

Fastener for NP80196 


HI7A299 

HI7A299 

Stop for Sliding Shelf R.H. Side 


H20A385 

H20A385 

Washer for NP80I96 


HI7A300 

HI7A300 

Stop for Sliding Shelf L.H. Side 


H20A6 

H20A6 

Screw for Thermometer Clip (4-48) 

70 

H17 A 3 78 

KI7A366 

Shelf, Bottom, R.H. or L.H. Side 

35 

HI5A86 

HI5A86 

Latch Handle with Push Plate and Spring 

71 

H17A267 

KI7A267 

Shelf, Center, First or Second from Top 

36 

HI5A88 

HI5A88 

Back Plate for Latch Handle 

72 

HI7A268 

HI7A268 

Shelf, Center, Bottom 

37 

HI5A89 

HI5A89 

Pin Fastening Latch handle to Back Plate 

73 

A4R23 

A4R23 

Cold Storage Tray with Trim 

38 

HI5A9I 

HI5A9I 

Escutcheon for Latch Handle 

74 

HI8A206 

HI8A206 

Trim for Cold Storage Tray 

39 

HI3A243 

HI3A243 

Gasket between Back Plate for Latch Handle 

75 

H3IA45 

H3IA45 

Cover for Cold Storage Tray 




and Outer Door Panel 


H3IA46 

K3IA46 

Rack for Cold Storage Tray 


H20A528 

H20A528 

Washer between Back Plate for Latch Handle 

76 

H30AI67 

H30AI67 

VEGETABLE DRAWER WITH FRONT PANEL 




and Outer Door Panel (7/16 in.O.D.) 

77 

H30AI68 

H30AI68 

Pan only for Vegetable Drawer 


H20A529 

H20A529 

Washer between Back Plate for Latch Handle 

76 

H30AI69 

H30AI69 

Front Panel for Vegetable Drawer 




and Outer Door Panel (3/4 in. O.D.) 


fH 12X2 

fH12X2 

Screw Fastening H30AI69 to H30AI68(10—30) 


58X397 

58X397 i 

Screw Fastening Back Plate for Latch Handle 


jH20A479 

t H20A479 

Screw Fastening H30AI69 to H30AI68(10-32) 




to Outer Door Panel (No. 8) 


H20A398 

H20A398 

Waaher for Cat.H12X2 or H20AN79(7/16 in.O.D.) 

40 

HI6A45 

HI6A45 

Upper 111 nge for R.H. Door or Lower Hinge for 


H20A399 

H20A399 

Washer for Cat.HI2X2 or K20A979(9/I6 in.O.D.) 




L.H. Door 

78 

H30AI28 

H30AI28 

Frame for Cover for Vegetable Drawer 

41 

HI6A44 

HI6A44 

Lower Hinge for R.H. Door or Upper Hinge for 

79 

H30AI29 

H30AI29 

Cover for Vegetable Drawer 





80 

H20A408 

H20A408 

Support for Vegetable Drawer 

42 

KI6A46 

HI6A46 

Spacing Rod for Hinge 

81 

H20A384 

H20A384 

Rubber Foot for Cat. H20A408 






H5X20 

H5X20 

Cabinet Insulation (Kimsul) 


f Early Production PBI2D and PBI6D Cabinets Used 10-30 Screws while later production, and all PBI2E and PB16E Cabinets used 10-32 Screws. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


PBS-16A 

FOR REFRIGERATING MACHINE PARTS REFER TO *CE-34E UNIT 

NOTE: This is a special Refrigerator for the United States Navy 
built in limited quantities only. 

Accessories 


Quart. 

Cal. .Vo. 

bescrifd ion 

2 

A4RI 1 

Chiller Trays 

8 

A5R23 

Freezing Trays with Flexible Dividers 

1 

A2IR229 

Freezing Tray Lifter 


Cabinet Parts 


Cat.. So. 

Desertf-t ion 

Cal. So. 

Desert fa ion 


H4A59 

TOP COVER FOR CABINET 

H20A623 

Spring Catch for Cat. H7A469 


HI3A22I 

Gasket for Top Cover, Front and Sides 

126915 

Screw Fastening Spring to Cat. H7A469 


HI3A222 

Gasket for Top Cover, Back 

HI8A48 

Nut for Cat. 126915 


H20A367 

Clip for Top Cover, Front 

58X310 

Lockwasher for Cat. 126915 


145995 

Screw for Cat. H20A367 (10-32) 

HI8A205 

Trim with Retainer for Cat. H7A469 


H20A368 

Bracket for Top Cover, Back 

H20A488 

Retainer for Trim 


91X648 

Screw Fastening Cat. H20A368 to Top Cover (No. 8) 

58X804 

Nut for Cat. H20A488 


H20A369 

Bracket for Outer Case, Back 

HI6A47 

Hinge for Cat. H7A469 


91X648 

Screw Fastening Cat. H20A369 to Outer Case (No. 8) 

HI6A48 

Spacing Rod for Hinge 


20X527 

Screw Fastening Cat. H20A368 to H20A369 (1/4 in.-20) 

H20A479 

Screw for Hinge (10-32) 


1 X452 

Nut for Cat. 20X527 

H6A422 

DOOR, RIGHT-HAND 


1 43974 

Washer for Cat. 20X527 

H6A423 

DOOR, LEFT-HAND 

Outer Door Panel (R i ght-Hand Door) 


H18 A170 

Trim for Top Cover, Right-Hand Side 

H7A470 


HI8AI69 

Trim for Top Cover, Left-Hand Side 

H7A471 

Outer Door Panel (Left-hand Door) 


58X287 

Screw for Cat. HI8AI70 or HI8AI69 (No. 8) 

H13A 189 

Door Gasket 


NP7048I 

Namep1 ate 

HI0A223 

Door Strip, Latch Side, with Escutcheon for 

Latch Bolt 

H8A89 

Panel for Outer Case, Right-Hand Side 

HI5A4I 

Escutcheon for Latch Bolt 


H8A90 

Panel for Outer Case, Left-Hand Side 

HI0A224 

Door Strip, Hinge Side 


H20A49 

Screw for Cat. H8A89 or H8A90, Top or Side (No. 8) 

HI0A238 

Door Strip, Top or Bottom 


91X299 

Screw for Cat. H8A89 or H8A90, Bottom (No. 8) 

H20A558 

Screw for Door Strip (No. 8) 


HI8A38 

Washer for Cat. H20A49 or 91X299 

H9A48 

Door Corner 


H20A409 

Nut for Cat. 91X299 

H7AI85 

Inner Door Panel 


136979 

Sci ew for Refrigerant Line Sealing Plate (10-24) 

HI5AI04 

Latch witn Gasket and Nut 


H20A3 70 

Support for Refrigerant Line Sealing Plate 

HI5A44 

Spring for Latcn 


91X648 

Screw for Cat. H20A370 (No. 8) 

HI5A45 

Nut for Latch & Handle 


H27AI9I 

BASE 

HI3AI48 

Gasket between Latch and Outer Door Panel 


H20A374 

Partition between Storage Bin ^nd Refrigerating 

Macnine Compartment 

H20A558 

H20A624 

Screw Fastening Latch to Door Strip (No. 8) 
Lock Plate for Door 


H20A263 

Rubber Button Bumper for Partition 

H20A625 

Screw Fastening Lock Plate to Door 


H20A75 

Washer for Cat. H20A263 

HI IA25I 

Tapping Strip for Lock Plate 


HI4A22 

Strike for Base 

H20A626 

Shim for Lock Plate 


H20A479 

Screw Fastening Strike to Base (10-32) 

HI5A86 

Latch Handle with Push Plate and Spring 


200384 

Nut for Cat. H20*479 

HI5A88 

8ack Plate for Latch Handle 


58X310 

Lockwasher for Cat. H20A479 

HI5A89 

Pin Fastening Latch Handle to Back Plate 


126915 

Screw Fastening Partition to Base (8-32) 

HI5A9I 

Escutcheon for Latch Handle 


H20A375 

91X648 

Nut for Cat. 126915 

Screw Fastening Partition to Bottom of Outer Case(No. 8) 

HI3A243 

Gasket between Back Plate for Latch Handle and 
Door Panel 

Outer 

279364 

6X814 

Cap Screw Fastening Outer Case to Base (5/16 in.-18) 

Lockwasher for Cat. 279364 

H20A528 

Washer between 8ack Plate for Latch Handle and 
Door Panel (7/16 in. O.D.) 

Outer 

261646 
177811 

Screw Fastening Refrigerating Machine to Base(5/16 in.-18) 

Nut for Cat. 261646 

H20A529 

Washer between Back Plate for Latch Handle and 
Door Panel (3/4 in. O.D.) 

Outer 

HI8A22 
H7A468 

Washer for Cat. 261646 

REFRIGERATING MACHINE COMPARTMENT DOOR PANEL 

58X397 

Screw Fastening Back Plate for Latch Handle and Outer 

Door Panel (No. 8) 

H20A540 

Reinforcing Plate for Cat. H7A468 

HI6A45 

Upper Hinge for RH Door or Lower Hinge for LH 

Door 

91X648 

Screw Fastening Cat. H20A540 to Cat. H7A468 (No. 8) 

HI6A44 

Lower Hinge for RH Door or Upper Hinge for LH 

Door 

165736 

Washer for Cat. 91X648 

HI6A46 

Spacing Rod for Hinge 

H20A54I 

Spring Catch for Cat. H7A468 

H20A479 

Screw for Hinge (10-32) 


H20A542 

Spacer between Cat. H20A54I and H7A468 

H 1 8 A 16 3 

Trim, Front, Left-Hand Side 


H20A479 

Screw Fastening Cat. H20A54I to H7A468 (10-32) 

HI8AI64 

Trim, Front, Right-Hand Side 


200384 

Nut for Cat. H20A479 . 

H20A544 

Shim for Cat. HI8AI63 or HI8AI64 


H20A543 

Washer for Cat. H20A479 (7/8 in. O.D.) 

HI8AI65 

Trim, Front, Mul1 ion 


165736 

Washer for Cat. H20A479 (5/8 in. O.D.) 

H20A545 

Shim for Cat. HI8AI65 


58X391 

Screw Fastening Cat. H20A54I to H20A374 (f0-32) 

HI8AI7I 

Trim, Front, Top Cross Piece, RH or LH Side 


HI8A204 

Trim witn Retainer for Cat. H7A468 

H20A546 

Shim for Cat. H18AI71 


H20A488 

Retainer for Tr tm 

HI8AI72 

Trim, Front, 8ottom Cross Piece, RH Side 


58X804 

Nut for Cat. H20A488 

HI8AI73 

Trim, Front, Bottom Cross Piece, LH Side 


HI6A47 

Hinge for Cat. H7A468 

H20A547 

Shim for Cat. HI8AI72 and HI8AI73 


H16A48 

Spacing Rod for Hinge 

H20A479 

Screw for Trim (10-32) 


H20A479 

Screw for Hinge {10-32) 

H20AI38 

Washer for Cat. H20A479 


H7A469 

STORAGE BIN 000R PANEL 

HI0AI46 

Filler Strip Between Top Cover Trim and Outer 

Case, 

H20A540 

Reinforcing Plate for Cat. H7A469 


RH or LH Side 

91X648 

Screw Fastening Cat. H20A540 to H7A469 

H20A548 

Shim for Cat. HI0AI46 


165736 

Washer for Cat. 91X648 

H20A573 

Screw for Cat. HI0AI46 (10-32) 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


(PBS-16A Cont.) 


Cat , Ho. 

Description 

H20AI38 

Washer for Cat. H20A573 

HI4A22 

Strike for Latch Bolt 

HI4A20 

Strike Case 

H20A558 

Screw for Strike {No. 8) 

58X310 

Lockwasher for Cat. H20A558 

H I0A226 

Door Jamb Strip, Hinge Side 

HI0A227 

Door Jamb Strip, Latch Side 

HI0A240 

Door Jamb Strip, Top or Bottom 

H20A558 ■ 

Screw for Door Jamb Strip (No. 8) 

H9A50 

Door Jamb Corner 

H3AI7I 

INNER LINER WITH SHELF SUPPORTS 

H17 A122 

Shelf Support, Straight (3/4 in. long) 

H20A564 

Screw for Shelf Support (1/4 in-.-20) 

H20A568 

Washer for Cat. H20A564 

H20A28I 

Top Plate for Inner Liner 


Cat. Ho. 

Description 

105136 

Screw Fastening Top Plate or Inner Liner Cover to Inner 


Liner (10-32) 

200384 

Nut for Cat. 105136 

H20A380 

Washer for Cat. 105136 

H20A2B2 

Bracket for Ice Tray Lifter 

91X648 

Screw for Cat. H20A282 (Ho. 8) 

4A75I 

Heater for Mull ion (115 volts) 

H20A589 

Spring Clip for Mull ion Heater 

HI7A4I8 

Shelf, Top, Left 

HI7A4I9 

Shelf, Top, Right 

HI7A420 

Shelf, Second, Third, or Fourth from Top, Left 

HI7A42I 

Shelf, Second, Third, or Fourth from Top, Right 

HI7A296 

Spring Clip Fastening Shelf to Back Shelf Support 

H5X20 

Cabinet Insulation (Kimsul, 18' Roll) 


* The following additional unit part is used on this machine in this cabinet: 
GE272I Cap for Connection Cord 
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HOUSEHOLD 
REFRIG. MACHINES 


GENERAL ELECTRIC COMPANY 


APPLIANCE AND HE R CHA NO I S E DEPARTMENT 


HOUSEHOLD REFRIGERATING MACHINE PARTS 


Model D, DR 


TYPE UNIT 

COMPLETE 

ACCESSORIES 

$M0N0GRAM 

NAMEPLATE 

‘BELLOWS 
TUBE CLAMP 

FLOAT VALVE 
CAP 

OIL 

CONDITIONER 
HO VOLTS 

OIL 

CONDITIONER 
220 VOLTS 

CONTROLS 

BOX TOP" 
GASKET 

CAPACITOR 

MOUNTED 

ON BOX TOP 
NOV. 60 CY. 

CAPACITOR 
FURNISHED 
WITH UNIT 
MOV. 25 CY. 

110 V., 
60 CY, 

110 V. 
25 CY. 

115 V., 
D.C. 

230 V., 
D.C. 

DA-1(SD-40) 

11X361 

None 

58X242 

11X326 

11X100 

None 

*•3886824 

None 

None 

None 

None 

None 

None 

DR-IA 

11X119 

NP44405 

58X242 

11X326 

11X100 

1 1X205 

3880413 

None 

3881581 

2884698 

11X357 

None 

None 

-DR-IB 

11X921 

NP44405 

58X242 

1 1X326 

1 1X100 

11X205 

11X438 

None 

1 1X405 

1 1X404 

11X681 

None 

None 

DR—1E 

tNone 

NP44405 

4C20HI9 

11X326 

1 1X100 

11X205 

MIA96 

None 

MIAI00 

MIA99 

11X681 

None 

None 

DR-IF 

tNone 

NP44405 

JC20HI9 

1 1X326 

11X100 

11X205 

MIAI 16 

None 

Ml A141 

Ml A142 

11X357 

None 

None 

D-ISA 

11X921 

NP5247I 

58X242 

1 1X326 

11X100 

None 

1 1X780 

58X9 

None 

None 

1 1X72 

None 

9AC5A 

***DRA-2 

11X103 

NP44406 

58X241 

1 1X326 

1 1X100 

11X205 

3656055 

3656058 

3656057 

+3656057 

1 1X74 

None 

9AC37A 

DRA-2A 

11X759 

NP44406 

58X242 

1 1X326 

11X100 

11X205 

11X756 

1 1X755 

1 1X757 

11X758 

1 1X74 

None 

9AC37A 

***DR-2E 

11X101 

NP44406 

58X241 

11X326 

11X100 

11X205 

3656055 

3656058 

3656057 

+3656057 

11X72 

None 

9AC37A 

0R-2F 

11X675 

NP44406 

58X242 

11X326 

11X100 

11X205 

11X737 

1 1X736 

1 1X739 

11X738 

11X72 

None 

9AC5A 

DR-2G 

tNone 

NP44406 

JC20HI9 

11X326 

11X100 

11X205 

MIA97 

MIA98 

M1A101 

M1A102 

11X72 

None 

9AC5A 

D-2A 

11X675 

NP5247I 

58X242 

11X326 

11X100 

11X205 

11X737 

11X736 

1 1X739 

11X738 

++I1X72 

None 

9AC5A 

D-2B 

tNone 

NP5247I 

LC20HI9 

11X326 

11X100 

11X205 

MIA97 

Ml A98 

MIAI0I 

M1A102 

++I1X72 

None 

9AC5A 

DRB-3 

11X101 

NP52257 

58X241 

11X326 

1 1X100 

None 

3656056 

None 

None 

None 

1 1X72 

9AC20F 

None 

DRB-31A 

11X675 

NP52257 

58X242 

11X326 

11X100 

None 

58X11 

None 

None 

None 

11X72 

SAC20F 

None 

D-3IA 

11X675 

NP55070 

58X242 

11X326 

11X100 

None 

58X11 

None 

None 

None 

11X72 

9AC20F 

None 

DRB-3 IB 

AIRI7 

NP52257 

C20A54 

11X326 

11X100 

None 

58X92 

None 

None 

None 

1 1X72 

9AC20F 

None 

D-30A 

11X676 

NP55070 

E20A6 

11X326 

11X100 

11X205 

11X460 

1 1X461 

1 1X462 

11X463 

11X72 

9AC20F 

9AC8A 

D-30E 

AIR27 

NP55070 

C20A54 

11X326 

iixioo 

11X205 

58X92 

58X253 

Ml A6 

MIA83 

11X72 

9AC20F 

9AC8A 

D-30F 

AIR27 

NP52257 

C20A54 

11X326 

11X100 

11X205 

58X92 

58X253 

Ml A6 

MIA83 

1 1X72 

9AC20F 

9AC8A 

D-30G 

None 

NP52257 

4C20H1S 

11X326 

11X100 

11X205 

58X93 

58X254 

58X110 

58X255 

1 1X72 

9AC20F 

9AC8A 

D-30H 

None 

NP55070 

4C20H19 

1 1X326 

11X100 

11X205 

58X93 

58X254 

58X110 

58X255 

1 1X72 

9AC20F 

9AC8A 

***DR-3 

11X102 

NP52257 

58X241 

11X326 

11X100 

11X205 

3656056 

3656059 

3656057 

+3656057 

11X72 

9AC20F 

9AC38A 

DRE-3 

11X443 

NP52257 

E20A6 

11X326 

11X100 

11X205 

11X460 

11X461 

11X462 

11X463 

11X72 

9AC20F 

9AC8A 

DR-35A 

11X677 

NP52257 

E20A6 

11X326 

11X100 

11X205 

11X460 

1 1X461 

1 1X462 

11X463 

11X72 

9AC20F 

9AC8A 

DR-35B 

AIR22 

NP52257 

C20A54 

11X326 

1 1X100 

11X205 

58X93 

53X254 

58X110 

58X255 

1 1X72 

9AC20F 

9AC8A 

D-3BA 

11X677 

NP52257 

E20A6 

11X326 

11X100 

11X205 

11X460 

1 1X461 

11X462 

11X463 

++I1X72 

9AC20F 

SACRA 

D-35B 

AIR22 

NP52257 

C20A54 

1 1X326 

11X100 

11X205 

58X93 

58X254 

58X110 

58X255 

++I1X72 

9AC20F 

9AC8A 

DRA-4 

1IX102 

NP52257 

58X241 

11X326 

11X372 

None 

2884684 

None 

None 

None 

11X370 

9AC272D 

None 

D-40A 

11X677 

NP52257 

E20A6 

11X326 

11X372 

None 

2884684 

None 

2884691 

None 

<7<2l 1X370 

9AC272D 

None 

D-40C 

11X677 

NP52257 

E20A6 

11X326 

11X372 

None 

2884684 

None 

2884691 

None 

$$l1X370 

9AC272D 

None 

D-40E 

AIR35 

NP52257 

C20A54 

11X326 

11X372 

11X205 

2884684 

None 

2884691 

58X256 

$$11X370 

9AC272D 

None 

DRE-4 

11X449 

NP52257 

E20A6 

11X326 

11X372 

None 

2884684 

None 

None 

None 

11X370 

9AC272D 

None 


Cateloa IH18X25 Bolt Sets available for use with Clamp on evaporators with stripped threads. Standard Screw 
with Masher is 11X782 and it can be used with all clamps except C20A54 which requires C20A57 Screw and 
C20HI9 which requires C2flH20 Screw with 58X99 Nut. 

Control shown is "D" Type. "E" Type Controls I 1X409 for left-hand unit and 11X439 for right-hand unit,also 
available. 

To replace "A" Type Controls on same units order "C" Type indicated above, with 11X984 Adapter Plate. 

Use 11X243 Overload Heater Instead of 11X84. 

11X822 Rubber Button on gasket also used. 

Some units DRB-3 size and above use NP55070 Monogram Nameplate (clamps over oil conditioner hole) instead of 
NP52257. 

No complete sets of accessories available, items needed to be furnished from Distributor's stock, 
ndicales new style clamp located on third corrugation from front of evaporator. First production of these 
units used old style clamp A20H2 with 58X47 Screw and 58X99 Nut. 

11X264 Rubber button on gasket also used. 




MISCELLANEOUS 

RENEWAL 

PARTS 


CAT. NO. 


NAME OF PART 

CAT. NO. 


NAME OF PART 

11X144 

Fusible 

Plug for Freezing Solution Compartment 

58X175 

Purging 

Screw for Float Valve 


of Oven Type Evaporators 

58X176 

Screw Attaching Unit Bottom Plate to Box Top 

58X22 

Evaporator End Plates for D-2 and DR-2F 

11X341 

Rubber 

Bushing for Bellows Tube 



Model CA-1, CA-2 


CATALOG 

NUMBER 


CATALOG 

NUMBER 


CA-IA 

CA-IB 

NAME OF PART 

CA-IA 

CA-IB 

NAME OF PART 

CA-2A 

CA-2B 


CA-2A 

CA-2B 


58X46 

58X46 

Bellows Tube Clamp (Two-hole) 

Ml 5A3 

MI5A3 

Crimped Spring Washer to Eliminate 

58X47 

58X47 

Screw for 58X46 Clamp 



Creeping Temperature Knob 

58X99 

58X99 

Nut for 58X47 Screw 

NP57756 

NP59I90 

Escutcheon Plate for Control 

58X33 

- 

Bellows Tube Clamp (Single-hole) 

58X60 

- 

Escutcheon Plate Screw 

58X34 

- 

Screw for 58X33 Clamp 

58X138 

11X326 

Float Valve Cap 

11X681 

1 1X681 

Box Top Gasket (CA-IA and CA-IB) 

58X139 

- 

Float Valve Cap Adapter Set for Early 

58X204 

58X204 

Box Top Gasket (CA-2A and CA-2B) 



Form A Units 

58X26 

- 

Connecting Cord (CA-IA) 

11X100 

1 1X100 

Oil Conditioner 

58X140 

58X140 

Connecting Cord (CA-IB, CA-2A and B) 

Locking Connector for Relay (or Control) 

58X35 

58X35 

Rubber Plug to Cover Oil Conditioner Hole 

58X15 

58X15 

A20H4 

A20H4 

Rubber Bushing to Seal Bellows Tube in 

58X25 

58X1 17 

Control (110 v. 60 cycle! 



Bottom Plate 

58X58 

58X120 

Control (NO v. 50 cycle) 

- 

58X143 

Screw and Washer Fastening Bottom Plate 

Ml 5A6 

Ml 5A6 

Glass Window for Control 



to Box Top 

58X142 

58X191 

Temperature Knob with Screw and Seal 

* 58X14 * ** 

58X121 

Starting Relay (110 v. 60 cycle) 

58X192 

58X192 

Temperature Knob Seal (Black) 

58X59 

58X122 

Starting Relay (110 v. 50 cycle) 

58X224 

58X225 

Bellows with Plate, Nut, and Clamp 

- 

58X206 

Sealing Screw for Cover on Relay 

- 

58X141 

Clamp and Screws Fastening Control to 





Condenser 


* Cat. MIA162 R relay should be used to replace the original Cat. 58X14 relay. When MIAI62 relay is used, accessories, 

Cat. HI5A75, are required. Cat. MI5A75 consists of (I) MI5A76 mounting bracket, (l) MI5AI6 clamping spring, (l) MI5A77 
rubber tubing, (2) 207248 screws and (I) A20H5 terminal screw. 

** Cat. MIA 162 R relay should be used to replace the original Cat. 58X121 relay. When M1A162 relay is used, accessories, 

Cat. MI5A32, are required. Cat. MI5A32 consists of (l) H15A33 backplate, (l) MI5A34 "U" bolt, (l) MI5A2 gasket, 

(2) 145996 hex, nuts, (2) 154191 lockwashers, (2) 207248 screws and (I) A20H5 terminal screw. _ 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CE-34M —Machine Parts 


CAT. NO. 

NAME OF PART 

CAT.NO. 

NAME OF PART 

C20HI9 

Bel lows Tube Clamp 

5KY20BI4 

Fan Motor (with Leads) 

C20H20 

Screw for C20HI9 

C20H66 

Washer for C2HI Motor Shaft 

5029710AA4 

Capacitor 

C20H42 

Fan Motor Upper Frame Mounting Ferrule 

C20H56 

Capacitor Rubber Cap 

54X261 

Fan Motor Upper Frame Mounting Screw 

C20H57 

Mounting Bracket - Canacitor 

165736 

Washer for 54X261 Screw 

32X675 

Screw for C20H57 

C20H37 

Fan Motor Lower Frame Mounting Ferrule 

154194 

Lockwasher for 32X675 Screw 

C20H36 

Fan Motor Lower Frame Mounting Rubber Bushing 

Ml A155 

Control (110 V. 60 Cycle) 

154900 

Fan Motor Lower Frame Mounting Screw 

A20HI4 

Terminal Screw for MIAI55 

165736 

Washer for 154900 Screw 

Ml 5A7 

Cover with Screw for Control Terminals 

C20H39 

Fan Motor Cross-Shaped Mounting Bracket 

58X142 

Temperature Knob, Screw and Seal for MIAI55 

143528 

Screw for C20H39 

5SXI92 

Temperature Knob Seal for MIAI55 (Black) 

165736 

Washer for 143528 Screw 

M5AI6 

Bellows for Ml A155 

148636 

Lockwasher for 143528 Screw 

C20A97 

Screw and Nut Fastening Control to Escutcheon 

C20H40 

Fan Motor Cross Arm Strap 


Plate 

C20K38 

Ferrule for C20H40 

C7HI 

Fan 

C20H36 

Rubber Bushing for C20H40 

66X132 

Fan Set Screw 

150167 

Screw for C20H40 

C20K54 

Fan Housing Baffle 

165736 

Washer for 150167 Screw 

C20H55 

Spacer for C20H5H (Wood) 

*M1A166 

Starting Relay 

16091 1 

Screw for C20H54 

•A20H3 

Mounting Screw and Lockwasher for E Type Relay 

148636 

Lockwasher for 160911 Screw 

*196352 

Mounting Nut for E Type Relay 

NP60940 

Escutcheon for Control 

Parts for the fan motor mounting now shown above 

constitute parts 

required for the three point live- 


rubber mounting of the fan motor on the machine case. This type of mounting usedinearly production 
can be replaced by the two point solid mounting on the machine case using steel spacers as furnished 
in iater production. The following parts are required: 


CAT. NO. 

NO. REQ. 

DESCRIPTION 

CAT. NO. 

NO. REQ. 

DESCRIPTION 

C20H42 

1 

Fan Motor Frame Mounting Bushing 

C20H44 

1 

Fan Motor Mounting Bracket (Strap Iron) 

C20H64 

2 

Fan Motor Frame Mounting Steel Spacer 

143528 

2 

Screw for C20H44 

58X342 

2 

Fan Motor Frame Mounting Screw 

165736 

2 

Washer for 143528 Screw 

1405392 

2 

Washer for 58X342 Screw 

148636 

2 

Lockwasher for 143528 Screw 

154191 

2 

Lockwasher for 58X342 Screw 





In the 

latest production the fan motors are mounted w 

ith a two 

point solid mounting on the machine 


case using a special bracket welded on the case with 

the followi 

ing replacement parts: 

CAT. NO. 

NO. REQ. 

DESCRIPTION 

CAT. NO. 

NO. REQ. 

DESCRIPTION 

C20H6I 

2 

Fan Motor Frame Mounting Bushing 

154194 

2 

Lockwasher for C20H62 Screw 

C20H62 

2 

Fan Motor Frame Mounting Cap Screw 

C 201163 

2 

Nut for C20H62 Screw 

160980 

4 

Washer for C20H62 Screw 





*When Cat. MIAI66 R relay is used to replace the original Cat. MIA64 E relay accessories Cat. MI5A3J 
are required. Cat. MI5A3I consists of (I) MI5AI6 clamping spring, (I)HI5AJ9 Backplate.and (I) MI5A24 
Mounting plate with screw, nut, and lockwasher. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CE-34A, CE-34B, CE-34C, CE-340A, CE-340B-—Machine Parts 


CAT. NO. 

C20HI9 

C20H20 

5029710AA9 

C20H72 

C20H57 

32X675 

159199 

A3HI0 

A3H8 

A3H9 

Ml A165 

A20HI9 

MI5A7 

MI5AI3 

MI5AI9 

58X250 

MIAI55 

A20HI9 

MI5A7 

58X192 

58X192 

M5AI6 

C20A97 

E 61112 

NP7I668 

MI5A57 

NP1676 


NAME OF PART 

Bel lows Tube Clamp 

Screw for C20HI9 

Capacitor (CE-39A, CE-390A) 

Capacitor Cover (CE-39A, CE-390A) 

Capacitor Clamp (CE-39A, CE-390A) 

Screw for C20H57 (CE-39A, CE-390A) 

Lockwasher for 32X675 (CE-39A, CE-390A) 

Cable to Connect Capacitor to Relay (CE-39A, 
(CE-390A) 

Connecting Cord (CE-39A, CE-39B, CE-39C) 
Connecting Cord (CE-390A, CE-390B) 

Control (110 V. 60 cycle)(CE-39A, CE-39B, CE-39C) 
Terminal Screw for MIA165 
Cover with Screw for Control Terminals 
Temperature Knob, Screw and Seal for Ml A165 
Temperature Knob Seal for MIA165 (Blue) 

Bel lows for Ml A165 

Control (110 V. 60 cycle)(CE-390A, CE-390B) 
Terminal Screw for MIA155 
Cover with Screw for Control Terminals 
Temperature Knob, Screw, and Seal for MIA155 
Temperature Knob Seal for MI A155 (Black) 

Bel lows for MIAI 55 

Screw fastening Control to Escutcheon Plate 
Drip Trough with Attaching Clips for Evaporator 
Escutcheon Plate for Control (CE-39A) 

Escutcheon Plate for Control (CE-39B, CE-39C) 
Escutcheon Plate (Blank Plate across Top of 
Evaporator)(CE-39A) 


CAT. NO. 
MI5A59 

C20H70 

E6HI 

E6H7 

E61II0 

C20H77 

E6III5 

E3HI9 

E6HI0 
C20H77 
C7H2 
175591 
159190 
5K6IYA2 
5K6IYAI 
195995 
C20H7I 
*M A166 
hi5AIC 
MI5AIS 
A20HI9 
A20H5 
MI5AIS 


NAME of part 

Escutcheon Plate (Blank Plate across Top of 
Evaporator)(CE-39R , CE-39C) 

Screw and Nut fastening Escutcheon Plate to 
Evaporator 

Evaporator Door with Handle and Hinge Assembled 
(CE-39A) 

Handle with Retainer and Gasket for E6HI 
Hinge with Spring, Pin and Screws for E6HI 
Screw for Hinge 

Evaporator Door with Handle and Hinge Assembled 
(CE-39B, CE-39C) 

dandle with Retainer, Gasket and Screws for 
E6HI5 

Hinge with Spring, Pin and Screws for E61II5 
Screw for Hinge 
Fan (Blades only) 

Screw fastening Fan to Motor 
Lockwasher for 175591 Screw 
Fan Motor (CE-39A, CE-390A) 

Fan Motor (CE-393, CE-39C, CE-390a) 

Screw fastening Fan Motor to Case 

llut for 195995 Screw 

Starting Relay (110 V. 60 cycle) 

Starting Relay Spring Clip 
Starting Relay Gackplate 
Terminal Screw for Relay (Regular) 

Terminal Screw for Relay (Special, long) 
Connector for Relay 


’Early 1938 production units used theN type relay, When replacing with theR type relay the following 
accessories are required: (I) MI5AI9 Pack Plate, (I) Ml5A20 "U" volt, (I) MI5A2I Clamping strap, and 
(2) 66X712 Wing Nuts. 


Model CF-1B, CF-1C, CF-ID, CF-2B, CF-2C, CF-2D-Machine Parts 


CAT. NO. NAME OF PART 

A20H2 Bellows Tube Clamp (Old Style CF-IB, CF-2B) 

C20H2 Screw for A20H2 

C20H3 Nut for C20H2 Screw 

C20HI9 Bellows Tube Clamp (New Style) 

C20H20 Screw for C20HI9 

A3H9 Connecting Cord 

99X562 Connector Block for Control and Cabinet Light 

C ircu it 

MIA78 Control (110 V. 25, 50, or 60 cycle) 

A20HI9 Terminal Screw for MIA78 

MI5A7 Cover with Screw for Control Terminals 

58X192 Temperature Knob, Screw and Seal for MIA78 

58X192 Temperature Knob Seal for MIA78 (Black) 

58X250 Bellows for MIA78 

C20A97 Screw with Nut fastening Control to Escutcheon 
Plate 

NP60532 Escutcheon Plate for Control (CF-IB) 

NP69072 Escutcheon Plate for Control (CF-IC) 

NP67686 Escutcheon Plate for Control (CF-ID) 

NP62275 Escutcheon Plate for Control (CF-2B) 

NP69073 Escutcheon Plate for Control (CF-2C) 

NP67685A Escutcheon Plate for Control (CF-2D) 

C20HI Screw with Nut Fastening Escutcheon Plate to 
Evaporator (CF-2B, CF-2C) 


CAT. NO. NAME OF PART 

C20H22 Evaporator Door with Handle and Hinges (CF-IC) 

‘C20H29 Evaporator Door with Handle and Hinges (High 

Light)(CF-2C, CF-2D) 

ESH2 Evaporator Door with Handle and Hinges (CF-ID) 

E6H9 Handle with Retainer and Gasket for E6H2 

C20H60 Hinge with Pin, Spring.and Screws for C20H29 
C20H29 Screw for C20H60 Hinge 

E6HI0 Hinge with Pin, Spring and Screws for E6H2 

C20H77 Screw for E6HI0 Hinge , 

C20H25 Evaporator Door Hinge Guard for C20H22 or C20H29 
I 1X326 Float Valve Cap 

C20H6 Rubber Spacer for Refrigerant Tube Only 

C20H5 Rubber Spacer for Refrigerant Tube and Motor Cable 

A20HI5 Rubber Bumper with Screw and Washer for Condenser 
MIAI62 Starting Relay (110 V. 50 or 60 cycle) 

MIAI70 Starting Relay (110 V. 25 cycle) 

A20H5 Terminal Screw for Relay 

'A20H3 Screw with Lockwasher for Mounting Original E 
type Relay 

A20H6 Locking Plate with Nut for E type Relay Leads 

C20H65 TuDe Seal Clamping Plate (Furnished with Form D 

and Later Replacement Units) 


’When Cat. MIA162 or MIAI70R type relays are used to replace tile original E type relays, Cat. MIA62 
(60 cycle) and Cat. MIA113 (25 cycle) respectively, accessories Cat. MI5A27 are required. Cat.MI5A27 
consists of (I) MI5AI6 Clamping spring and (I) MI5A23 backplate. The N type relay may also be used to 
replace the original E type relay and the following accessories are required: (I) MI5A29 mounting 
plate, screw, nut and lockwasher, (I) MI5A22 "U" bolt, (2) 66X712 Wing nuts and (I) MI5A2I Clamping 
strap. 

’’Dot Available - Use E6i!l Evaporator Door. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CF-IE, CF-IG, CF-2E, CF-2G, CF-28A, CF-28C-Machine Parts 


CAT. NO. 

C20HI9 

MI5A54 

C20H20 

A3H6 

MIA163 

A20HI4 

Ml 5A7 

MI5AI3 

MI5AI4 

58X250 

C20H75 

NP7I666 

NP7I668 

MI5A55 

MI5A56 

MI5A57 

MI5A58 

C20H70 

E6H2 
E6HI 


NAME OF PART 

Bellows Tube Clamp (CF-IE, CF-2E, CF-28A) 
Bellows Tube Clamp with Tel-A-Frost Indicator 
(CF-IG, CF-2G, CF-28C) 

Screw for C20HI9 or MI5A54 
Connecting Cord 

Control (NO V. 25, 50 or 60 cycle) 

Terminal Screw for MIA163 
Cover with Screw for Control Terminal 
Temperature Knob, Screw and Seal for MIA163 
Temperature Knob Seal (Blue) for MIAI63 
Bellows for MIAI63 

Screw to Attach Control to Escutcheon Plate 
Escutcheon Plate for Control (CF-IE) 

Escutcheon Plate for Control (CF-2E, CF-28A) 
Escutcheon Plate for Control - Aluminum 
Finish (CF-IG) 

Escutcheon Plate for Control - DeLuxe - White 
Finish (CF-IG) 

Escutcheon Plate for Control - Aluminum 
Finish (CF-2G, CF-28C) 

Escutcheon Plate for Control - DeLuxe - White 
Finish (CF-2G, CF-28C) 

Screw and Nut, Fastening Escutcheon Plate to 
Evaporator 

Evaporator Door with Handle and Hinge (CF-IE) 
Evaporator Door with Handle and Hinge (CF-2E, 
(CF-28A) 


CAT. NO. 
E6HI4 

E6HI6 

E6HI3 

E6HI5 

E6HS 

E6H7 

E6HI9 

E6HI0 

C20H77 
C20H67 
C20H68 
C20H69 
H20A243 
58X356 
80X132 
*MIA162 
*MIA170 
A2o:m 
A20H5 
MI5AI6 

MI5A23 


NAME OF PART 


Evaporator Door with Handle and Hinge - Aluminum 
Finish (CF-IG) 

Evaporator Door with Handle and Hinge - DeLuxe 
- White Finish (CF-IG) 

Evaporator Door with Handle and Hinge - Aluminum 
Finish (CF-2G, CF-28C) 


Evaporator Door with Handle and Hinge - DeLuxe 
- White Finish (CF-2G, CF-28C) 

Handle with Retainer and Gasket for E6H2 
Handle with Retainer and Gasket for E6HI 
Handle with Retainer, Gasket and Screws for 


E6HI3, E6HI4, E6HI5, E6HI6 
Hinge with Spring, Pin, and Screws for 
Evaporator Doors 
Screw for Hinge 

Removable Evaporator Shelf (CF-2EAG, CF-28AA C) 
Shelf Support for C20H67 
Screw for C20H68 

Rubber Bumper for Back of Condenser 
Screw for H20A243 
Washer for 53X356 

Starting Relay (110 V. 50 or 60 cycle) 

Starting Relay (110 V. 25 cycle) 

Terminal Screw for Relay (Regular) 

Terminal Screw for Relay (Special, long) 

Clamping Spring for "R" Type Relay (CF-IG, CF-2G, 
CF-28C) 

Relay Backplate (CF-IG, CF-2G, CF-28C) 


’Early 1938 production units used the N type relay. When replacing with theR type relay, accessories 
Cat. MI5A27 are required. MI5A27 cons i sts of (I ) MI5AI6 Clamping spring clip and (I) MI5A23 backplate. 


Model CG-1A, CG-1B —Machine Parts 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

CI5H2 

Aluminum Wire Band to Cover Joint Between 

C20H7 

Control Push Rod (Less Knob) 


Compressor Case and Box Top 

Cl IHI 

Gasket for C20H7 

CI5HI 

Band for Center of Compressor Case 

C20H8 

Knob for C20H7 

C20HI3 

Screw for CI5HI 

C20HI0 

Control Bracket and Mounting Plate 

A20H2 

Bellows Tube Clamp (Old Style) (CG-IA) 

C20HII 

Screw Fastening C20HI0 to Bottom Plate 

C20H2 

Screw for A20H2 

A20H5 

Screw Fastening Control Panel to Bracket 

C20H3 

Nut for C20H2 

C20HI4 

Cover Plate for Float Valve Purging Screw 

C20HI9 

Bellows Tube Clamp (New Style) 

Cl IH3 

Gasket for C20HI4 

C20H20 

Screw for C20HI9 

C20HI5 

Screw for C20HI4 

Cl IH2 

Box Top Gasket 

NP62450 

Escutcheon Plate for Control 

MIA80 

Control and Relay (NO V. 50 or 60 cycle) 

C20HI6 

Screw for Escutcheon Plate 

C20HS 

M5AI2 

Temperature Adjusting Screw with Washer 

Bellows for MIA80 Control 

C20HI2 

Screw Fastening Wood Frame to Box Top 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CH-IA, CJ-1A — Machine Parts 


CAT. NO . NAME OF PART 

C20HI9 Bellows Tube Clamp 

C20H20 Screw for C20HI9 

49X562 Connector Block for Control and Cabinet Light 
Circuit 

A3H4 Connecting Cord 

MIA78 Control (110 V. 50 or 60 Cycle 

A20HI4 Terminal Screw for MIA78 

MI5A7 Cover with Screw for Control Terminal 

58X142 Temperature Knob, Screw and Seal for MIA78 
58X192 Temperature Knob Seal for MIA78 (Black) 

58X250 Bellows for MIA78 

C20H30 Control Bracket Plate 

C20H32 Screw Fastening Control to Bracket 

C20H3I Screw Fastening Control and Escutcheon Plate to 
Bracket 

C20H34 Nut for C20H3I Screw 

NP67687 Escutcheon Plate for Control 


CAT. NO. NAME OF PART 

C20H33 Screw Fastening Escutcheon Plate to Bracket 

C20H58 Washer for C20H33 Screw 

C20H35 Nut for C20H33 Screw 

C7HI Fan only for C2HI Motor (CH-IA) 

66X132 Fan Set Screw (CH-IA) 

C2HI Fan Motor with Leads (Model 5KY20BI4) (CH-IA) 
C20H66 Washer for C2HI Motor Shaft (CH-IA) 

I IX326 Float Valve Cap 

A20HI5 Rubber Bumper with Screw and Washer for Condenser 
C20H6 Rubber Spacer for Refrigerant Tube Only 

C20H5 Rubber Spacer for Refrigerant Tube and Motor 

Cable 

MIAI62 Starting Relay (110 V. 50 or 60 cycle) 

A20H5 Terminal Screw for Relay 

’A20H3 Screw with Lockwasher for Mounting E Type Relay 
A20H6 Locking Plate with Nut for E Type Relay Leads 


Various types of fan motor mountings have been used with CH-IA Units. The three point live rubber 
mounting on machine case and two point solid mounting on machine case as used in early production can 
be replaced by the two point solid mounting on machine case using steel spacers. The following parts 
are required: 


CAT. NO. 

NO. REO. 

DESCRIPTION 

CAT. NO. 

NO. REO. 

DESCRIPTION 

C20H42 

2 

Fan Motor Frame Mounting Bushing 

C20H44 

1 

Fan Motor Mounting Bracket (Strap Iron) 

C20H64 

2 

Fan Motor Frame Mounting Steel Spacer 

143528 

2 

Screw for C20H44 

58X342 

2 

Fan Motor Frame Mounting Screw 

165736 

2 

Washer for 143528 Screw 

1405392 

2 

Washer for 58X342 Screw 

148636 

2 

Lockwasher for 143528 Screw 

154191 

2 Lockwasher for 58X342 Screw 

In later production the fan motors on CH-IA 

Units were mounted 

with a 

two point solid mounting on 

C20H42 

cabinet 

1 

base upright which has the following 

Fan Motor Frame Mounting Bushing 

replacement parts: 

165736 

4 

Washer for 48X179 Screw 

48X179 

2 

Fan Motor Frame Mounting Screw 

154191 

2 

Lockwasher for 48X179 Screw 


In the latest production the fan motors on CH-IA units are mounted with a two point solid mounting on 
the machine case using a special bracket welded on the case with the following replacement parts: 

C20H6I 2 Fan Motor Frame Mounting Bushing 154194 2 Lockwasher for C20H62 Screw 

C20H62 2 Fan Motor Frame Mounting Cap Screw C20H63 2 Nut for C20H62 Screw 

160980 4 Washer for C20H62 Screw 


'When Cat. MIA162 R relay is used to replaced the original MIA62 E relay, accessories Cat. MI5A3I are 
required. MI5A3I consists of (I) MI5AI6 Clamping Spring, (I) MI5AI9 Backplate, (I) MI5A24 Mounting 
plate with screw, nut, and lockwasher. 

"The original motor,Cat.C2HI may be replaced with model 5K6IYAI motor. When making this substitition 
it is necessary to use accessories Cat. C20H74 to adapt the motor to the unit. A Cat. C7H2 fan should 
also be ordered to use with model 5K6IYAI motor. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CH-IB, CH-IC, CJ-IB, CJ-IC - Machine Parts 


CAT. NO. NAME OF PART 

C20HI9 Bellows Tube Clamp 

C20H20 Screw for C20KIS 

A3HII Connecting Cord (CH-IB, CH-IC) 

A3H5 Connecting Cord (CJ-IB, CJ-IC) 

Mi A163 Control (110 V. 50 or 60 cycle) 

A20HI4 Terminal Screw for MIA163 
MI5A7 Cover with Screw for Control Terminals 

MI5AI3 Temperature Knob, Screw and Seal for Ml A163 
MI5AI4 Temperature Knob Seal for MIA163 (Blue) 

58X250 Bellows for Ml A163 

C20H75 Screw Fastening Control to Escutcheon Plate 
NP7I664 Escutcheon Plate for Control (CH-IB, CJ-IB) 

MI5A57 Escutcheon Plate for Control (CH-IC, CJ-IC) 

C20H70 Screw and Nut Fastening Escutcheon Plate to 

Evaporator 

E6H3 Evaporator Door with Handle and Hinges (CJ-IB) 

E6H8 Handle with Retainer and Gasket for E6H3 

(CJ-IB) 


CAT. NO. NAME OF PART 

E6HII Hinge with Spring, Pin and Screws for E6H3 

(CJ-IB) 

C20H/7 Screw for E6HII 

5K6IYAI Fan Motor (CH-IB, CH-IC) 

145995 Screw Fastening Fan Motor to Case (CH-IB, CH-IC) 
154191 Lockwasher for 145995 Screw (CH-IB, CH-IC) 

C20H7I Nut for 145995 Screw (CH-IB, CH-IC) 

C7H2 Fan Only (CH-IB, CH-IC) 

175541 Screw Fastening Fan to Motor (CH-IB, CH-IC) 

154190 Lockwasher for 175541 Screw (CH-IB, CH-IC) 

'MIAI62 Starting Relay (110 V. 50 or 60 cycle) 

A20HI4 Terminal Screw for Ml Ai62 (Regular) 

A20H5 Terminal Screw for MIAI62 (Special, long) 

MI5AI6 Clamping Spring for "R" Type Relay (CH-IC, CJ-IC) 
MI5AI9 Relay Backplate (CH-IC, CJ-IC) 

H20A243 Rubber Bumper for Back of Condenser 

58X356 Screw for H20A243 

80X132 Washer for 58X356 


‘Early 1938 production CH-IB and CJ-IB units used the N type relay. When replacing with the R type 
relay accessories Cat. MI5A25 are required. Cat.Ml5A25 consists of (i) MI5AI9 backplate, (I) MI5A20 
"U" bolt, and (2) 66X712 wing nuts. 


Model CE-140A, CE-140B — Machine Parts 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

C20HI9 

Bel lows Tube Clamp 

C20H34 

Nut for C20H73 Screw (CE-I40A) 

C20H20 

Screw for C20HI9 

C20H70 

Screw and Nut Fastening Escutcheon Plate to 

A3H5 

Connecting Cord 


Evaporator (CE-I40B) 

Ml A163 

Control (110 V. 50 or 60 cycle) 

C7H2 

Fan 8lades Only 

A20HI4 

Terminal Screw for MIAI63 

175541 

Screw Fastening Fan to Motor (8-36) 

MI5A7 

Cover with Screw for Control Terminals 

154190 

Lockwasher for 175541 

M15 A13 

Temperature Knob, Screw and Seal for M1A163 

5K6IYAI 

Fan Motor 

MI5AI4 

Temperature Knob Seal for MIAI63 (White) 

145995 

Screw Fastening Fan Motor to Case (10-32) 

58X250 

Bel lows for MlA163 

154191 

Lockwasher for 145995 Screw 

NP7I664 

Escutcheon Plate for Control (CE-I40A) 

C20H7I 

Nut for 145995 Screw 

MI5A57 

Escutcheon Plate for Control (CE-I40B) 

‘Ml A163 

Starting Relay (110 V. 50 or 60 cycle) 

C20A97 

Screw Fastening Control to Escutcheon Plate 

A20HI4 

Terminal Screw for MIAI68 (Regular) 


(CE-I40A) 

A20H5 

Terminal Screw for MIA 168 (Extra long) 

C20H73 

Screw Fastening Escutcheon Plate to Evaporator 

MI5AI6 

Clamping Spring for Relay 


(CE-I40A) 

Ml5A19 

Relay Backplate 


‘Early 1938 production CE-I40A units used the N type relay, when replacing with theRtype relay access¬ 
ories Cat. MI5A25 are required. Cat. MI5A25 consists of (I) MI5AI9 backplate, (I) MI5A20 "U"bolt and 
(2) 66X712 wing nuts. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CK-1B, CK-1C, CK-ID, CK-2B, CK-2C, CK-2D-Machine Parts 


CAT. NO. NAME OF PART 

A20H2 Bellows Tube Clamp (Old Style) (CK-IB, CK-2B) 

58X47 Screw for A20H2 

58X99 Nut for 58X47 Screw 

C20HI9 Bellows Tube Clamp (Net/Style) 

C20H20 Screw for C20HI9 

11X681 8ox Top Gasket (CK-I) 

58X204 8ox Top Gasket (CK-2) 

A3H3 Connecting Cord 

MIA6I Control (I 10 V. 25,50 or 60 cycle)(CK-IB, CK-2B) 

Ml A120 Control (110 V. 25,50 or 60 cycle HCK-IC, CK-ID) 

MIA121 Control (110 V. 25,50 or 60 cycle )(CK-2C, CK-2Dj 

MIA151 Control (115 V. D.C.) (CK-IC, CK-2C) 

MIA152 Control (230 V. D.C.) (CK-IC, CK-2C) 

A20HI4 Terminal Screw for Control 
MI5A7 Cover with Screw for Control Terminals 

58X191 Temperature Knob, Screw and Seal for MIA6I 

MI5A9 Temperature Knob, Screw and Seal for MIA120, 

MIAI2I, Ml A151, and MIA152 

58X192 Temperature Knob Seal for 58X191 (Black) 

MI5AI0 Temperature Knob Seal for MI5A9 (Red) 

58X247 Bellows for MlA6I 

M5A3 Bellows for MIA120 

M5A4 Bellows for MlA121 

58X248 Bellows for MIA151 and Ml A152 

58X141 Clamp with Screws Fastening Control to Condenser 

NP59I90 Escutcheon Plate for Control (CK-IB, CK-2B) 

•When this R type relay is used to replace the ori 
MIA113 (25 cycle), accessories Cat. MI5A28 are requ 
(I) MI5A20 "U" bolt, (I) MI5A29 Mounting Plate and 
•'Not Available. Use E5HI Evaporator Door 


CAT. NO. NAME OF PART 

NP64I00 Escutcheon Piste for Control (CK-IC, CK-2C, 
CK-ID, CK-2D) 

C20H22 Evaporator Door with Handle and Hinges (CK-IC) 

••C20H29 Evaporator Door with Handle and Hinges (CK-2C) 

E6H2 Evaporator Door with Handle and Hinges (CK-ID) 

E6HI Evaporator Door with Handle and Hinges (CK-2D) 

E6H9 Handle with Retainer and Gasket for E6H2 

E6H7 Handle with Retainer and Gasket for E6HI 

C20H60 Hinge with Pin, Spring and Screws for C20H29 
C20H24 Screw for C20H60 Hinge 

E5HI0 hinge with Pin, Spring and Screws for E6H2 and E6HI 

C20H77 Screw for E6HI0 Hinge 

C20H25 Evaporator Door Hinge Guard for C20H22 and 
C20H29 

11X326 Float Valve Cap 

A20H4 Rubber 8ushing to Seal Bellows Tube in Bottom 
Plate 

58X143 Screw with Washer Fastening Bottom Plate to Box 
Top 

11X207 Seven-Way Receptacle for D.C. Units 

*MIAI62 Starting Relay (110 V. 50 or 60 cycle) 

“MIA170 Starting Relay (110 V. 25 cycle) 

A20H5 Terminal Screw for Relay 

A20H3 Screw and lockwasher Fastening Relay to condenser 

A20H6 Locking Plate with Nut Holding Leads in Bottom 
of E Type Relay 

ginal E type relay, Cat. MIA62 (60 cycle) or Cat. 
ired. Cat. MI5A28 consists of (I ) MI5AI9 backplate, 

(2) 66X712 wing nuts. 


Model CK-26A, CK-26B, CK-28A, CK-28B-Machine Parts 


CAT. NO. NAME OF PART 

C20HI9 Bellows Tube Clamp 

C20H20 Screw for C20HI9 

CIIH4 8ox Top Gasket (CK-26) 

CIIH5 Box Top Gasket (CK-28) 

A3H3 Connecting Cord (CK-26A, CK-28A) 

A3HI2 Connecting Cord (CK-26B, CK-28B) 

Ml A121 Control (NO V. 25, 50 or 60 cycle) 

A20HI4 Terminal Screw for MIAI2I 
MI5A7 Cover with Screw for Control Terminals 

MI5A9 Temperature Knob, Screw and Seal for MIA121 

Ml5A10 Temperature Knob Seal for MIA121 (red) 

M5A4 Bellows for MIA121 

58X141 Clamp with Screws Fastening Control to Condenser 
NP67685B Escutcheon Plate (Top Front of Evaporator)(CK-26A, 
CK-28A) 

NP7I676 Escutcheon Plate (Top Front of Evaporator) 

(CK-26B, CK-28B) 

C20H43 Screw for Escutcheon Plate 

C20H34 Nut for C20H43 Screw 

NP6609I Escutcheon Plate for Control 


CAT. NO. NAME OF PART 

•’C20H29 Evaporator Door with Handle and Hinge (CK-26A, 
CK-28A) 

E6HI Evaporator Door with Handle and Hinge (CK-26B, 

CK-28B) 

E6H7 Handle with Retainer and Gasket for E6HI 

E6HI0 Hinge with Spring, Pin and Screws for E6HI 

C20H77 Screw for E6NI0 Hinge 

C20K60 Hinge with Spring, Pin and Screws for C20H29 
C20H24 Screw for C20H60 Hinge 

I 1X326 Float Valve Cap 

A20H4 Rubber Bushing to Seal Bellows Tube in Bottom Plate 
58X143 Screw with washer Fastening Bottom Plate to Box 
Top 

*MIAI62 Starting Relay (110 V. 50 or 60 cycle) 

•MIAI70 Starting Relay (110 V. 25 cycle) 

A20H5 Terminal Screw for Relay 

A20H3 Screw and Lockwasher Fastening Relay to Condenser 

A20H6 Locking Plate with Nut Holding Leads in Bottom 

of E Type Relay 


•When this R type relay is used to replace the original E type relay, Cat. MIA62 (60 cycle) or Cat. 
Ml A113 (25 cycle), accessories Cat.MI5A2S are required. Cat.Ml5A28 consists of (I) MI5AI9 backplate, 
(I) MI5A20 "U" bolt, (I) MI5A29 mounting plate and (2) 66X712 wing nuts. 

••hot Available. Use EoHI Evaporator Door. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CK-30B, CK-35B — Machine Parts 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

C20A54 

Bellows Tube Clamp 

58X252 

Bel lows for Ml A10 

58X47 

Screw for C20A54 

58X141 

Clamp with Screws Fastening Control to 

58X99 

Nut for 58X47 Screw 


Condenser 

58X196 

Box Top Gasket 

NP59I90 

Escutcheon Plate for Control 

50297I0AA4 

Capacitor 

1 1X326 

Float Valve Cap 

A3HI 

Connecting Cord 

A20H4 

Rubber Bushing to Seal Bellows Tube in Bottom 

58X15 

Locking Connector for Relay 


Plate 

M1A10 

Control (110 V. 50 or 60 Cycle) 

58X195 

Screw with Washer Fastening Bottom Plate to Box 

58X191 

Temperature Knob, Screw, and Seal for MIAlu 


Top 

58X192 

Temperature Knob Seal for MIAI0 (Black) 

'Ml A166 
58X206 

Starting Relay (110 V. 50 or 60 cycle) 

Sealing Screw for Cover on E Type Relay 


'When this R type relay is used to replace the original Cat.MlAII E type relay accessories Cat.MI5A32 
are required. MI5A32 consists of (I) MI5A33 backplate, (I) MI5A34 "U" bolt, (I) MI5A2 gasket, (2) 
145996 Hex. nuts, (2) 154191 lockwashers, (2) 207248 screws and (I) A20H5 terminal screw. 


Model CK-30C, CK-30D, CK-30E, CK-35C, CK-35D, CK-35E-Machine Parts 


CAT. NO. NAME OF PART 

A20H2 Bellows Tube Clamp (Old Style CK-30C, CK-35C) 

58X47 Screw for A20H2 

58X99 Nut for 58X47 

C20HI9 Bellows Tube Clamp (New Style) 

C20H20 Screw for C20HI9 

58X196 Box Top Gasket 

5029710AA4 Capacitor 
A3H3 Connecting Cord 

MIA63 Control (110 V. 50 or 60 eyele)(CK-30C,CK-35C) 

MIA122 Control (110 V. 25, 50 or 60 cycle)(CK-30D, 

CX-35D, CK-30E, CK-35E) 

Ml A151 Control (115 V. D.C.) (CK-30D, CX-35D) 

Ml A152 Control (230 V. D.C.) (CX-30D, CK-35D) 

A20HI4 Terminal Screw for Control 

MI5A7 Cover with Screw for Control Terminals 

58X191 Temperature Knob, Screw and Seal for MIA63 

MI5A9 Temperature Knob, Screw and Seal for Ml A122, 

MIA151 , MIA152 

58X192 Temperature Knob Seal for 58X191 (Black) 

MI5AI0 Temperature Knob Seal for MI5A9 (Red) 

58X248 Bellows for Control 

58X141 Clamp with Screws Fastening Control to 

Condenser 

C20H2I Drain for Evaporator Tubing 

C20H26 Drain Less Attaching Clamp 


CAT. NO. NAME OF PART 

C20H27 Drain Attaching Clamp 

C20H28 Nut for C20H27 Clamp 

NP59I90 Escutcheon Plate for Control (CK-30C, CK-35C) 

NP64I00 Escutcheon Plate for Control (CK-30D, CK-35D) 

NP6609IB Escutcheon Plate for Control (CK-30E, CK-35E) 

"C20II29 Evaporator Door with Handle and Hinges (CK-30D) 

E6HI Evaporator Door with Handle and Hinges (CK-30E) 

E6H7 Handle with Retainer and Gasket for E6HI 

E6HI0 Hinge with Spring, Pin and Screws for E6HI 

C20H77 Screw for E6HI0 Hinge 

C20H50 Hinge with Spring, Pin and Screws for C20H29 

C20H24 Screw for C20HS0 Hinge 

I 1X326 Float Vaive Cap 

A20H4 Rubber Bushing to Seal Bel Iows Tube in Bottom Plate 

58X143 Screw and Washer Holding Bottom Plate to Box 
Top 

11X207 Seven-Way Receptacle for D.C. Units 

*MIA166 Starting Relay (110 V. 50 or 60 cycle) 

*M IA184 Starting Relay (NO V. 25 cycle) (CK-30D, 

CK-35D, CK-30E, CK-35E) 

A20H5 Terminal Screw for Relay 

A20H3 Screw and Lockwasher Fastening E Type Relay to 

Condenser 

A20H6 Locking Plate with Nut Holding Leads in Bottom 

of E Type Relay. 


'When this R type relay is used to replace the original E type relay, Cat. MIA64 (60 cycle) or MIA154 
(25 cycle), accessories Cat. MI5A28 are required. Cat. MI5A28 consists of (I) MI5AIS backplate, (I) 
MI5A20 "I!" bolt, (I) MI5A29 mounting plate and (2) 66X712 wing nuts. 

"Not Available. Use E6HI Evaporator Door. 


Model CK-15A —Machine Parts 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

C20HI9 

Bel lows Tube Clamp 

NP59I90 

Escutcheon Plate for Control 

C20H20 

Screw for C20HI9 

11X326 

Float Valve Cap 

58X204 

Box Top Gasket 

A20H4 

Rubber Bushing to Seal Bellows Tube in 8ottom 

A3H3 

Connecting Cord 


Plate 

Ml A130 

Control (110 V. 50 or 60 cycle) 

58X143 

Screw and Washer Fastening Bottom Plate to Box 

A20HI4 

Terminal Screw for Ml A130 


Top 

Ml 5A7 

Cover with Screw for Control Terminals 

'MIAI62 

Starting Relay (NO V. 50 or 60 cycle) 

MI5AII 

Temperature Knob, Screw and Seal for M1A130 

A20H5 

Terminal Screw for Relay 

MI5AI2 

Temperature Knob Seal for Ml A130 (White) 

A20H3 

Screw and Lockwasher Fastening Relay to Condenser 

M5A3 

Bel lows for Ml A130 

A20H6 

Locking Plate with Nut Holding Leads in Bottom 

58X141 

Clamp with Screws Fastening Control to Condenser 


of E Type Relay 


'When this R type relay is used to replace the original E type relay, Cat. MIA62, accessories Cat. 
MI5A28 are required. Cat. MI5A28 consists of (I) MI5AI9 backplate, (I) MI5A20 "U" bolt, (I) MI5A2S 
Mounting Plate and (2) 66X712 wing nuts. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE D EPARTHENT 



Model DK-1A 

■“Machine Parts 

CAT. NO. 

NAME OF PART 


CAT. NO. 

NAME OF PART 

A20H2 

Bellows Tube Clamp (Old Style) 


58X192 

Temperature Knob Seal for MIA95 (Black) 

C20H2 

Screw for A20H2 Clamp 


58X250 

Bel lows for MIA95 

C20H3 

Nut for C20H2 Screw 


C20AS7 

Screw with Nut Fastening Control to Escutcheon 

C20HI9 

Bellows Tube Clamp (New Style) 



Plate 

C20H20 

Screw for C20HI9 Clamp 


NP60532 

Escutcheon Plate for Control 

MIA95 

Control (110 V. 50 or 60 cycle) 


'Ml A162 

Starting Relay (110 V. 50 or 60 cycle) 

A20HI4 

Terminal Screw for MIA95 


A20H5 

Terminal Screw for Relay 

58X142 

Temperature Knob, Screw and Seal 

for MIA95 




'When this R type relay is used 

to replace the 

original E type relay Cat. MlA62, accessories Cat. 


MI5A28 are required Cat. Ml5A28 

consists of (1) MI5AI9 backplate, (1) MI5A20 "U” volt, (1) MI5A29 


mounting plate and (2) 66X712 wing nuts. 





Model LK-1A, LK-1B, 

LK-2A —Machine Parts 

CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

Ml A56 

Control (LK-IA) 

M5AI3 

Bel lows for MlA65 

MIA65 

Control and Relay (110V-6OC)(LK—1B, LK-2A) 

A20HI 

Control Rod with Bracket (LK-2A with G-15 Range) 

A20H5 

Terminal Screw for MIA65 

NP58632B 

Escutcheon Plate for Control 

58X142 

Temperature Knob, Screw, and Seal for MlA56 and 

11X326 

Float Valve Cap 


Ml A65 

MI5A2 

Rubber Bushing for Bellows Tube 

58X192 

Temperature Knob Seal for 58X142 (Black) 

58X121 

Starting Relay (II0V-60C) (LK-IA) 

58X246 

Bel lows for MIA56 




Model CK Oil Demonstration Unit (Old Style) 

CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

+58X288 

Oil Demonstration Unit Complete with Glass Case 

105113 

Screw for Bracket 

*58X289 

Glass Case with Oil Distributor Assembled 

58X292 

Gasket for Bottom of Glass Case 

58X290 

Oil (1 Gal.) 

58X293 

Gasket for Base 

- 

Floodlight - Novalux Model 2A35AAB2 (Less Base) 

15433 

Screw for Support Spring (3/8 in.- 16 x 2" 


Use MIA80 Control except replace Bellows 

69X226 

Screw Fastening Down Compressor during Shipment 


with a block. 


(5/16 in.- 18 x 2-5/8") 

58X291 

Bracket for Flood Lamp 

46X784 

Screw Holding Steel Case in Place during Shipment 


+ No Longer Available 




* No Longer Available - use 58X308 Case with 58X312 Cord and Plug Set. 


Model CK Oil Demonstration Unit 

(New Style with Internal Concealed Lighting) 

CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

58X306 

Oil Demonstration Unit Complete with Glass Case 

58X307 

Fusetron 


(1936 Design) 

58X290 

Oil (1 Gal.) 

58X339 

Oil Demonstration Unit Complete with Glass Case 

58X292 

Gasket for Bottom of Glass Case 


(1937 Design) 

46X784 

Screw Holding Steel Case in place during 

58X353 

Oil Demonstration Unit Complete with Glass Case 


Shipment 


(1938 Design) 

'Ml A162” 

Starting Relay 

58X308 

Glass Case with Oil Distributor and Lamps 

A20H3 

Screw and Lockwasher for Attaching Relay 


Mounted in Place 


GE95I4 

Lamp Holder (for Mounting Fusetron) 

Use Lamp - 25 Watt, T 6-1/2 Clear II5V for 

GE2644 

Lamp Holder Adapter 

Intermediate Screw Sockets. 


'When thisRtype relay is used to replace the original Cat. MlA62Etype relay, accessories Cat. MI5A28 


are required. Cat. MI5A28 consists of (1) MI5AI9 backplate,(1) 

MI5A20 ”U” bolt,(1) MI5A29 mounting 


plate, and (2) 66X712 wing nuts. 
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GENERAL ELECTRIC COMP A N Y 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Mode 

1940 REFRIGERATING MACHINES 

1 CF-1H, CF-2H, CF-28D, CJ-2A - Machine Parts 

Catalog Humber 

Hame of Part 

Catalog Humber 

Home of Part 

CF-1H 

CF-2H 

CJ-2A 

CF-28D 

CF-1H 

CF-2H 

CJ-2A 

CF-28D 

MI5A54 

MI5A54 

MI5A54 

Bellows Tube Clamp with Tel-A- 

- 

C20HI07 

j 

Evaporator Door with Handle and 




Frost Indicator 




Hinge (CJ-2A.CF-2H on LB6) 

C20H20 


C20H20 

Screw for MI5A54 

- 

C20H78 

- 

Evaporator Door with Handle and 

A3H6 


A3H6 

Connecting Cord 




Hinge (CF-2H onJB6, BH6-40) 

M1A ISO 

Ml A ISO 

MIAISO 

Control (110 V., 2b, 50 or 60 

E6HI9 

E6H7 

E6H7 

Handle with Retainer, Gasket A 




cycle) 




Screws (Except for C20H78) 

A20HI4 

A20HI4 

A20HI4 

Terminal Screw 

- 

C20H79 

- 

Handle with Retainer, Gasket 

MI5A7 

MI5A7 

MI5A7 

Cover with screw for control 




4 Screws (for C20H78) 




terminal 

C20H80 

C20H80 

C20H80 

Hinge with Spring, Pin and 

MI5A53 

MI5A53 

MI5A53 

Temperature knob, screw and 




Screws for Evaporator Door 




seal 

C20H77 

C20H77 

C20H77 

Screw for Hinge 

MI5A30 

MI5A30 

MI5A30 

Temperature knob seal 

- 

C20H67 

- 

Removable Evaporator Shelf 




(white) 




(CF-2H) 

58X250 

58X250 

58X250 

Bel lows 

- 

C20H68 

- 

Shelf Support for C20H67 

C20H75 

C20H75 

C20H75 

Screw to attach Control to Es- 

- 

C20H69 

- 

Screw for C20H68 




cutcheon Plate 

M1A162 

H1A162 

M1A162 

Starting Relay (110 V., 50 or 

MI5A55 

MI5A57 

MI5A57 

Escutcheon plate for Control 




60 cycle) 

C20H70 

C20H70 

C20H70 

Screw and Nut fastening Escutch- 

M1A170 

M1A170 

- 

Starting Relay (110 V.., 25 




eon Plate to Evaporator 




cycle) 

C20H82 

- 

C20H8I 

Evaporator Door with Handle and 

A20HI4 

A20HI4 


Terminal Screw for Relay (regular) 




Hinge 

A20H5 

A20H5 


Terminal Screw for Relay 

- 

C20H81 

- 

Evaporator Door with Handle and 




(special, long) 




Hinge (CF-2H on LB6-39, 

MI5AI6 

MI5AI6 

MI5AI6 

Clamping Spring for Starting Relay 




LB6-40, PLB6-40) 

MI5A23 

MI5A23 

MI5A23 

Relay Backplate 

Model CF-11A, CF-21A, CF-22A, CF-22B - 

Machine Parts 

Catalog Humber 


Ca. 

taloi Humber 


CF-11A 

MOJEUm 

CF-22A,B 

Home of Part 

CF-11A 

CF-21A 

CF-22A.B 

Home of Part 

MI5A54 

MI5A54 

MI5A54 

Bellows Tube Clamp with Tel-A 

C20H88 

C20H9I 

C20H9I 

Evaporator Door with Handle 




Frost Indicator 




and Hinge 

C20H20 

C20H20 


Screw for MI5A54 

C20H89 

C20H89 

C20H89 

Handle with Retainer, Gasket 

A3H6 

A3HI3 

Ed HI 

Connecting Cord 




and Screws for Evapora- 

MIA203 

MIA203 

MIA203 

Control (110 V., 25, 50 or 60 




tor Door 




cycle) (except CF-22A) 

C20H80 

C20H80 

C20H80 

Hinge with Spring, Pin and 

“ 

- 

MIA204 

Control (110 V., 25, 50 or 60 




Screws for Evaporator Door 




cycle), (CF-22A) 

C20H77 

C20H77 

C20H77 

Screw for Hinge 

A20HI4 

A20HI4 

A20HI4 

Terminal Screw 

- 

- 

C20HI02 

Cover for back of evaporator 

MI5A7 

MI5A7 

MI5A7 

Cover with Screw for Control 




with screws 




Terminal 

- 

C20H67 

C20H67 

Removable Evaporator Shelf 

MI5A63 

MI5A63 

MI5A63 

Inner Temperature Knob with 

- 

C20H68 

C20H68 

Shelf Support for C20H67 




Screw 

- 

C20H69 

C20H69 

Screw for C20 Hd8 

58X250 

58X250 

58X250 

Be 11ows 

MIA 162 

M1A162 

. 

Starting Relay (110 V., 50 or 

MI5A6I 

MI5A6I 

MI5A6I 

Outer Temperature Knob 




60 cycle) 

C20H8b 

C20H86 

C20H86 

Screw to attach Control to 

- 

- 

M1A166 

Starting Relay (110 V., 50 or 




Lamp Housing 




60 cycle) 

C20H87 

C2QH90 

■» 'T’liFI'M 

Escutcheon Plate for Control 

A2QHI4 

A20HI4 

A20HI4 

Terminal Screw for Relay 

A3HI5 

A3HI5 

E (Hftfm 

Cord and Socket for Control 




(regular) 




Light 

A20H5 

A20H5 

A20H5 

Terminal Screw for Relay 

- 

- 

- 

Bulb for Control Light (Mazda 




(special, longj 




#C-7, 7 watt clear, 110- 

MI5AI6 

MI5AI6 

MI5AI6 

Clamping Spring for Starting 




125 V.) 




Relay 

C20H99 

C20H99 

C20H99 

Screw and Nut fastening Lamp 

MI5A23 

MI5A23 

MI5A23 

Relay Backplate 




Housing to Evaporator 








Model FBA-1A - 

Machine 

Parts 

Cat. Ho. 



Home of Part 

Cat. Ho 

, Home of Part 

MI5A54 

Bellows 

Tube Clamp with Tel-A-Frost Indicator 

C20H70 

Screw and Nut fastening Escutcheon Plate to 

C20H2Q 

Screw for MI5A54 



Evaporator 


A3HI6 

Connecting Cord 


C20H83 

Evaporator Door with Handle and Hinge 

M1A180 

Control 

(110 V., 

50 or 60 cycle) 

EbH7 

Handle 

with Retainer and Gasket for C20H83 

A20HI4 

Terminal Screw 


C20H80 

Hinge 

with Spring, Pin and Screws for C20H83 

HI5A7 

Cover 

with screw for Control Terminal 

C20H77 

j Screw for Hinge 

S4I5A53 

Temperature Knob, Screw and Seal 

Ml A162 

Starting 

Relay (NO V., 50 or 60 cycle) 

MI5A30 

Temperature Knob Seal (white) 

A20HI4 

Terminal 

Screw for Relay (regular) 

58X250 

1 Bellows 


A20H5 

Terminal 

Screw for Relay (special, long) 

C20H7O 

Screw to attach Control to Escutcheon Plate 

M ISA 16 

Clamping 

Spring for Starting Relay 

MI5A55 

[Escutcheon Plate 

for Control 

MI5AI9 

I Relay Backplate 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


1940 REFRIGERATING MACHINES 


Model CE-34D — Machine Parts 


Cat. Ho. 

Home of Part 

Cat. Ho. 

Home of Part 

MI5A54 

Bellows tube clamp with Tel-A-Frost Indicator 

C20H80 

Hinge with spring, pin and screws for door 

C20H20 

Screw for MI5A54 

C20H77 

Screw for Hinge 

A3H14 

Connecting Cord 

C20H67 

Removable Evaporator Shelf 

MIA204 

Control (110 V., 25, 50 or 60 cycle) 

C20H68 

Shelf Support for C20H67 

A20HI4 

Terminal Screw 

C20H69 

Screw for C20H68 

MI5A7 

Cover with screw for control terminal 

C20HI02 

Cover for back of evaporator with screws 

MI5A63 

Inner temperature knob with screw 

5K5IALI 

Fan Motor with attaching bracket 

58X250 

Be 11 ows 

5825233AA 

Mounting bracket for Motor 

MI5A6I 

Outer temperature knob 

5853246AA 

Rubber bushing for Mounting bracket 

C20H86 

Screw to attach Control to Lamp housing 

5853I87AA 

Eyelet for Rubber bushing 

C20H90 

Escutcheon plate for Control 

60X365 

Screw fastening fan motor to case 

C20H92 

Escutcheon Plate (Blank Plate across Top of 
Evaporator ) 

C20H7I 

154192 

Nut for Cat. 60X365 Screw 

Lockwasher for Cat. C20H7I Nut 

“ 

Bulb for Control light (Mazda #C-7, 7 watt, 
clear, HO - 125 V. j 

C7H2 

C20H94 

Fan Blades 

Speed nut fastening fan blades to motor 

A3HI5 

Cord and socket for control light 

MIA 166 

Starting Relay (110 V., 50 or 60 cycle) 

C20H99 

Screw and Nut fastening lamp housing to Evapor¬ 
ator 

A20HI4 

A20H5 

Terminal screw for Relay (regular) 

Terminal screw for Relay (special, long) 

C20H9I 

Evaporator door with Handle and Hinge 

MI5AI6 

Clamping spring for starting Relay 

C20H89 . 

Handle with Retainer, Gasket and Screws for door 

MI5AI9 

Relay backplate 


Model CH-1D, CJ-1D — Machine Parts 


Catalog Humber 

Home of Part 

Catalog 

Humber 

Home of Part 

CH-1D 

CJ-lb 

CH-1D 

CJ-1V 

C20HI9 

C20HI9 

Bellows Tube Clamp 

5825233AA 

- 

Mounting bracket for Motor 

C20H20 

C20H20 

Screw for C20HI9 

5853246AA 

_ 

Rubber bushing for mounting bracket 

A3HII 

A3H5 

Connecting Cord 

5853I87AA 

- 

Eyelet for rubber bushing 

M1A180 

MIAI80 

Control (110 V., 50 or 60 cycle) 

60X365 


Screw fastening Fan Motor to Case 

A20HI4 

A20HI4 

Terminal Screw 

C20H7I 

- 

Nut for Cat. 60X365 

MI5A7 

MI5A7 

Cover with Screw .for Control Term in- 

154192 

- 

Lockwasher for Cat. C20H7I 



al 

C7H2 

- 

Fan Blades 

MI5A53 

MI5A53 

Temperature Knob, Screw and Seal 

C20H94 

- 

Speed Nut fastening Fan Blades to 

MI5A30 

MI5A30 

Temperature Knob Seal (white) 



Motor 

58X250 

58X250 

Bel lows 

MIAI62 

MIAI62 

Starting Relay (110 V., 50 or 60 

C20H75 

C20H75 

Screw to attach Control to Escutcheon 



cycle) 



Plate 

A20HI4 

A20H 14 

Terminal Screw for Relay (regular) 

MI5A57 

MI5A57 

Escutcheon Plate for Control 

A20H5 

A20H5 

Terminal Screw for Relay (special, 

C20H70 

C20H70 

Screw and Nut fastening Escutcheon 



long) 



Plate to Evaporator 

M15 A16 

MI5AI6 

Clamping Spring for Starting Relay 

5K5IALI 

- 

Fan Motor with attaching bracket 

MI5AI9 

MI5AI9 

Relay Backplate 


Model CE-140C, CE-340C - Machine Parts 


Catalo. 

g Humber 

Home,of Part 

Catalog 

Humber 

Home of Part 

CS-liOC 

CE-34QC 

CS-liOC 

CE-3iOC 

C20HI9 

C20HI9 

Bellows Tube Clamp 

5K5IALI 

5K5IALI 

Fan Motor with attaching bracket 

C20H20 

C20H20 

Screw for C20HI9 

5825233AA 

5825233AA 

Mounting bracket for Motor 

A3H5 

A3H9 

Connecting Cord 

5853246AA 

5853246AA 

Rubber bushing for Mounting Bracket 

M1A180 

- 

Control (110 V,, 25, 50 or 60 cycle) 

5b53187AA 

5853I87AA 

Eyelet for Rubber bushing 

- 

MIAI55 

Control (110 V., 50 or 60 cycle) 

60X365 

60X365 

Screw fastening Fan Motor to Case 

A20HI4 

A20HI4 

Terminal Screw 

C20H7I 

C20H71 

Nut for Cat. 60X365 Screw 

MI5A7 

MI5A7 

Cover with screw for Control Ter- 

154192 

154192 

Lockwasher for Cat. C20H7I Nut 



minal 

C7H2 

C7H2 

Fan Blades 

HI5A53 

58X142 

Temperature Knob screw and seal 

C20H94 

C20H94 

Speed Nut fastening Fan Blades to 

MI5A30 

- 

Temperature Knob seal (white) 



Motor 

- 

58X192 

Temperature Knob seal (black) 

MIA 168 

M1A166 

Startinq Relay (110 V., 50 or 60 

58X250 

M5AI6 

Bellows 



cycle) 

C20H75 

- 

Screw to attach Control to Escutcheon 

A20HI4 

A20HI4 

Terminal Screw for Relay (regular) 



Plate 

A20H5 

A20H5 

Terminal Screw for Relay (special, 

MI5A57 

- 

Escutcheon Plate for Control 



long) 

C20H70 

- 

Screw and Nut fastening Escutcheon 

MI5AI6 

HI5AI6 

Clamping spring for Starting Relay 



Plate to Evaporator 

M15AI9 

MI5AI9 

Relay Backplate 

- 

E6HI2 

Drip Trough with attaching Clips for 

- 

MI5AI8 

Connector for Relay 



Evaporator 
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GENERAL ELECTRIC COMPANY 


A P P L I A NCE AND MERCHANDISE DEPARTMENT 


1941 REFRIGERATING MACHINES 


Model CF-2J, CF-28E - Machine Parts 


Catalog 

i Humber 

Descript ion 

Catalo 


Descript ton 

CF-2J 

CF-28E 

CF-2J 

CF-28E 

MI5A54 

MI5A54 

Bellows tube clamp with Tel-A-Frost indicator 

C20HI39 

C20HI39 

Spring and hinge pin for evaporator door 

C20H20 

C20H20 

Screw for MI5A54 

C20HI38 

C20HI38 

Rubber bumper for evaporator door 

A3H6 

A3H6 

Connecting cord 

C20H67 

- 

Removable evaporator shelf 

M1A232 

HIA232 

Control (NO V., 25, 50 or 60 cycle) 

C20H68 

- 

Shelf support for C20H67 

A20HI4 

A20HI4 

Terminal screw 

C20H69 

- 

Screw for C20H68 

MI5A7 

MI5A7 

Cover with screw for control terminal 

M1A162 

MIA162 

Starting relay (110 V,, 50 or 60 cycle) 

HI5A72 

M15A72 

Temperature knob screw and seal 

- 

MIA 184 

Starting relay (110 25 cycle) 

NP85329A 

NP85329A 

Temperature knob seal 

A20HI4 

A20HI4 

Terminal screw for Relay (6-32 x 7/32") 

58X250 

58X250 

Be 11ows 

A20H5 

A20H5 

Terminal screw for Relay (6-32 x 5/f6") 

C20H75 

C20H75 

Screw to attach control to Escutcheon Plate 

MI5AI6 

MI5AI6 

Clamping spring for Relay 

C20HI22 

C20H122 

Escutcheon plate for control 

MI5A23 

MI5A23 

Relay backplate 

C20H70 

C20H70 

Screw and nut fastening escutcheon plate to 

- 

3995073G6 

Capacitor (124 - 138 mfd.) (25 cycle only) 



evaporator 

- 

58X390 

Cardboard cover for capacitor (25 cycle only) 

C20HI37 

*C20H137 

Evaporator door assembly (Except on LB6-4I) 

- 

C20H56 

Rubber cover for capacitor (25 cycle only) 

- 

*C20H126 

Evaporator door assembly (on LB6-41) 

- 

C20HI36 

Cable for capacitor (25 cycle only) 

C20HI40 

*C20H140 

Hinge with support, pin and screws 

- 

GE2894 

Connector for cable to control (25 cycle only) 

58X389 

58X389 

Screw fastening hinge to hinge support 

- 

C20H57 

Clamp to attach capacitor (25 cycle only) 

C20HI4I 

C20HI4I 

Screw fastening hinge support to evaporator 

- 

32X675 

Screw for clamp (25 cycle only) 

C20HI42 

C20HI42 

Rectangular washer for C20HI4I 

- 

154194 

Lockwasher for 32X675 (25 cycle only) 


* A few evaporator doors were produced on which the screw holes in the hinge support were in a different location than on standard doors or hinges. 
If a replacement door or hinge doe& not line up with the screw holes in the evaporator, remove the original hinge support and use that with the 
replacement door or hinge. 


Model CJ-2B, CJ-2C, CJ-2D, CJ-2E - Machine Parts 


Catalog Number 


Catalog Number 


CJ-2B,D 


Description 

B 

■2JE3EB 

Description 

MI5A54 

MI5A54 

Bellows tube clamp with Tel-A-Frost Indicator 

58X389 

- 

Screw fastening hinge to hinge support 

C20H20 

C20H20 

Screw for MI5A54 

C20H141 

- 

Screw fastening hinge support to evaporator 

A3HI3 

A3HI3 

Connecting cord 

C20HI12 

- 

Rectangular washer for C20HI4I 

MIA233 

MIAI80 

Control (110 V., 50 or 60 cycle) 

C20HI39 

- 

Spring and hinge pin for evaporator door 

A20HI4 

A20HI4 

Terminal screw 

C20HI38 

- 

Rubber bumper for evaporator door 

MI5A7 

MI5A7 

Cover with screw for control terminal 

— 

C20HI07 

Evaporator door with handle and hinge 

MI5A73 

MI5A53 

Temperature knob screw and sea! 

- 

E6H7 

Handle with retainer, gasket and screws 

NP85329C 

M15A30 

Temperature knob seal 

- 

C20H80 

Hinge with spring, pin and screws 

58X250 

58X250 

Bel lows 

- 

C20H77 

Screw for C20H80 

C20H75 

C20H75 

Screw to attach Control to Escutcheon Plate 

*MIA231 

MIA23I 

Starting relay (M0 V., 50 or 60 cycle)(CJ-2B,C) 

C20HI27 

MI5A57 

Escutcheon plate for control 

M1A162 

MIAI62 

Starting relay (HO V., 50 or 60 cycle)(CJ-2D,E) 
Terminal screw for relay (6—32 x 7/32") 

Terminal screw for relay (6-32 x 5/16") 

C20H70 

C20H70 

Screw and nut fastening Escutcheon Plate to 
Evaporator 

A20HI4 

A20H5 

A20HI4 

A20H5 

C20HI26 

- 

Evaporator door assembly 

MI5AJ6 

MI5AI6 

Clamping spring for relay 

C20HI40 

- 

Hinge with support, pin and screws 

MI5A23 

MI5A23 

Relay backplate 

* A few CJ 

-2B Units us< 

ed Cat. M|A162 relay. These were marked "l-S" on 

compressor case dome. 



Model CH-1E, CJ-1E- Machine Parts 


Catalo 


Description 

Cti-IE 

CJ-1E 

C20HI9 

C20HI9 

Bel lows tube clamp 

C20H20 

C20H20 

Screw for C20HI9 

A3HH 

A3H5 

Connecting cord 

MIA232 

MIA232 

Control (MO V., 50 or 60 cycle) 

A20HI4 

A20HI4 

Terminal Screw 

MI5A7 

MI5A7 

Cover with screw for control terminal 

MI5A72 

MI5A72 

Temperature knob, screw and seal 

NP85329A 

NP85329A 

Temperature knob seal 

58X250 

58X250 

Bel lows 

C20H75 

C20H75 

Screw to attach Control to Escutcheon Plate 

C20HI30 

C20HI27 

Escutcheon plate for control 

C20H70 

C20H70 

Screw and nut fastening escutcheon plate to 



evaporator 

5K5IALI 

- 

Fan motor with attaching bracket 


Catalog 

Number 

Descript ion 

CB-IE 

CJ-1E 

5825233AA 

- 

Mounting bracket for Motor 

5853246AA 

- 

Rubber bushing for mounting bracket 

5853I87AA 

- 

Eyelet for rubber bushing 

207248 

- 

Screw fastening motor to mounting bracket 

128616 

- 

Screw fastening Fan Motor to Case 

C20H7I 

- 

Nut for Cat. 128616 

154192 

- 

Lockwasher for Cat. C20H7I 

C7H2 

- 

Fan blades 

C20H94 

- 

Speed nut fastening fan blades to motor 

MlAI62 

M1A162 

Starting relay (110 V., 50 or 60 cycle) 

A20HI4 

A20HI4 

Terminal screw for Relay (6-32 x 7/32") 

A20H5 

A 2 0 1 H 5 

Terminal screw for Relay (6-32 x 5/16") 

MI5AI6 

MI5AI6 

Clamping spring for Relay 

MI5AI9 

MI5AI9 

Relay backplate 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTM ENT 


1941 REFRIGERATING MACHINES 

Model CF-22C — Machine Parts 


Cat. No. 

Description 

MI5A67 

Bel lows tube clamp 

C20HI08 

Screw for Cat. MI5A67 

MI5A68 

Tapping strip for Cat. MI5A67 

MI5A69 

Tel-A-Frost Indicator 

C20HI09 

Screw for Cat. MI5A69 

A3HI7 

Connecting cord 

MIA235 

Control (NO V., 50 or 60 cycle) 

A20HI4 

Terminal screw 

MI5A7 

Cover with screw for control terminal 

MI5A63 

Inner temperature knob with screw 

58X250 

Bel1ows 

MI5A7I 

Control wheel assembly 

C20HII9 

Control escutcheon and housing assembly 

C20HIII 

Escutcheon insert (plastic) 

C20HI12 

Control mounting plate 

C20HI13 

Screw to hold control to plate 

58X388 

Screw to hold mounting plate to top plate 

C20HI14 

Composition washer for 58X388 

C20HI15 

Speed nut for 58X388 


Model CE-34E 


Cat. No. 

Description 

MI5A54 

Bellows tube clamp with Tel-A-Frost Indicator 

C20H20 

Screw for MI5A54 

A3HI4 

Connecting Cord 

MIA204 

Control (110 V., 25, 50 or 60 cycle) 

A20H14 

Terminal Screw 

MI5A7 

Cover with screw for control terminal 

MI5A63 

Inner temperature knob with screw 

58X250 

Bel lows 

MI5A6I 

Outer temperature knob 

C20H86 

Screw to attach Control to Lamp housing 

C20H90 

Escutcheon plate for Control 

C20H92 

Escutcheon plate (Blank Plate across Top Evaporator) 

- 

Bulb for Control light (Mazda #C-7, 7 watt, clear, 115 V.) 

A3HI5 

Cord and socket for control 1ight 

C20H99 

Screw and Hut fastening lamp housing to Evaporator 

C20HI28 

Evaporator Door Assembly 

C20HI2I 

Handle for Door 

C20HI44 

Screw for Cat. C20H121 

C20HI43 

Gasket for Cat. C20HI44 

C20HI29 

Retainer for Cat. C20HI43 

NP85384 

Medallion for Evaporator Door 


Cat. No. 

Description 

A3HI5 

Cord and socket for control light 

- 

Bulb for control light (Mazda #C-7, 7 watt clear, I 15 V.) 

C20H120 

Evaporator door assembly 

C20HI2I 

Handle with screws for door 

NP85384 1 

Medallion for evaporator door 

C20HI40 | 

Hinge with support, pin and screws 

58X389 

Screw fastening hinge to hinge support 

C20HI4I 

Screw fastening hinge support to evaporator 

C20HI42 

Rectangular washer for C20HI4I 

C20HI39 

Spring and hinge pin for evaporator door 

C20H138 

Rubber bumper for evaporator door 

C20HI 17 

Cover for back of evaporator 

C20HI34 

Screw for Cat. C20H 1 17 

C20H135 

Nut for Cat. C20HI34 

H|A 166 

Starting relay (l10 V., 50 or 60 cycle) 

A20HI4 

Terminal screw for relay (6-32 x 7/32 ") 

A20H5 

Terminal screw for relay (6-32 x 5/16 n ) 

MI5AI6 

Clamping spring for starting relay 

MI5A23 

Relay backplate 


— Machine Parts 


Cat. No. 

Description 

C20H80 

Hinge with spring, pin and screws for door 

C20H77 

Screw for Hinge 

C20H67 

Removable Evaporator Shelf 

C20H68 

Shelf Support for C20H67 

C20H69 

Screw for C20H68 

C20HI02 

Cover for back of evaporator with screws 

5K5IALI 

Fan Motor with attaching bracket 

5825233AA 

Mounting bracket for Motor 

5853246AA 

Rubber bushing for Mounting bracket 

5853I87AA 

Eyelet for Rubber bushing 

207248 

Screw fastening motor to mounting bracket 

128616 

Screw fastening fan motor to case 

C20H7I 

Hut for Cat. 128616 Screw 

154192 

Lockwasher for Cat. C20H7I Nut 

C7H2 

Fan Blades 

C20H94 

Speed nut fastening fan blades to motor 

M1A166 

Starting Relay (110 V., 50 or 60 cycle) 

A20HI4 

Terminal screw for Relay (6-32 x 7/32") 

A20H5 

Terminal screw for Relay (6-32 x 5/16") 

MI5AI6 

Clamping spring for R Type Relay 

MI5AI9 

Relay backplate 


Model CE-140D - Machine Parts 


Cat. No. 

Description 

C20H19 

Bellows tube clamp 

C20H20 

Screw for Cat. C20HI9 

A3H5 

Connecting cord 

MIA232 

Control (I 10 V., 50 or 60 cycle) 

A20HI4 

Terminal screw 

MI5A7 

Cover with screw for control terminal 

MI5A72 

Temperature knob, screw and seal 

NP85329A 

Temperature knob seal 

58X250 

Be 11ows 

C20H13I 

Screw to attach control to escutcheon plate 

C20HI22 

Escutcheon plate for control 

C20H70 

Screw and nut fastening escutcheon plate to evaporator 

5K5IALI 

Fan motor 

5825233AA 

Mounting bracket for motor 


Cat. No. 

Description 

5853246AA 

Rubber bushing for mounting bracket 

5853I87AA 

Eyelet for rubber bushing 

207248 

Screw fastening motor to mounting bracket 

128616 

Screw attaching fan motor to case 

C20H7I 

Nut for Cat. 128616 

154192 

Lockwasher for Cat. 128616 

C7H2 

Fan blades 

C20H94 

Speed nut fastening fan blades to motor 

MIA 168 

Starting relay (110 V., 50 or 60 cycle) 

A20HI4 

Terminal screw for relay (6-32 x 7/32") 

A20H5 

Terminal screw for relay (6-32 x 5/16") 

MI5AI6 

Clamping spring for relay 

MI5AI9 

Relay backplate 
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e E H E R AL ElECTR 1C COMPANY 


A P P LI A MCE A H D MERCHAHDISE DEPARTMEHT 


1942 REFRIGERATING MACHINES 


Model CF-2M, CJ-2H, CF-28H—Machine Parts 


Cat. Ho. 

Description 

Cat. Ho. 

description 

MI5A79 

Bellows Tube Clamp 

C20HI55 

Washer for C20HI54 Screw (Fiber) 

C20HI47 

Screw for MI5A79 

C20HI38 

Rubber bumper for Evaporator Door 

C20HI48 

Bushing for C20HI47 Screw (rubber) 

C20HI56 

Evaporator Door Hinge Assembly (RH Cabinet) 

A3H6 

Connecting Cord (CF-2M. CF-28H) 

C20HI57 

Spring for C20HI56 Hinge 

ASH 13 

Connecting Cord (CJ-2H) 

C20HI6I 

Evaporator Door Hinge Assembly (LH Cabinet) 

MI5A80 

Defrost Indicator 


(Without over center spring) 

C20HI74 

Screw for MI5A80 

58X395 

Screw fastening Hinge to Evaporator Door 

HIA250 

Control (IIOV. 25,50 or 60 Cycle) 


(8-32 X 5/16') 

A20HI4 

Terminal Screw 

C20HII5 

Speed Hut for 58X395 screw 

MI5A7 

Cover with Screw for Control Terminals 

C20HI58 

Screw fastening Hinge to Evaporator 

MI5A84 

Temperature Knob Screw and Seal 

C20HI59 

Gasket between Hinge and Evaporator, and 

NP-85329A 

Temperature Knob Seal 


Evaporator and Screw 

58X250 

Bel Iowa 

C20HI60 

Washer for C20HI58 Screw 

MI5A8I 

Control Mounting Plate 

C20HI70 

Tray Stop 

134968 

Screw fastening Control to plate (8-32 X 3/8) 

C20HI7I 

Screw for Tray Stop 

C20HI49 

Gasket for Control Mounting Plate (Fiber) 

C20HI72 

Washer for C20HI7I Screw (Rubber) 

MI5A82 

Control Escutcheon Plate 

C20HI73 

Washer for C20HI7I Screw (Steel) 

C20HI50 

Screw fastening Escutcheon and Control Plate 
to Top Plate 

MIA162 

Starting relay (IIOV., 50 or 60 Cycle) 

(CF-2M, CJ-2H) 

C20HII5 

Speed Hut for C20HI50 Screw 

M1A184 

Starting relay (IIOV., 25 cycle) (CF-28H) 

C20HI5I 

Masher Between Escutcheon and Top Plate(Flber) 

A20HI4 

Terminal screw for relay (6-32 X 7/32") 

C20HI52 

Evaporator Door Without Handle A Hinge 

A20H5 

Terminal screw for relay (6-32 X 5/16") 

C20HI53 

Handle for Evaporator Door 

MI5AH6 

Clamping spring for relay 

C20HI54 

Screw for C20HI53 Handle (Ho. 4) 

MI5A23 

Relay Backplate 


Model CF-22G—Machine Parts 


Cat. Ho. 

Description 

Cat. Ho. 

Description 

MI5A79 

Bellows Tube Clamp 

58X382 

Hut for 58X396 Screw 

C20HI47 

Screw for MI5A79 

C20HI38 

Rubber Bumper for Evaporator Door 

C20HI48 

Bushing for C20HI47 Screw (Rubber) 

C20HI56 

Evaporator Door Hinge Aaaembly (R.H. Cabinet) 

A3HI7 

Connecting Cord 

C20HI57 

Spring for C20HI56 Hinge 

MI5A80 

Defrost Indicator 

C20HI6I 

Evaporator Door Hinge Assembly (L.H. Cabinet) 

C20HI74 

Screw for MI5A80 


(without over center spring) 


Control (110 V., 50 or 60 cycle) 

58X395 

Screw Fastening Hinge to Evaporator Door 


Terminal Screw 


(8-32 X 5/16") 


Cover with Screw for Control Terminals 

C20HII5 

Speednut for 58X395 Screw 


Inner Temperature Knob with Screw 

C20HI58 

Screw fastening Hinge to Evaporator 

58X250 

Bel lows 

C20HI59 

Gasket between Hinge and Evaporator, and 

C20HI62 

Blank Escutcheon across Top of Evaporator 


Evaporator and Screw 

C20HI50 

Screw for C20HI62 

C20HI60 

Waaher for C20HI58 Screw 

C20HI63 

Gasket for C20HI50 Screw (Fibre) 

C20HI68 

Cover for Back of Evaporator 

C20HII5 

Speednut for C20HI50 Screw 

C20HI69 

Faatener for C20HI68 

H20A323 

Gasket between Hand Hole Plate and Top Plate 

C20HI70 

Tray Stop 

C20HI64 

Hand Hole Plate 

C20HI7I 

Screw for Tray Stop 

C20HI65 

Evaporator Door without handle and hinge 

C20HI72 

Waaher for C20HI7I Screw (Rubber) 

C20HI66 

Handle for Evaporator Door 

C20HI73 

Waaher for C20HI7I Screw (steel) 

C20HI54 

Screw for C20HI66 Handle (Ho. 4) 

MIAI66 

Starting Relay (110 V., 50 or 60 cycle) 

C20HI55 

Washer for C20HI54 Screw 

A20HI4 

Terminal Screw for Relay (6-32 X 7/32") 

HP-91406 

Medallion and Clip for Evaporator Door 

A20H5 

Terminal Screw for Relay (6-32 X 5/16") 

58X396 

Screw for Evaporator Door Medal 1lon(6-32 X 1/4") 

MI5AI6 

Clamping Spring for Relay 

C20HI55 

Washer for 58X396 Screw 

MI5A23 

Relay Backplata 


Always Give Catalog Humber 
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G E NERAl ELECTRIC COMPANY_ :: _ APPLIANCE AND MERCHANDISE DEPARTMENT 



1942 REFRIGERATING MACHINES 

Model CE-34H—Machine Parts 

Cat. Mo. 

Descript ion 

Cat. Mo. 

Description 

MI5A79 

Bellows Tube Clamp 

58X395 ! 

Screw Fastening Hinge to Evaporator Door (8-32X5/16") 

C20HI47 

Screw for MI5A79 

C20HII5 

Speed Nut for 58X395 Screw 

C20HI48 

Bushing for C20HI47 Screw (Rubber) 

C20HI58 

Screw Fastening Hinge to Evaporator 

A3HI4 

Connecting Cord 

C20HI59 

Gasket between Hinge and Evaporator and 

MI5A80 

Defrost Indicator 


Evaporator and Screw 

C20HI74 

Screw for MI5A80 

C20HI60 j 

Washer for C20HI58 Screw 

MIA250 

Control (MOV., 50 or 60 cy.) 

C20H182 1 

Removable Evaporator Shelf 

A20HI4 

Terminal Screw 

C20HI83 

Support for Evaporator Shelf 

MI5A7 

Cover with Screw for Control Terminals 

C20HI70 

Tray Stop 

MI5A84 

Temperature Knob, Screw and Seal 

C20HI7I 

Screw for Cat. C20HI83 or C20HI70 

NP85329A 

Temperature Knob Seal 

36713 

Nut for C20HI71 

58X250 

Bel lows 

C20HI72 

Washer for C20HI7I (Rubber) 

M15 AS J 

Control Mounting Plate 

C20H173 1 

Hasher for C20HI7I (Steel) 

134968 

Screw Fastening Control to Plate (8-32X3/8") 

C20HI84 

Cover for Back of Evaporator 

C20HI49 

Gasket for Control Mounting Plate (Fibre) 

C20HI69 

Snap Fastener for C20HI84 

M15A88 

Escutcheon Plate (Blank Plate across Top Evaporator) 

5K5IALI 

Fan Motor with Attaching Bracket 

HI5A82 

Escutcheon Plate for Control 

5825233AA 

Mounting Bracket for Motor 

C20HI50 

Screw Fastening Escutcheon and Control Plate to 

5853246AA 

Rubber Bushing for Bracket 


Top Plate 

5853I87AA 

Eyelet for Rubber Bushing 

C20HI15 

Speed Nut for C20HI50 Screw 

207248 

Screw Fastening Motor to Mounting Bracket 

C20HI5I 

Washer between Escutcheon and Top Plate (Fibre) 

128616 

Screw Fastening Fan Motor to Case 

C20HI80 

Evaporator Door without Handle and Hinge 

C20H7I 

Nut for 128616 

C20HI66 

Handle for Evaporator Door 

154192 

Lockwasher for C20H7I 

C20HI54 

Screw for C20HI66 Handle (Ho.4) 

C7H2 

Fan Blades 

C20HI55 

Washer for C20HI54 Screw 

C20H94 

Speed Nut Fastening Fan Blades to Motor 

NP9I406 

Medallion and Clip for Evaporator Door 

Ml A166 

Starting Relay (MOV.,50 or 60 Cy.) 

58X396 

Screw for Evaporator Door Medallion (6-32X1/4") 

A20HI4 

Terminal Screw for Relay (6-32X1/4") 

C20HI55 

Washer for 58X396 Screw 

A20H5 

Terminal Screw for Relay (6-32X1/2") 

58X382 

Nut for 58X396 Screw 

MI5AI6 

Clamping Spring for Starting Relay 

C20HI38 

C20HI6I 

Rubber Bumper for Evaporator Door 

Evaporator Door Hinge Assembly (LH Door) 

MI5AI9 1 

Relay Backplate 


Model CF-2R — 

Machine Parts 

Cat. Mo- | 

Description 

Cat. Mo. 

Description 

HI5A54 

Bellows Tube Clamp with Tel-A-Frost Indicator 

C20HI53 

Handle for Evaporator Door 

C20H20 

Screw for MI5A54 

C20HI54 

Screw for C20HI53 Handle (No.4) 

A3H6 

Connecting Cord 

C20HI55 

Washer for C20HI54 Screw (Fiber) 

GE272I 

Cap for Connection Cord 

C20HI38 

Rubber Bumper for Evaporator Door 

MIA232 

Control (MOV.,50 or 60 Cycle) 

C20HI56 

Evaporator Door Hinge Assembly (RH Cabinet) 

DH 14 

Terminal Screw 

C20HI57 

Spring for C20HI56 Hinge 

MI5A7 

Cover with Screw for Control Terminals 

58X395 

Screw Fastening Hinge to Evaporator Door (8-32X5/16") 

MI5A72 

Temperature Knob, Screw and Seal 

C20HI15 

Speed Nut for 58X395 Screw 

NP-85329A 

Temperature Knob Seal 

C20HI58 

Screw Fastening Hinge to Evaporator 

58X250 

Bel 1ows 

C20HI59 

Gasket between Hinge and Evaporator and Evaporator and 

M15A8I 

Control Mounting Plate 


Screw 

134968 

Screw Fastening Control to Plate (8-32X3/8) 

C20HI60 

Washer for C20HI58 Screw 

C20HI49 

Gasket for Control Mounting Plate (Fiber) 

C20HI02 

Cover for Back of Evaporator 

Ml 5*82 

Control Escutcheon Plate 

M1A166 

Starting Relay (MOV., 50 or 60 Cycle) 

C20HI50 

Screw Fastening Escutcheon and Control Plate to Top Plate 

A20HI4 

Terminal Screw for Relay (6-32X7/32") 

C20H115 

Speed Nut for C20HI50 Screw 

A20H5 

Terminal Screw for Relay (6-32X5/16") 

C20HI5I 

Washer between Escutcheon and Top Plate (Fiber) 

MI5AI6 

Clamping Spring for Relay 

C20HI52 

Evaporator Door 

MI5A23 

Relay Backplate 


Model CK-2E — 

Machine Parts 

Cat. Mo. 

Description 

Cat. Mo. 

Description 

MI5A79 

Bel lows Tube Clamp 

MI5AI5 

Temperature Knob Seal 

C20HI47 

Screw for MI5A79 

58X247 

Be 11ows 

C20HI48 

Bushing for C20HI47 

58X141 

Clamp with Screw Fastening Control to Condenser 

MI5A89 

Washer for MI5A79 Clamp 

NP67869 

Control Escutcheon Plate 

58X204 

Box Top Gasket 

M1AI68 

Starting Relay 

A3H3 

Connecting Cord 

A20H5 

Terminal Screw for MIA188 

MIA258 

Control (MOV., 50 or 60 Cycle) 

A20H3 

Screw and Lockwasher Fastening Relay to Condenser 

A20HI4 

Terminal Screw for Control 

A20H4 

Rubber Bushing Sealing Bellows Tube in Bottom Plate 

MI5A7 

Cover with Screw for Control Terminal 

58X143 

Screw with Washer Holding 8ottom Plate to Box Top 

MI5A9 

Temperature Knob, Screw and Seal 

11X326 

Float Valve Cap 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


REFRIGERATING MACHINES 


Model CK-30H—Machine Parts 


Cot. ffo. 

Desert ption 

MI5A79 

Bellows Tube Clamp 

C20HI47 

Screw for MI5A79 

C20HI48 

8uahing for C20HI47 

MI5A89 

Washer for MI5A79 Clamp 

58X196 

8ox Top Gasket 

A3H3 

Connecting Cord 

MIA258 

Control (NO V., 50 or 60 Cy.) 

A20HI4 

Terminal Screw for Control 

M15A7 

Cover with Screw for Control Terminal 

MI5A9 

Temperature Knob, Screw and Seal 

MI5AI5 

Temperature Knob Seal 

58X248 

Be 1 lows 


Model CK-30G, CK-35G, 

TYPE CK-30G AND CK-35G 

These refrigerating machines have the same replacement parts as the 
CK-3QE and CK-35E respectively. However, they use Freon-12 refrigerant 
Instead of S02 and therefore the temperature control must be reset to 17° 
off and 27° on Instead of 11° off and 21° on. 


Cot. ffo. 

Description 

58X141 

Clamp with Screws Fastening Control to Condenser 

C20H21 

Drain for Evaporator Tubing 

C20H26 

Drain Less Attaching Clamp 

C20H27 

Drain Attaching Clamp 

C20H28 

Hut for C20H27 Clamp 

NP67869 

Escutcheon Plate for Control 

MIA 166 

Starting Relay 

A20H5 

Terminal Screw for M1A166 

A20H3 

Screw and Washer Fastening Relay to Condenser 

58X195 

Screw and Washers Holding 8ottom Plate to Box Top 

A20H4 

Rubber 8ushing to Seal Bellows Tube In 8ottom Plate 


CK-35H—Machine Parts 

TYPE CK-35H 

This refrigerating mach ine has the same replacement parts as the 
CK-35E except that Cat. No. 5029710AA4 Capacitor was eliminated. Also 
this machine uses Freon-12 refrIgerant and the temperature control must 
be reset to 17° off and 27° on instead of 11° off and 21° on. 


Model FEA1-A16, FEA1-B16, FEA2-A16, FEA2-B16, FEA2-C16— Machine Parts 


Catalog 

ff umber 

Description 

FEA 1 -A 16 

FEA 2 -A 16 

FEAa~Bi 6 

FEAi~-Bi 6 

FEA 2 -C 16 

C20HI87 

C20H19 

Bel lows Tube Clamp 

C20HI88 

C20H20 

Screw and Lockwasher for Be 1 lows Tube Clamp 

11X681 

11X681 

8ox Top Gasket for FEA | 

58X204 

58X204 

Box Top Gasket for FEA 2 

A20H4 

A20H4 

Rubber Bushing for Bellows Tube 

A3HI8 

A3HI8 

Connecting Cord 

MIA26I 

MIA26I 

Control (First production FEAI-A, FEA2-A) 

MIA272 

MIA272 

Control(FEAI-B, FEA2-C) 

MIA267 

MIA267 

Control (FEAI-A, FEA2-A, FEA2-B) 

A20HI4 

A20HI4 

Terminal Screw for KIA26I,HIA267.H1A272) 

MI5A7 

MI5A7 

Cover and Screws for Terminals 

MI5A93 

MI5A93 

Temperature Knob 

M5A4 

M5A4 

Bel 1ows 

143515 

143515 

Screw for Control 8racket 

58X143 

58X143 

Screw and Washer Fasten ing Bottom Plate to Box Top 

^HIAI68 

//HIAI 68 

Starting Rel ay 

A20H5 

A20H5 

Terminal Screw for Relay 

M15A23 

HI5A23 

8ackplate for Relay 

MISA IS 

HI BA 16 

Clamping Spring to Hold Relay 

C20HI89 

C20HI89 

Sealing Screw for Purging Screw Socket 


Catalog ffunber 

Description 

FEAi~Ai 6 

FEA 2 -A 16 

FEA 2 -B 16 

FEA 1 -B 16 

FEA 3 -C 16 

C20HI90 

C20HI90 

Gasket for C20HI89 Screw 

/SK5IAU0 

/5K5IALI0 

Fan Motor (Available Motor Exchange Plan Only) 

C7H4 

C7H4 

Fan Blade 

C20H94 

C20H94 

Speed Hut Fastening Fan Blade 

C20HI9I 

C20HI9I 

Mounting Bracket for Motor 

C20HI92 

C20HI92 

Rubber Bushing for C20 HI9I 8racket 

C20HI93 

C20HI93 

Eyelet for C20H192 Bushing 

207248 

207248 

Screw Fastening Motor to Bracket 

54X473 

54X473 

Lockwasher for 207248 Screw 

60X365 

60X365 

Screw fastening Motor to Case 

83X300 

83X300 

Lockwasher for 60X365 Screw 

MI5A2 

MI5A2 

Gasket for Fan Motor Cable 

C20HI94 

C20HI94 

Cleat for Relay Cable 

89X418 

89X418 

Screw for C20HI94 Cleat 

CI5H3 

CI5H3 

Unit Housing 

Cl 1H6 

CIIH6 

Gasket for CI5H3 Housing 

CI5H4 

CI5H4 

Spring and Bushings for Compressor Mounting 

C20HI95 

C20HI95 

Parts for Mounting Support Angle to Box Top 

C20HI96 

C20HI96 

Wire Guard for Rear Foot of Compressor 

C20HI98 

C20HI98 

Drain (Drip Shield) (Early Production Only) 


^Catalog MIA 162 Starting Relay is the same as the MIA168 and can therefore ^The 5K5IALI0 is the same as the 1912 Motor No. 5K5IALI except that the 

be used when replacement of the MIAI68 Is necessary. The parts shown for new one has a long oil tube and It does not have the triangular mount- 

the Ml A168 also apply to the M1AI62 and are therefore interchangeable. Ing plate. However the 5K5IALI can be used by mounting It on the FEA 

special fan bracket. These motors are available on the Motor Exchange 
Plan. 


Always Give Catalog Number 


Revised December 1947 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


REFRIGERATING MACHINES 


Model FCA1-A16, FCA2-F16, FCA2-GI6—Machine Parts 


Catalog 

Humber 


PCA1-A16 

FCA2-F16 

FCA3-G16 

Description 

MI5A54 

MI5A54 

Bellows Tube Clamp and Indicator 

C20H20 

C20H20 

Screw for MI5A54 Clamp 

A3H6 

A3H6 

Connecting Cord 

MIA268 

MIA270 

Control 

MI5A94 

HI5A94 

Spring for Recessed knob on Control 

A20HI4 

A20HI4 

Terminal Screw for Control or Relay 

MI5A7 

MI5A7 

Cover and Screw for Terminals 

58X250 

58X250 1 

Bel lows 

C20H75 

C20H75 

Screw Holding Control to Escutcheon Plate 

MI5A55 

M15A82 

Escutcheon Plate 

C20H70 

C20H70 

Screw and Nut holding Escutcheon to 
Evaporator 

MIA 162 

A162 

Starting Relay 

A20H5 

A20H5 

Terminal Screw for Relay 

MI5A23 

M15A23 

Backplate for Relay 

M15AI6 

1 M15A16 

Clamping Spring 

C20HI89 

C20HI89 

Sealing Screw for Purging Screw Socket 

C20HI90 

C20HI90 

Gasket for C20HI89 Screw 


Catal og 

Humber 


FCA1-A16 

FCA2-F16 

FCA2-G16 

Descripti on 

5X51 ALIO A 

5K5IALI0A 

Fan Motor 

C7H4 

C7H4 

Fan Blade 

C20H94 

C20H94 

Speed Nut fastening Fan Blade 

C20HI9I 

C20HI9I 

Mounting Bracket for Motor 

339X73 

339X73 

Screw hold Ins Motor to Mounting Brocket 

339X74 

339X74 

Screw holding Motor Mounting Bracket to Fan 
Housing 

MI5A2 

MI5A2 

Gasket for Motor Cable 

C20HI94 

C20HI94 

Cleat for Relay Cable 

339X74 

339X74 1 

Screw for C20HI94 Cleat 

C15H4 

CI5H4 

Spring and Bushings for Compressor Mounting 

C20HI99 

C20H199 

Wire Guerd for Rear Foot of Compressor 

C20H200 

C20H200 

Clamp holding Suction and Capillary Coil to 
Support Angle 

339X74 

339X74 

Screw for C20H200 Clamp 

’C20H82 

C20H20I 

Evaporator Door 

•C20H83 

_ 

Cover for Metal Glass Lead (late model FCA-2F 

- 

I WR49XI 

- 

C2GHI02 

Cover for Evaoorator 8ack 


*Not Standard Equipment, but can be Installed 


Model FEA-35A—Machine Parts 


Cat. Ho. 

Peso ription 

C20HI9 

Bellows Tube Clamp 

C20H20 

Screw and Lockwasher for Bellows Tube Clamp 

58X196 

Box Top Gasket 

A20H4 

Rubber Bushing for Bellows Tube 

A3HI 

Connecting Cord 

MIA27I 

Control 

MI5A94 

Spring for Recessed Knob on Control 

A20HI4 

Terminal Screw for Control or Relay 

MI5A7 

Cover and Screw for Terminals 

M15A93 

Temperature Knob (External) 

58X250 

Bellows for MIA27I Control 

143515 

Screw for Control Bracket 

58X195 

Screw and Washer Fastening Bottom Plate to Box Top 

MU 166 

Starting Relay 

A20H5 

Terminal Screw for Relay 

MI5A23 

Backplate for Relay 

MI5AI6 

Clamping Spring to Hold Relay 

C20HI89 

Sealing Screw for Purging Screw Socket 


Cot, No. 

Description 

C20HI90 

Gasket for C20HI89 Screw 

5KH5IALI0A 

Fan Motor 

C7H4 

Fan Blade 

C20H94 

Speed Nut Fastening Fen Blade 

C20HI9I 

Mounting Bracket for Motor 

339X73 

Screw Holding Motor to Mounting Bracket 

339X74 

Screw Holding Motor Mounting Bracket to Fan Housing 

M15A2 1 

Gasket for Fan Motor Cable 

C20HI94 

Cleat for Relay Cable 

339X74 

Screw for C20HI9V Cleat 

CI5H3 

Unit Housing 

Cl IH6 

Gasket for Housing 

CI5H4 

Spring end Bushings for Compressor Mounting 

C20HI95 

Parts for Mounting Support Angle to Box Top 

C20H 196 

Wire Guard for Rear Foot of Compressor 

A20H23 

Braces (Early Production Only) (ipr. each unit) 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CB-1B, CB-1C, CB-1E, CB-2B, CB-2C, CB-3A, CB-3B—Machine Parts 

(Rotary Type Compressor) 


CAT. NO. NAME OF PART 

CI3A44 Air Duct Adapter (CB3A, C83B) 

C20A54 Bellows Tube Clamp 

C20A57 Bellows Tube Clamp Screw 

C4A4 Belt, 60 cycle and D.C. 

C4A2 Belt, 50 and 25 cycle 

C4A57 Belt, 40 cycle 

CI5A73 Bottom Plate (CBIB) 

CI5A68 Bottom Plate (CBIC, CBIE) 

CI5A74 Bottom Plate (CB2B) 

CI5A69 Bottom Plate (CB2C) 

CI5A72 Bottom Plate (CB3A) 

CI5A70 Bottom Plate (CB3B) 

C20A76 Box Top Screw 

C20A77 Box Top Screw Washer 

C20A78 Box Top Screw Spacer 

9AC250Q Capacitor, 110 V. 60 cycle 

9CGI0IBI Capacitor, 110 V. 60 cycle 

9CGI0IDI Capacitor, 110 V. 60 cycle 

9CGI0IDI Capacitor, 125 V. 60 cycle 

9CGI0IDI Capacitor, 150 V. 60 cycle 

9CGI0IDI Capacitor, 220 V. 60 cycle 

9CGI02DI Capacitor, 240 V. 60 cycle 

9CGI02SI6 Capacitor, NO V. 50 cycle 

9CGI02DI Capacitor, 125 V. 50 cycle 

9CGI02D! Capacitor, 200 V. 50 cycle 

9CGI02DI Capacitor, 220 V. 50 cycle 

9CGI02DI Capacitor, 230 V. 50 cycle 

9CGI02DI Capacitor, 240 V. 50 cycle 

5ACI74FI Capacitor, 110 V. 40 cycle 

9AC365AI Capacitor, 250 V. 40 cycle 

9AC253EI Capacitor, NO V. 25 cycle 

9AC253HI Capacitor, 110 V. 25 cycle 

9ACI92DI Capacitor, 220 V. 25 cycle 

*C2IA22 Compressor 

C5B26 Compressor Pulley (Except 40 cycle) 

C5B5 Compressor Pulley (40 cycle) 

C5A50 Tuned Flywheel 

168039 Compressor Pulley Key 

281387 Compressor Pulley Nut 

63X865 Compressor Pulley Nut Lockwasher 

CI3A40 Condenser Complete with Tubes 

C20A84 Connection Cord 

C20A63 Connecting Cable for Control (32 V. D.C.) 

C20A64 Connecting Cable for Contactor (32 V. D.C.) 

MIA55 Control (Non-defrost) 110 V. 25, 40, 50 and 60 

cycle 

MIA43 Control (Non-defrost) 230 V. D.C. 

MIA42 Control (Non-defrost) 115 V. D.C. 

MIA25 Control (Defrost) 110 V. 60 cycle, 125 V. 50 

cycle, 110 V. 50 cycle) 

MIA26 Control (Defrost) 220 V. 40 cycle 

MIA30 Control (Defrost) 110 V. 40 cycle, 150 V. 60 

cycle, 120 V. 30 cycle 

MIA3I Control (Defrost) I 10V.25 cycle,125V. 60 cycle 

MIA27 Control (Defrost) 220, 230 and 240 V. 50 cycle 

220 V. 25 cycle, 220 V. 60 cycle 
MIA48 Control (Defrost) 115 V. D.C. 125 V. D.C. 

MIA49 Control (Defrost) 230 V. D.C. 

MIA28 Control (Defrost) 200 V. 50 cycle 

MIA50 Control (Defrost) 32 V. D.C. 

MIA32 Control (Defrost) 240 and 250 V. 40 cycle 

MIA33 Control (Defrost) 240 V. 60 cycle 

MIA14 Control (Defrost) 150 V. D.C. 

58X15 Control Locking Connector 

A19XI 02 Elbow, Compressor Outlet (Required with C2IA6 
Replacement Compressor only) 

AISX224 Elbow, Compressor Inlet (Required with C2IA6 

Replacement Compressor only) 

NP-57755 Escutcheon Plate (Defrost) 

NP-57712 Escutcheon Plate (Non-defrost) 


CAT. NO. NAME OF PART 

NP-62638 Escutcheon Plate (Non-defrost) 

11X909 Escutcheon Plate Screw 

tC22AI Evaporator (CBIB, CBIC) 

E6A20 Evaporator (CBIE) 

tC22A2 Evaporator (CB2B, CB2C) 

TC22A3 Evaporator (CB3A, CB3B) 

C20A8I Evaporator Mounting Screw 

C20A86 Evaporator Mounting Spacer 

C20AE2 Evaporator Mounting Screw Washer (RubberJ 

C20A83 Evaporator Mounting Screw Washer (Steel) 

13919 Evaporator Mounting Screw Nut 

CI3A43 Fan-Duct Assembly (CBIB, CB2B, CB3A) 

CI3A42 Fan Duct Assembly (CBIC, CBIE, CB2C, CB3B) 

C20A228 Fan Duct Cover 

CIA26 Float Valve Complete with Bracket 

"5KC45AA648 Motor Complete, 110 V. 60 cycle 

"5KC45AA649 Motor Complete, 110 V. 60 cycle 

''5KC45AB5 Motor Complete, 110 V. 60 cycle 

5KC45AB52 Motor Complete, NO V. 60 cycle 

5KC45AB60 Motor Complete, 125 V. 60 cycle 

5KC45A377 Motor Complete, 150 V. 60 cycle 

5KC45AB93 Motor Complete, 220 V. 60 cycle 

5KC45A8106 Motor Complete, 240 V. 60 cycle 

5KC45AB57 Motor Complete, 110 V. 50 cycle 

5KC45AB59 Motor Complete, 125 V. 50 cycle 

5KC45AB66 Motor Complete, 200 V. 50 cycle 

5KC45AB53 Motor Complete, 220 V. 50 cycle 

5KC45AB67 Motor Complete, 230 V. 50 cycle 

5KC45ABI07 Motor Complete, 240 V. 50 cycle 

5KC45A839 Motor Complete, 110 V. 40 cycle 

5KC47A877 Motor Complete, 250 V. 40 cycle 

15KC49BA392 Motor Complete, 110 V. 25 cycle 

5KC49BB42 Motor Complete, 110 V. 25 cycle 

5KC49BB48 Motor Complete, 220 V. 25 cycle 

5BC46A460 Motor Complete, 32 V. D.C. 

5BC46A409 Motor Complete, 115 V. D.C. 

5BC46A499 Motor Complete, 125 V. D.C. 

53C46A597 Motor Complete, 150 V. D.C. 

5BC46A434 Motor Complete, 230 V. D.C. 

5BC46A462 Motor Complete, 250 V. D.C. 

1752986 Motor Brush, 32 V. D.C. 

4215344 Motor Brush, 115 V. D.C., 230 V. D.C. 

C5A7 Motor Pulley, 60 cycle and D.C. 

C5AI0 Motor Pulley, 50 and 25 cycle 

C5A66 Motor Pulley, 40 cycle 

C20A79 Rubber Bushing for Evaporator Tube (1-1/16" Dia.) 

11X341 Rubber Bushing for Evaporator Tube (15/16" Dia.) 

tlC16A134 Removable Shaft Seal Assembly for C2IA6 and 

C2IA22 

tIC16A137 Removable Shaft Seal Assembly for C2IAI 

CI6A36 Shaft Seal Clamping Plate (Inner) 

CI6A35 Shaft Seal Clamping Plate (Outer) 

ClIA22 Shaft Seal Clamping Plate Gasket 

C20A30 Shaft Seal Clamping Plate Screw for C2IA22 

C20A95 Shaft Seal Clamping Plate Screw for C2IA6 

C20A296 Spacer for Control Panel Screw 

C20A4 Spring Mounting Assembly (CBIB, C32B, CB3A) 

C20A58 Soring Mounting Assembly (Motor Side) 

(CBIC, CBIE, CB2C, CB3B) 

C20A4 Spring Mounting Assembly (Compressor Side) 

(CBIC, CBIE, CB2C, CB38) 

C20A292 Spring Mounting Adjusting Screw 

C20A294 Spring Mounting Spring (CRIB, CB2B, CB3A) 

C20A293 Spring Mounting Spring (Motor Side)(CBIC,C8IE, 

CB2C, CB3B) 

C20A294 Spring Mounting Spring (Compressor Side) 

(CBIC, CBIE, CB2C, CB38) 

CIA25 Suction Line Complete with Check Valve (except 

CBIE) 

M4BI94 Suction Line Complete with Check Valve (CBIE) 


'No longer Available, 

"Order 5KC45A352 for replacement. 
tOrder 5KC49BB42 for replacement. 
tfRefer to Installation and Service Material Section for parts. 
tSee Note on Page 9. 


Revised March 1939 
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GENERAL ELECTRIC COMPANY 


APPLIANCE 


MERCHANDISE DEPARTMENT 


Model CB-1F, CB-2D, CB-2F, CB-3D, CB-3F-Machine Parts 

(Reciprocating Type Compressor) 

Electrical Characteristics and Driving Equipment 



Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY APPLIANCE AND MERCHANDISE DEPARTMENT 



Model CB-1F, CB-2D, CB-2F 

, CB-3D, 

CB-3F—Machine Parts 


(Reciprocating Type 

Compressor 

) ( Continued ) 


Miscellaneous Parts for Model CB-2D & CB-3D Machines 

CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

CI3A44 

Air Duct Adapter (CB3D) 

C20A79 

Evaporator Tube Rubber Bushing (1-1/16 in. Dia.) 

A20H2 

Bellows Tube Clamp 

E20A25 

Evaporator Tube Rubber Bushing (15/1 6 in. Dia.) 

C20H2 

Bellows Tube Clamp Screw 

M4BI95 

Float Valve 

C20H3 

Bellows Tube Clamp Screw Nut 

B20A80 

Float Valve Cap 

CI5A353 

Bottom Plate (CB2D) 

C20A295 

Float Valve Bracket 

CI5A354 

Bottom Plate (CB3D) 

C20A29I 

Float Valve Clamp Assembly 

C20A76 

Box Top Screw 

C13A160 

Liquid Receiver 

C20A77 

Box Top Screw Washer 

CI5A264 

Mounting Support 

C20A78 

Box Top Screw Spacer 

C20A58 

Spring Mounting Assembly (17 turn Spring! 

168039 

Compressor Pulley Key 

C20A4 

Spring Mounting Assembly (20 turn Spring) 

281387 

Compressor Pulley Nut 

C20A293 

Spring Mounting Spring (17 turn) 

65X455 

Compressor Pulley Nut Lockwasher 

C20A294 

Spring Mounting Spring (20 turn) 

CI3A254 

Condenser Complete 

C20A292 

Spring Mounting Adjusting Screw 

CI3AI63 

Condenser Fan Duct 

CIA62 

Service Suction Valve 

C20A228 

Condenser Fan Duct Cover 

CIA5I 

Service Discharge Valve 

C20A297 

Control Panel Plate 

CI7AI 

Service Valve Cap 

C20A296 

Control Panel Screw Spacer 

C20AI4 

Service Valve Cap Gasket 

E6A36 

Evaporator (CB2D) 

*TI 1 AM 6 

Service Valve Gasket (Composition) 

E6A37 

Evaporator (CB3D) 

“*CI IAI 8 

Service Valve Gasket (Copper and Lead) 

C20A8I 

Evaporator Mounting Screw 

C20A207 

Service Valve Cap Screw 

C20A82 

Evaporator Mounting Screw Washer (Rubber) 



C20A83 

Evaporator Mounting Screw Washer (Steel) 




““Gaskets are not interchangeable. Replace defective gasket with one of same design. 


Miscellaneous Parts for Model 

CB-IF, CB 

-2F and CB-3F Machines 

CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

CI3A44 

Air Duct Adapter (CB3F) 

C20A82 

Evaporator Mounting Screw Washer (Rubber) 

C20A54 

Bellows Tube Clamp 

C20A83 

Evaporator Mounting Screw Washer (steel) 

C20A57 

Bellows Tube Clamp Screw 

13919 

Evaporator Mounting Screw Nut 

CI5A68 

Bottom Plate (CBIF) 

C20A300 

Evaporator Mounting Strap (CB3F) 

CI5A69 

Bottom Plate (CB2F) 

C20A86 

Evaporator Mounting Strap Spacer (CB3F) 

CISA70 

Bottom Plate (CB3F) 

CI3A42 

Fan Duct Assembly 

C20A76 

Box Top Screw 

C20A228 

Fan Duct Cover 

C20A77 

Box Top Screw Washer 

C1A26 

Float Valve Complete with Bracket 

C20A78 

Box Top Screw Spacer 

CI3AI60 

Liquid Receiver 

C20A299 

Compressor Mounting 

C20A79 

Rubber Bushing for Evaporator Tube (1-1/16" Dia.) 

168039 

Compressor Pulley Key 

11X341 

Rubber Bushing for Evaporator Tube (15/16" Dia.) 

281387 

Compressor Pul ley Nut 

C20A4 

Spring Mounting Assembly (20 turn Spring! 

65X465 

Compressor Pulley Nut Lockwasher 

C20A58 

Spring Mounting Assembly (17 turn Spring) 

CI3A255 

Condenser Complete with Tubes 

C20A292 

Spring Mounting Adjusting Screw 

C20A84 

Connecting Cord 

C20A293 

Spring Mounting Spring (17 turns) 

C20A63 

Connecting Cable for Control (32 V. D.C.) 

C20A294 

Spring Mounting Spring (20 turns) 

C20A64 

Connecting Cable for Contactor (32 V. D.C.) 

C20A298 

Spring Support Strap (Compressor Side) 

NP-57755 

Escutcheon Plate (Defrost) 

CIA62 

Service Suction Valve 

NP-57712 

Escutcheon Plate (Non-defrost) 

CIA5I 

Service Discharge Valve 

NP-62638 

Escutcheon Plate (Non-defrost) 

CI7AI 

Service Valve Cap 

11X909 

Escutcheon Plate Screw 

C20AI4 

Service Valve Cap Gasket 

“C22AI 

Evaporator (CBIF) 

*“C 11A116 

Service Valve Gasket (Composition) 

“C22A2 

Evaporator (CB2F) 

**CI IAI 8 

Service Valve Gasket (Copper and Lead) 

“C22A3 

Evaporator (C83F) 

C20A207 

Service Valve Cap Screw 

C20A8I 

Evaporator Mounting Screw (CBIF t CB2F) 



C20A30I 

Evaporator Mounting Screw (CB3F) 




“'Gaskets are not interchangeable. Replace defective gasket with one of same design. 


“Identify your evaporator by the photographs on 

Page 10. If your evaporator is of the or ig inal type, the 


catalog numbers for which are shown in the above parts lists, order a like one as a replacement. When 
we cannot supply the or iginal type evaporator, we wi 11 shiptheCM-32 or CM-33 type with the necessary 
tubes and straps to install it. Catalog numbers for these evaporators are as follows: 


UNIT 


EVAPORATOR 



WITH TUBES A STRAPS 


CBIB, CBIC, CBIF 


E6A4I 


CB2B, CB2C, CB2F 


E6A42 


CB3A, CB3B, CB3F 


E6A43 


If the refrigerator already has the CM-32 or CM-33 type evaporator, order as follows 


UNIT 


EVAPORATOR ONLY 


CBIF 


E6A20 


CB2F 


E6A20 


CB3F 


E6A22 


Always Give 

Catalog Number 



Revised March 1939 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AN 


MERCHANDISE 


EPARTMENT 


Model CB-1F, CB-2D, CB-2F, CB-3D, CB-3F—Machine Parts 

(Reciprocating Type Compressor) ( Continued ) 



E6A22 (Evap. only) E6A20 (Evap. only) 

E6A43 E6A4I 

E6A42 C22A3 C22A2 C22AI 

Type CM-32 and 33 Evaporators Type CB Evaporators 


Compressors and Compressor Parts 

Determine Catalog Number of compressor from nameplate on compressor or stamping on compressor block, 
from this Catalog Number of the compressor, refer to last pages of this section to determine Catalog 
Numbers of various compressor renewal parts. 


Always Give Catalog Number 


Household Refrigerating Machines - Page 10 


Revised Kerch 1839 









GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CD-1A, CD-1B, CD-2A, CD-3A, CD-11A-Machine Parts 

(Rotary Type Compressor) 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

C20A54 

Bellows Tube Clamp 

5KC49AB7 

Motor, 110 V. 40 cycle 

C20A57 

Bellows Tube Clamp Screw 

5KC49ABI4 

Motor, 220 V. 40 cycle 

C4A4 

Belt, NO V. 60 cycle, 115 and 230 V. D.C. 

5KC49ABI5 

Motor, 250 V. 40 cycle 

C4A2 

Belt, 110 V. 25 and 50 cycle 

5KC49BBI46 

Motor, 110 V. 25 cycle 

C4A57 

Belt, 110 V. 40 cycle 

5KC49BBI50 

Motor, 220 V. 25 cycle 

9CGI0IS2 

Capacitor, 50 or 60 cycle 

5BC42AB95 

Motor, 115 V. D.C. 

9CGI0IR4 

Capacitor, 110 V. 60 cycle 

5BC42AB96 

Motor, 230 V. D.C. 

9CGI0IR3 

Capacitor, 50 cycle 

5BC42ABI04 

Motor, 32 V. D.C. 

9ACI74HI 

Capacitor, NO V. 40 cycle 

5BC42ABI79 

Motor, 125 V. D.C. 

9AC355B1 

Capacitor, 220 V. 40 cycle 

5BC42ABI29 

Motor, 250 V. D.C. 

9AC 3 6 5 B1 

Capacitor, 250 V. 40 cycle 

5BC42ABI53 

Motor, 150 V. D.C. 

9AC253KI 

Capacitor, 110 V. 25 cycle 

C5B24 

Motor Pulley, 60 cycle and D.C. 

9ACI9IEI 

Capacitor, 220 V. 25 cycle 

C5B25 

Motor Pulley, 25, 40 and 50 cycle 

'C2IA6 

Compressor 

3582952G2 

Motor Cushion Base Assembly (60, 50 cycle and 

C5B26 

Compressor Pulley (Except 40 cycle) 


D.C. Motors) 

C5B5 

Compressor Pulley (40 cycle) 

4265260G! 

Motor Cushion Base Assembly (25 and 40 cycle) 

168039 

Compressor Pulley Key 

5020752 

Motor Base Spring (60,50cycle4 D.C. Motors) 

281387 

Compressor Pulley Nut 

5023887 

Motor Cushion Spring (Compressor Side, 25 and 

63X865 

Compressor Pulley Nut Lockwasher 


40 cycle) 

CI3A73 

Condenser (CDIA, CD2A, CDIIA) 

Condenser (CD 1B) 

5023888 

Motor Cushion Spring (Opposite Compressor Side, 

CI3A259 


25 and 40 cycle) 

CI3A74 

Condenser (CD3A) 

5007624GI 

Motor Base Terminal Box Cushion Ring 

Ml A13 

Control, 110 V. 60 cycle 

5007624G2 

Motor Base Cushion Ring (Pulley End) 

Ml A36 

Control, 110 V. 25 cycle, 125 V. 50 or 60 cycle 

CI5AI46 

Mounting Support (Compressor Side) 

Ml A35 

Control, 150 V. 50 or 60 cycle 

CI5AI47 

Mounting Support (Motor Side) 

MIA34 

Control, 110 V. 40 or 50 cycle, 100 V. 50 cycle 

CI5AI48 

Mounting Frame (except CDIB) 

MIA37 

Control, 220 V. 25,40 or 60 cycle, 250 V. 40 

CI5A355 

Mounting Frame (CDIB) 


or 60 cycle, 240 V. 60 cycle 

CIA33 

Service Valve (Discharge) 

Ml A38 

Control, 220 V. 50 cycle, 240 V. 50 cycle, 250 

CIA34 

Service Valve (Suction) 


V. 50 cycle 

CI7A72 

Service Valve Cap 

Ml A40 

Control, 200 V. 50 cycle 

C20AI4 

Service Valve Cap Gasket 

MIA5I 

Control, 115 V. D.C. 

A19X46 

Service Valve Pipe Plug 

Ml A52 

Control, 230 V. D.C. 

Cl IA36 

Service Valve Gasket 

MIA53 

Control, 32 V. D.C. 

C20AI68 

Service Valve Cap Screw 

Ml A58 

Control, 150 V. D.C. 

C20AI9I 

Sealing Plate for Service Valves (Replacement) 

58X15 

Locking Connector for Control 

••CI6AI34 

Shaft Seal Assembly (Removable) 

NP60532 

Escutcheon Plate (Except CD3A) 

ClIA22 

Shaft Seal Gasket 

NP60264 

Escutcheon Plate (CD3A) 

CI6A36 

Shaft Seal Clamping Plate (Inner) 

C20A97 

Escutcheon Plate Screw and Nut 

CI6A35 

Shaft Seal Clamping Plate (Outer) 

E6A3 

Evaporator (CDIA, CDIB, CDIIA) 

C20A95 

Shaft Seal Screw 

E6A4 

Evaporator (CD2A) 

C20A93 

Shaft Seal Oil Retainer 

E6A5 

Evaporator (CD3A) 

C20A94 

Shaft Seal Oil Retainer Cap 

M4BI4I 

Expansion Valve (CDIB) 

223877 

Shaft Seal Oil Retainer Cap Screw 

M4B8 

Float Valve (Except CDIB) 

CI5A95 

Spring Support Assembly 

CI3AI64 

Liquid Receiver (CDIB) 

C20AI37 

Spring Support Cup Washer (Top) 

5KC45AB25I 

Motor, 110 V. 60 cycle 

C20AI38 

Spring Support Cup Washer (Bottom) 

5KC45AB300 

Motor, 220 V. 60 cycle 

C20AI39 

Spring Support Mounting Cushion (Top) 

5KC45AB405 

Motor, 150 V. 60 cycle 

C20AI40 

Spring Support Mounting Cushion (Bottom) 

5KC45AB347 

Motor, 240 V. 60 cycle 

C20AI36 

Spring Support Mounting Stud 

5KC45AB327 

Motor, 125 V. 60 cycle 

C20AI35 

Spring Support Mounting Spring 

5KC45AB404 

Motor, 250 V. 60 cycle 

C20A2I 1 

Spring Support Mounting Bushing 

5KC45AB355 

Motor, 110 V. 50 cycle 


(Beneath Spring) 

5KC45AB356 

Motor, 220 V. 50 cycle 

CI7AI25 

Tube and Conductor Assembly (CDIA) 

5KC45A3357 

Motor, 125 V. 50 cycle 

C17A3 1 0 

Tube and Conductor Assembly (CDIB) 

5KC45AB358 

Motor, 200 V. 50 cycle 

CI7AI26 

Tube and Conductor Assembly (CD2A Except CD2A3) 

5KC45AB359 

Motor,,^3Q V. 50 cycle 

CI7A308 

Tube and Conductor Assembly (CD2A3) 

5KC45AB346 

Motor, 240 V. 50 cycle 

CI7AI27 

Tube and Conductor Assembly (CD3A Except CD3A3) 

5KC45AB348 

Motor, 250 V. 50 cycle 

CI7A309 

Tube and Conductor Assembly (CD3A3) 

5KC45AB375 

Motor, 100 V. 50 cycle 

CI7AI28 

M4B34 

Tube and Conductor Assembly (CDIIA) 

Thrott1ing Valve 


*No longer available 

••Refer to the installation and service material section for parts of the assembly 


Always Give Catalog Number 


Revised March 1949 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CD-1C, CD-1D, CD-2C, CD-3C, CD-I 1C-Machine Parts 

(Reciprocating Type Compressor) ( Continued ) 


Electrical Characteristics and Driving Equipment 


MODEL 

VOLTS 

CYCLES 

H.P. 

PHASE 


GAS 

MOTOR 

CONTROL 

MOTOR 
PULLEY 
WITH FAN 

COM¬ 

PRESSOR 

PULLEY 

BELT 

(2 REQ'D) 

CAPACITOR 

MOTOR 

BRUSH 

2 REO'D) 

CD-ICI 

115 

D.C. 

1/6 

1 «e 

1725 

S0 2 

.58C42AB95 or 
’ 5BC42AB190 

Ml A5I 

C5A700 

C5A54I 

C4AI23 

_ 

4218692 

C12 

110 

25 

1/6 

1 

1425 

S0 2 

.5KC49BB146 or 
‘5KC49BBI98A 

MIA36 

C5A70I 

C5A54I 

C4A99 

.9AC253KI 

'9CGI06SI 

- 

CI5 

110 

50 

1/6 

1 

1425 

S0 2 

, 5KC45AB301 or 
'5KC45AB355 

MIA34 

C5A70I 

C5A54I 

C4A99 

.9CGI02R3 

<9CGI02S2 

- 

CI6 

110 

60 

1/6 

1 

1725 

SOj 

.5KC45AB25I or 
‘5KC45ABI15 

MIAI3 

C5A700 

C5A54I 

C4AI23 

.9CGI0IS2 

'9CGI0IR4 

- 

C25 

220 

50 

1/6 

1 

1425 

SO 2 

.5KC45AB3I3 or 
‘5KC45AB356 

Ml A38 

C5A70I 

C5A54I 

C4A99 

.9CGI02R3 

‘9CGI02S2 

- 

C363 

250 

D.C. 

- 

- 

- 

SO 2 

- 

MIA52 

C5A700 

C5A54I 

C4AI23 

- 

- 

C385 

220 

50 

- 

- 

- 

SO 2 

- 

- 

C5A70I 

C5A54I 

C4A99 

- 

- 

C392 

- 

- 

- 

- 

- 

SO 2 

- 

- 

C5A700 

C5A54I 

C4AI23 

- 

- 

C402 

250 

D.C. 

1/6 

- 

1725 

SO 2 

5BC42AB259 

MIAI18 

C5A700 

C5A54I 

C4AI23 

- 

4218692 

C403 

110 

50 

1/6 

1 

1425 

SO 2 

5KC47AB462 

Ml A124 

C5A70I 

C5A54I 

C4A99 

9CGI02SI4 

- 

CD-IDI6 

no 

60 

1/6 

1 

1725 

SO 2 

5KC45AB251 

M1A13 

C5A700 

C5A54I 

C4AI23 

9CGI0IS2 

- 

CD-2CI 

115 

D.C. 

1/6 


1725 

SO 2 

.5BC42AB95 or 
’5BC42ABI90 

MIA5I 

C5A700 

C5A54I 

C4AI23 

- 

4218692 

C2 

230 

D.C. 

1/6 

_ 

1725 

S0 2 

.5BC42AB96 or 
‘5BC42ABI9I 

MIA52 

C5A700 

C5A54I 

C4AI23 

. 

4218692 

CI2 

110 

25 

1/6 

1 

1425 

S0 2 

.5KC49BBI46 or 
‘5KC49BBI98A 

MIA36 

C5A70I 

C5A54I 

C4A99 

.9AC253KI 

‘9CGI06SI 

- 

Cl 5 

no 

50 

1/6 

1 

1425 

SO 2 

i5KC45AB30l or 
‘5KC45AB355 

Ml A34 

C5A70I 

C5A54I 

C4A99 

.9CGI02R3 

'9CGI02S2 


CI6 

no 

60 

1/6 

1 

1725 

SO 2 

,5KC45AB25I or 
‘5KC45ABI15 

MIAI3 

C5A700 

C5A54I 

C4AI23 

.9CGI0IS2 

'9CGI0IR4 

- 

C25 

220 

50 

1/6 

1 

1425 

SO 2 

<5KC45AB313 or 
‘5KC45AB356 

MIA38 

C5A70I 

C5A54I 

C4A99 

.9CGI02R3 

‘9CGI02S2 

- 

C302 

230 

D.C. 


- 

- 

SO 2 

- 

Ml A52 

C5A700 

C5A54I 

C4AI23 

- 

- 

C392 

- 

- 

1 „ 

- 

- 

SO 2 

- 

- 

C5A700 

C5A54I 

C4AI23 

- 

- 

C398 

220 

50 

1/6 

1 

1425 

S0 2 

< 5KC45AB313A or 
5KC45AB447 

MIA38 

C5A70I 

C5A54I 

C4A90 

,9CGI02R3 

'9CGI02S2 

_ 

C40I 

230 

D.C. 

- 


- 

S0 2 

Not Furnished 

MIAI 18 

C5A700 

C5A54I 

C4AI23 

- 

- 

C407 

220 

50 

- 

- 

- 

S0 2 

- 

- 

C5A70I 

C5A54I 

C4A99 

- 

- 

CD-3CI 

115 

D.C. 

1/6 

- 

1725 

SO 2 

.58C42AB95 or 
'5BC42ABI90 

MIA5I 

C5A700 

C5A54I 

C4AI23 

- 

4218692 

C3 

32 

D.C. 

1/6 

- 

1725 

SO 2 

5BC42ABI04 

MIA53 

C5A700 

C5A54I 

C4AI23 

- 

422038B 

CI2 

no 

25 

1/6 

1 

1425 

S0 2 

.5KC49B3I46 or 
5KC49BBI98A 

MIA36 

C5A70I 

C5A54I 

C4A99 

,9AC253 K1 
‘9CG106S1 

- 

CI5 

no 

50 

1/6 

1 

1425 

SO 2 

< 5 KC45AB301 or 
‘5KC45AB355 

MIA34 

C5A70I 

C5A54I 

C4A99 

.9CGI02R3 

’9CGI02S2 

- 

CI6 

no 

60 

1/6 

1 

1725 

SO 2 

(5KC45AB251 or 
5KC45ABI15 

Ml A13 

C5A700 

C5A54I 

C4AI23 

,9CGI0IS2 

9CGI0IR4 


C25 

220 

50 

1/6 

1 

1425 

S0 2 

(5KC45AB313A or 
5KC45AB447 

MIA38 

C5A70I 

C5A54I 

C4A99 

s 9CG102 R3 
'9CGI02S2 

- 

C63 

250 

D.C. 

1/6 

- 

1725 

SO 2 

5BC42ABI29 

Ml A52 

C5A700 

C5A54I 

C4AI23 

- 

4218692 

C385 

- 

- 

- 

- 

- 

S0 2 

- 

- 

C5A70I 

C5A54I 

C4A99 

- 

- 

C405 

250 

D.C. 

- 

- 

- 

S0 2 

- 

- 

C5A700 

C5A54I 

C4AI23 

- 

- 

CD-I 1C 16 

no 

60 

1/6 

1 

1725 

SO 2 

5KC45AB3I9 

MIAI3 

C5A700 

C5A54I 

C4AI23 

9CGI0IS3 

- 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 



Model CD-1C, CD-1D, CD-2C, 

CD-3C, 


(Reciprocating Type Com] 


MECHAN1 CAL 

PARTS AND 

CAT. NO. 

NAME OF PART 

CAT. NO. 

C20A54 

Bel lows Tube Clamp 

CI5AI46 

C20A57 

Bellows Tube Clamp Screw 

CI5AI47 

168039 

Compressor Pulley Key 

CI5A255 

281387 

Compressor Pulley Nut 

CI5A356 

65X455 

Compressor Pulley Nut Lockwasher (CDIC, CD2C) 

CI5A95 

63X865 

Compressor Pulley Nut Lockwasher (CD3C, CDIIC) 

C20AI37 

CI3A73 

Condenser (CDIC, CD2C, CDIIC) 

C20AI38 

CI3A259 

Condenser (CDID) 

C20AI39 

CI3A74 

Condenser (CD3C) 

C20AI40 

5BXI5 

Control Locking Connector 

C20AI36 

NP60532 

Escutcheon Plate (Except CD3C) 

C20AI35 

NP60264 

Escutcheon Plate (CD3C) 

C20A211 

C20A97 

Escutcheon Plate Screw and Nut 


E6A3 

Evaporator (CDIC, CDID, CDIIC) 

CIA5I 

E6A4 

Evaporator fCD2C) 

CI7AI 

E6A5 

Evaporator (CD3C) 

C20AI4 

M4BI4I 

Expansion Valve (CDID) 

A19X46 

M4B8 

Float Valve (except (CDID) 

*CIIAI16 

CI3AI5I 

Liquid Receiver (CDIC, CD2C) 

*CiIAI8 

CI3AI64 

Liquid Receiver (CDID, CD3C) 

C20A207 

CI3AI60 

Liquid Receiver (CD 1 1C) 

CI7AI25 

C20A302 

Liquid Receiver Bracket (CD3C) 

CI7A3I0 

20X536 

Liquid Receiver Mounting Screw (CD3C) 

CI7AI26 

154193 

Liquid Receiver Mounting Screw Lockwasher (CD3C) 

CI7AI27 

CI5AI48 

Mounting Frame (except CDID) 

CI7A309 

CI5A355 

Mounting Frame (CDID) 

CI7AI28 


NAME OP PART 

Mounting Support (Compressor Side) 

Mounting Support (Motor Side) 

Mounting Plate for Compressor (CDIC, CD2C, CD3C) 
Mounting Plate for Compressor (CDIIC) 

Spring Support Assembly 

Spring Support Cup Washer (Top) 

Spring Support Cup Washer (Bottom) 

Spring Support Mounting Cushion (Top) 

Spring Support Mounting Cushion (Bottom) 

Spring Support Mounting Stud 
Spring Support Mounting Spring 
Spring Support Mounting Bushing (Beneath 
Spring) 

Service Valve 
Service Valve Cap 
Service Valve Cap Gasket 
Service Valve Pipe Plug 
Service Valve Gasket (Composition) 

Service Valve Gasket (Copper and Lead) 

Service Valve Cap Screw 

Tube and Conductor Assembly (CDIC) 

Tube and Conductor Assembly (CDID) 

Tube and Conductor Assembly (CD2C) 

Tube and Conductor Assembly (CD3C except CD3C3) 
Tube and Conductor Assembly (CD3C3) 

Tube and Conductor Assembly (CDIIC) 


Compressor and Compressor Parts 

Determine Catalog Number of compressor from nameplate on compressor or stamping on compressor block. 
From this Catalog Number of the compressor, refer to last pages of this section to determine Catalog 
numbers of various compressor renewal parts. 

Model CM-1A, CM-2A, CM-2B, CM-2C-Machine Parts 


CAT. NO. 

NAME OF PART 

C20A55 

Bel lows Tube Clamp 

C20A56 

Bellows Tube Clamp Screw 

C4AI 

Belt, 60 cycle and D.C. 

C4A2 

Belt, 50 and 25 cycle 

C4A4 

Belt, 40 cycle 

CI8A59 

Belt Guard (CMIA, CM2C) 

CI8A60 

Belt Guard (CM2A) 

CI8A6I 

Belt Guard (CM2B) 

CI5A79 

Bottom Plate (CMIA) 

CI5A82 

Bottom Plate (CM2A) 

CI5A80 

Bottom Plate (CM2B) 

CI6A8I 

Bottom Plate (CM2C) 

C20A87 

Bottom Plate Screws (except CM2C) 

C20A88 

Bottom Plate Screw (CM2C) 

C20A77 

Bottom Plate Screw Washer 

E20A25 

Bottom Plate Tube Gasket (15/16” Dia.) 

C20A79 

Bottom Plate Tube Gasket (1-1/16" Diam.) 

9CGI0IS2 

Capacitor, 110 V. 60 cycle 

9CY25AI 

Capacitor, 110 V. 50 cycle 

9ACI74EI 

Capacitor, 110 V. 40 cycle 

9AC253HI 

Capacitor, 110 V. 25 cycle 

C5A560 

Compressor Pulley, 60 cycle and D.C. 

C5A5 

Compressor Pulley, 25 and 50 cycle 

C5A3 

Compressor Pulley, 40 cycle 

CI3A47 

Condenser (CMIA, CM2C) 

CI3A256 

Condenser (CM2A) 

CI3A48 

Condenser (CM2B) 

MIA55 

Control, 110 V. 25, 40, 50 and 60 cycle 

MIA44 

Control, 32 V. D.C. 

MIA42 

Control, 115 V. D.C. 

MIA43 

Control, 230 V. D.C. 

58X15 

Control, Locking Connector 

MI5BI4 

Contactor for 32 V. D.C. Unit 

NP56927 

Escutcheon Plate 

11X909 

Escutcheon Plate Screw 

'E6A27 

Evaporator (CMIA) 

■E6A38 

Evaporator (CM2A1 

'E6A28 

Evaporator (CM2B) 

"E6A39 

Evaporator (CM2C) 


CAT. NO. NAME OF PART 

C20A8I Evaporator Mounting Screw 

13919 Evaporator Mounting Screw Nut 

C20A86 Evaporator Mounting Screw Spacer 

C20A82 Evaporator Mounting Screw Washer (Rubber) 

C20A83 Evaporator Mounting Screw Washer (Steel) 

CI3A49 Fan Housing (CMiA) 

CI3A5I Fan Housing (CM2A) 

CI3A84 Fan Housing (CM2B) 

CI3A50 Fan Housing (CM2C) 

CIA29 Float Valve with Liquid Receiver and Bracket 

(CMIA) 

M4BI98 Float Valve (CM2A, CM2B) 

M4BI97 Float Valve with Liquid Receiver and Bracket 
(CM2C) 

CI3A257 Liquid Receiver (CM2A) 

CI3A258 Liquid Receiver (CM2B) 

5KC45AB354 Motor, 110 V. 60 cycle 

5KC45AB56 Motor, 110 V. 50 cycle 

5KC47AAI14 Motor, 110 V. 40 cycle 
5KC49BB42 Motor, 110 V. 25 cycle 

5BC46A380 Motor, 32 V. D.C. 

5BC46A39I Motor, 115 V. D.C. 

5BC46A38I Motor, 230 V. D.C. 

C5AI Motor Pulley (except 40 cycle) 

C5A4 Motor Pulley (40 cycle) 

4215344 Motor Brush, 115 and 230 V. D.C. 

1752986 Motor Brush, 32 V. D.C. 

‘"CI6AI59 Removable Shaft Seal Assembly 

CI5A3I Spring Support Assembly (6-1/2 turn Spring) 
C20A284 Spring Mounting Cup Washer 

C20A285 Spring Mounting Stud Cushion 

C20A286 Spring Mounting Lower Cushion 

C20A287 Spring Mounting Lower Retainer 

C20A288 Spring Mounting Upper Cushion 

C20A289 Spring Mounting Upper Retainer 

C20A283 Spring Mounting Spring 

C20A290 Spring Mounting Stud 

1X452 Spring Mounting Stud Nut 


*See Note on Page 13. 

**Refer to Installation and Service Material Section for parts of the Assembly 


GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-IP, CM-2L, CM-2M—Machine Parts 

(Reciprocating Type Compressor) 

Electrical Characteristics and Driving Equipment 


MODEL 

VOLTS 

CYCLES 

H.P. 

PHASE 


GAS 

MOTOR 

CONTROL 

OVERLOAD 

HEATER 

MOTOR 
PULLEY 
WITH FAN 

COM¬ 

PRESSOR 

PULLEY 

BELT 

(2 REQ'D) 

CAPACITOR 

MOTOR 
BRUSH 
(2 REO'D) 

CM-IPI 

■in 


Ml 


ua 

S0 2 

5BC46A39I 


496I092P20 

C5A685 

C5A686 


- 

4215344 

P2 



mi 



S0 2 

5BC46A38I 


4961092P26 

C5A685 

C5A686 

til 

- 

4215344 

PI2 

Ini 

Mm 

un 



SO? 

5KC49BA392 


4961092P19 

C5A703 

C5A686 

C4A63 

9AC253EI - 

j 


■Ul 


llfl 

■■ 

■ILM 

Kjg 

HTNjyyTiiL'i 





C4A53 

tuumi 

- 


Itrl 

mm 

pa 



PiM 

5KC45AB56 


496I092PI9 

C5A703 


C4A63 

9CY25AI 

“ 

■3q 

HH 

■9 


■■ 


Pill 

5KC45AB354 

■iIFrh 

496I092PI9 

C5A685 


C4A124 

9CGI0IS2 



ua 

Blfl 

iya 



EH 

5BC46A379 



C5A689 


■iCMW 

- 


HDu 

Dei 

60 

111 



Eh 

5KC45AA542 


496I092PI9 

C5A689 


mmSim 

9AC250NI 

■ m 


ns 

D.C. 

ml 

■■ 

ui<y 

Eh 

5BC46A379 


496l092P20 

C5A685 

li-ftM-i 





■in 

25 

I/O 

■■ 

■Lin 

EH 


umi 

■KElMMiira 

mawm 

liLLii* 

TW183 


- 

Ml 5 

no 

50 

1/6 

■■ 



5KC45AB56 


496I092PI9 

C5A703 

C5A686 

C4A63 

9CY25AI 

- 

Ml 6 

no 

60 

1/6 

mm 


m 

5KC45AA617 


496I092PI9 

C5A685 

C5A686 

C4AI24 

9AC250QI 

“ 


Mechanical Parts and Frame 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

C20A28I 

Adapter Plate Assembly 

CI3A84 

Fan Housing (CM2L) 

C20A55 

Bellows Tube Clamp 

CI3A50 

Fan Housing (CM2M) 

C20A56 

Bellows Tube Clamp Screw 

CIA26 

Float Valve (CHIP) 

CI8A59 

Belt Guard (CMIP, CH2M) 

Belt Guard (CM2L) 

M4BI98 

Float Valve (CM2L) 

CI8A6I 

M4BI97 

Float Valve with Liquid Receiver and Bracket 

CI5A79 

Bottom Plate (CMIP) 


(CM2M) 

CI5A80 

Bottom Plate (CH2L) 

CI3A258 

Liquid Receiver (CM2L) 

CI5A8I 

Bottom Plate (CM2M) 

CI3AI60 

Liquid Receiver (CMIP) 

C20A87 

Bottom Plate Screw (CMIP, CM2L) 

C20A282 

Motor Spacer 

C20A88 

Bottom Plate Screw (CM2M) 

CI5A78 

Spring Support Assembly (3-1/2 turn Spring) 

C20A77 

Bottom Plate Screw Washer 

CI5A3I 

Spring Support Assembly (6-1/2 turn Spring) 

E20A25 

Bottom Pl-ate Tube Gasket (15/16” Diam.) 

C20A284 

Spring Mounting Cup Washer 

C20A79 

Bottom Plate Tube Gasket (1- 1/16" Diam.) 

C20A285 

Spring Mounting Stud Cushion 

65X455 

Compressor Pulley Lockwasher 

C20A286 

Spring Mounting Lower Cushion 

CI3A47 

Condenser (CHIP, CM2M) 

Condenser (CM2L) 

C20A287 

Spring Mounting Lower Retainer 

CI3A48 

C20A288 

Spring Mounting Upper Cushion 

58X15 

Control Locking Connector 

C20A289 

Spring Mounting Upper Retainer 

MI5BI4 

Contactor for 32 V. D.C. 

C20A229 

Spring Mounting Spring (3-1/2 turn) 

NP56927 

Escutcheon Plate 

C20A283 

Spring Mounting Spring (6-1/2 turn) 

11X909 

Escutcheon Plate Screw 

C20A230 

Spring Mounting Washer (Sponge Rubber) 

*E6A27 

Evaporator (CMIP) 

C20A290 

Spring Mounting Stud 

*E6A28 

Evaporator (CH2L) 

1X452 

Spring Mounting Stud Nut 

"E6A39 

Evaporator (CH2M) 

CIA62 

Service Suction Valve 

C20A8I 

Evaporator Mounting Screw 

CIA5I 

Service Discharge Valve 

13919 

Evaporator Mounting Screw Nut 

CI7AI 

Service Valve Cap 

C20A86 

Evaporator Mounting Screw Spacer 

C20AI4 

Service Valve Cap Gasket 

C20A82 

Evaporator Mounting Screw Washer (Rubber) 

’*CI IAI16 

Service Valve Gasket (Composition) 

C20A83 

Evaporator Mounting Screw Washer (Steel) 

•TIIAI8 

Service Valve Gasket (Copper and Lead) 

C20A311 

Evaporator Mounting Strap 

C20A207 

Service Valve Cap Screw 

C20A86 

Evaporator Support Spacer (CM2L, CM2M) 



CI3A49 

Fan Housing (CMIP) 




**Gaskets are not interchangeable. Replace defective gasket with one of same design. 


’Identify your evaporator by the photographs 

on Page 13. If 

your evaporator is the original type, 


the catalog numbers for which are shown in 

the Parts Lists above, order a like one as a replace- 


ment. When we cannot supply the original 

type evaporator, 

we will ship the CH-32 or CH-33 type 


evaporator with the necessary tubes and straps to install it. 

Catalog numbers for these evaporators 


are as follows: 




UNIT 


EVAPORATOR 


WITH TUBES AND STRAPS 


CMIA, CMIP 


E6A44 


CM2B, CM2L 


E6A45 


CM2C, CM2M 


E6A46 


If the refrigerator already has the CM-32 or 

CH-33 type evaporator, and you wish to replace it with 


a like type, order as follows: 




UNIT EVAPORATOR ONLY 

CMIP E6A20 

CM2L E6A22 

CM2H E6A22 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Vw 


Model CM-1P, CM-2L, CM-2M — Machine Parts ( Continued ) 


(Reciprocating Type Compressor) 



E6A39 E6A27 (Front) E6A27 (Rear) 

E6A38 

E6A28 



E6A22 (Evap. only) E6A20 (Evap. only) 

E6A45 E6A44 

E6A46 


Type CM-I and 2 Evaporators 


Type CM-32 and 33 Evaporators 


COMPRESSOR AND COMPRESSOR PARTS 

Determine Catalog Number of Compressor from Nameplate on Compressor or stamping on Compressor Block. From the Catalog 
Number of the Compressor, refer to last pages of this section to determine Catalog Numbers of various Compressor Renewal 
Parts. 


Always Give Catalog Number 


Revised March 1939 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-32 — Machine Parts 


E I e c t r I c a 


MODEL VOLTS CYCLES H.P. PHASE 


. racterIstics and Driving Equipmi 



AI4 

AIS 

no 

no 

AI6 

no 



5BC42ABI90 

5BC42ABI9I 

5BC42ABI92 


5KC49BBI98A 

5KC49BBI97 


5KC49ABI8 
5KC47AB462 


5KC45AB395 or 
5KC45AB403 


5KC45AB300A or 
5KC45AB470 




5KC45AB326A or 
S0 2 5KC45AB45I 


MOTOR 
PULLEY 
WITH FAN 

COM¬ 

PRESSOR 

PULLEY 

BELT 

(2 REQ'D) 

C5A507 

C5A507 

C5A507 

■uujn 

C4A99 

C4A99 

C4A99 

IM'I lll'IW 


■ i mi ■ 

C5A507 

C5A54I 

C4A99 

C5A508 

C5A509 


C4AS3 

C4AII6 

C5A507 

CSA54I 

C4A99 

C5A509 

C5A54I 

C4AII6 

C5A507 


C4A99 

C5A507 

C5A54I 

C4A99 

C5A509 

C5A54I 

C4AI16 





5KC47AB462 



SKC45AB3I3A or 
5KC45AB447 




SBC42ABI9I 
SBC42AB192 


5KC49BBI98A 
5KC49BB197 


5KC49A818 
5KC47AB462 


5KC45AB395 or 
SKC45AB403 


SKC49BB347 

5KC49AB56 


UNIT 

CONTROL MOUNT'S 
FRAME 


CI5A222 

CI5A222 

CI5A222 


■rnnui^i 
MbMUI-WI I 


MlA72 CI5A222 


MlA82 CISA222 


MlA82 I CI5A222 


MlAIIO CI5A222 


CI5A222 


MWMl 


CI5A223 

CI5A223 


HBWg 


CI5A223 


MlA82 CI5A223 


; I Bi M ■.TM'J’l 


I MiiffiM M-1HI ■ I 


i99 

MIA77 

CI5A222 

199 

MIA73 

CISA222 


B25 

220 

SO 

B26 

220 

60 

B5I 

125 

60 

BB2 

125 

50 


BIB— 



C5A54I C4AII6 


C5A54I C4A99 


T.YM WI-W I 


MIA72 CI5A222 


CI5A222 

CI5A222 


MIA82 CI5A222 


MlA82 CI5A222 


MlAIIO CI5A222 



CI5A222 

CI5A222 


MlAIIO CI5A223 
CI5A222 


C5A507 

C5A54I 

C4A99 

MIA77 

C5A509 

C5A54I 

C4AII6 

MIA82 


5BC42ABI90 



CI5A223 

CI5A223 


II1 I MMI Mill I 


- 

- 

CI5A222 

C4A99 

MIA74 

CI5A222 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-32 — Machine Parts (Cont.) 

Electrical Characteristics and Driving Equipment 


Mode l 

Volts 

Cycles 

H.P. 

Phase 

R.P.M. 

Gas 

Motor 

Motor 
Pulley 
With Fan 

Com¬ 

pressor 

Pulley 

Be It 

(2 Req r d) 

Control 

Un i t 
Mount ’ g 
Frame 

CI6 

| 

1 

m 


■ 


M 



C5A54I 

C4A99 

MIA72 

BUB 

Dl 



■ig 


■ 

mum 


5BC42AB72B 

C5A507 

Rif f f IHR 

C4A99 

MIA74 

CI5A222 

El 



mm 

R 


■ 

EE 

5BC42ABI90 

C5A507 


C4A99 

MIA74 

CI5A222 

E2 

■*M 


Mim 



1725 

Earn 

5BC42ABI9I 

C5A507 

ISCitEuI^B 

C4A99 

MIA77 

CI5A222 

m 


60 

1/6 


i 

1725 

so. 

5KC45AB395 

5KC45AB403 



1 

R 

CI5A222 

E58 




| 




5BC42AB270 


■ ;£' ■ 

■itll.Llil 


C1 5A222 

E63 


■ZBi 

1/6 

■ 




5BC42AB259 



C4A99 

| 

CI5A222 

E66 

150 


mm 





5BC42AB4I6 

C5A507 

■< ills! H 

C4A99 


CI5A222 

11'* 

230 

mam 



- 

- 

so 2 

- 


C5A54I 

■JIT-I 

MIA77 

CI5A222 


- 

■n 


Motor 

so 2 

- 


C5A54I 


- 

CI5A222 

|E394 

115 

ill 





so? 

5BC42ABI90 


C5A54I 

C4A99 

MIA74 

CI5A222 

LK| 

230 


wim 





5BC42AB570 

C5A507 


C4A99 

■HBI 

CI5A222 


115 


uBm 





5BC42ABI90 

C5A507 


C4A99 

| 

CI5A223 

E422 

230 



■ 




5BC42ABI91 

C5A507 


C4A99 


CI5A223 

FI 

115 




. 


m 

■m 

C5A507 

R 

■H^R 


CI5A3I0 

H49 


60 

■K| 


3 



5KC43AC656 


■ran 

■ >0:1:1: 


CI5A222 

Jl 


D.C. 

mm 


- 


F12 

5BC42ABI90 

■•Mi 


C4A99 


CI5A222 

J2 

H-iil 

O.C. 

mKm 


- 


luHBi 

5BC42ABI9I 

C5A507 

C5A54I 

C4A99 

mmm 

CI5A222 

J3 


D.C. 

■K| 


- 


FI2 

5BC42ABI92 


■mil 

C4A99 


CI5A222 

JI2 

■111 

25 

■ 


1 


FI2 

5KC49BBI98A 



C4AI16 

'mEE&m 

CI5A222 

JI6 

1 10 

60 

1 


J_ 

■a 

FI2 

5KC45AB395 

5KC45AB403 

C5A507 

C5A54I 

C4A99 

■m 

CI5A222 


250 


■IB 



1725 

FI2 

5BC42AB259 

C5A507 

■jHMm 

C4A99 

MIA77 

CI5A222 





Motor 

F12 

- 

- 


- 

- 

CI5A222 

Kl 





- 

1725 

FI2 

5BC42ABI90 

C5A507 


C4A99 

MIA74 

CI5A222 

K2 


H9 



i ■ 

m mm 

uam 

5BC42ABI9I 

C5A507 


C4A99 

MIA77 

CI5A222 

K3 


■89 

wsm 


■ 

■fflli 

nm 

5BC42ABI92 

C5A507 


C4A99 

MIA73 

CI5A222 

K4I6 

■*M 


ns 



1725 

HW 

5BC42AB570 

C5A507 


C4A99 

MIA77 

CI5A222 




■rai 


- 


■its 

5BC42AB1I08X 

C5A507 

C5A54I 

C4A99 

MIA236 

CI5A222 

L2 



BB 


- 


mm 

- 

C5A507 

C5A54I 

C4A99 

MIA236 

CI5A222 


Always Give Catalog Number 


Revised April 1941 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 



Model CM-32 — Machine 

Parts (Cont.) 


Mechanical Parts and 

Frame 

Cat. Ho. 

De sc rifit i on 

Cat. Ho. 

Description 

CI3AI02 

Condenser Complete (Models A-C-D-F-H-J-K-L) 

63X869 

Lockwasher for Mounting Frame Screw 

CI3AI29 

Condenser Complete (Models B and E) 

66X796 

Shipping Crate Bolt 

E6A2I 

Evaporator with Float Valve (Models A-B-E) 

97396 

Nut for Shipping Crate Bolt 

E6AI7 

Evaporator only 

63X869 

Lockwasher for Shipping Crate Bolt Nut 

MM-B56 

Float Valve and Mounting Assembly 
(Models A-B-E) 

CI5A220 

Mounting Support (Motor Side) (Models A-B-C- 
E-J-K-L) 

E20A39 

Float Valve Clamp, Support A Screw 
(Models A-B-E) 

CI5A3I2 

Mounting Support (Motor Side)(Models D,F & H) 
Mounting Support (Compressor Side) (Models A- 


CI5A22I 

M9B55 

Float Valve (Models A-B-E) 


B-C-E-J-K-L) 

E20A33 

Flare Nut for Float Valve Connection 
(Models A-B-E) 

CI5A3I1 

Mounting Support (Compressor Side) (Models D- 
F and H 

E20A32 

Float Valve Seal Cover (Models A-B-E) 

CI5A95 

Mounting Spring Assembly (Models A-B-C-E-J-K-L) 

E6A23 

Evaporator with Expansion Valve (Models C-D-F- 

C20AI36 

Screw 


H-J ) 

C20AI37 

Cup washer, top 

E6A52 

Evaporator with Expansion Valve (Model K) 

C20AI38 

Cup washer, bottom 

E6A60 

Evaporator with Expansion Valve (Model L) 

C20AI39 

Mounting cushion, top 

E6AI7 

Evaporator only (Models C-D-F-H-J) 

C20AI90 

Mounting cushion, bottom 

E6A53 

Evaporator only (Model K) 

C20A2I1 

Mounting cushion, beneath spring 

E6A6I 

Evaporator only (Model L) 

C20AI35 

Spring 

M9BI 19 

Expansion Valve (Models C-O-F-H-J-K-L) 

MI5BI5 

Contactor (Models A3, B3, J3, and K3 

Locking Connector for Control 

C20A8I 

Evaporator Support Screw (Except Model L) 

58X15 

13919 

Evaporator Support Screw Nut (Except Model L) 

66X133 

Motor Pulley Set Screw 

NP69072 

Escutcheon Plate (Except Model L) 

C20A205 

Motor Connecting Cord (except CM-32F) 

MI5A55 

Escutcheon Plate (Model L) 

C20A923 

Motor Connecting Cord (CM-32F) 

C20A97 

Escutcheon Plate Screw and Nut 

B20A96 

Rubber Mounting (Models D, F and H) 

C20HI9 

Thermostat Clamp (Except Model L) 

C20A922 

Rubber Mounting Cup Washer (Models D, F and H) 

C20A752 

Thermostat Clamp (Model L) 

CI7AI76 

Tube and Conductor Assembly (all Model "A" 

C20H20 

Thermostat Clamp Screw (Except Model L) 


except A3) 

CI3AI03 

Liquid Receiver Assembly (Model A) 

CI7AI79 

Tube and Conductor Assembly (Model A3) 

CI3AI28 

Liquid Receiver Assembly (Models B and E) 

CI7AI93 

Tube and Conductor Assembly (all Model "B" 

CI3AI09 

Liquid Receiver Assembly (Models C-D-F-H-J-K-L) 


except B3) 

CIA50 

Liquid Receiver Valve (Model A) 

CI7AI99 

Tube and Conductor Assembly (Model B3) 

CIA57 

Liquid Receiver Valve (Models B and E) 

CI7A270 

Tube and Conductor Assembly (Models C and D) 

CIA96 

Liquid Receiver Valve (Models C-D-F-H-J-K-L) 

CI7A27I 

Tube and Conductor Assembly (Model F) 

CI7AI 

Liquid Receiver Valve Cap 

CI7A272 

Tube and Conductor Assembly (Model E) 

C20AI9 

Liquid Receiver Valve Cap Gasket 

CI7A309 

Tube and Conductor Assembly (Model H) 

281387 

Compressor Pulley Nut 

CI7A303 

Tube and Conductor Assembly (Model J) 

65X955 

Compressor Pulley Nut Lockwasher 

CI7A326 

Tube and Conductor Assembly (Model K-L) 

168039 

Compressor Pulley Key 

2290589G102 Motor Control (Model H99) 

C20AI99 

Shipping Screw 

8ID2 

Heater (Model H49) 


Compressor and Compressor Parts 

Cat. Ho. 

Descrxption 

C2IA5I 

Compressor (Model A, B) 

C2IA9I 

Compressor (Model C, D, F, H, J) 

C2IA76 

Compressor (Model E) 

C21A9I 'j 


C2IAI9I l 

Compressor (Model K, L) 

C21A169J 


Note: For compressor 

parts refer to the last pages in this section 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-33—Machine Parts (Cont.) 


Electrical Characteristics and Driving Equipment 


Model 

Volts 

Cycles 

B.P. 

Phase 

R.P.M. 

Gas 

Motor 

Motor 
Pulley 
nth Pan 

Com¬ 

pressor 

Pulley 

Belt 

(2 Req’d) 

Control 

Unit 
Mount ’$ 
Frame 

LI 

115 

■KM 

1/6 


■ROT 

vm 

5BC42ABI90 

C5A507 


C4A99 


C15A222 

L2 


■ 

1/6 


■Rot 

MOT 

5BC42ABI9I 

C5A507 


C4A99 


C15A222 

L3 


Hm 

1/6 


■ROT 


5BC42AB192 

C5A507 


C4A99 

CEEOT 

CI5A222 

■111] 

KI'Mi 


■ra 


■ik« 



■4-T.WVMI 


CLASS- 


■ mm — 

llfjfl 

EBji 

■ 

Ira 





C5A507 


C4A99 


CI5A222 

■tm 

Kiwi 

■mb 

mm 


■ROT 

HOT 


C5A876 

■-HU'OT 

C4A99 

riMrlH 

CI5A222 

I Ml 

■ns 

■Xfl 

■ra 


wffitm 

mivm 

5BC42ABII08X 

C5A507 


C4A99 


MFYWOTSi 



■ 


m^.xm 


B3OT 

- 

C5A507 


C4A99 

MIA237 


m 

BIS 

SMB 

H9 

sell k 

■ROT 

FI2 

- 

C5A507 


C4A99 

MIA237 


m 

KM 

■» 

■ra 

• 

■hot 

HOT 

5BC4iAB570X 

BTTTTM 

■•LtU'IB 

■FFTTTMI 

MIA237 

CI5A222 

■iLura 

Bln 

Bra 


- 

SIROT 

BIOT 

5BC42ABII72X 

C5A507 


■tlTi'Bil 

MIA237 

CI5A222 

E 

■ 

H9 

Ira 

- 


F12 

5BC44A8650X 

C5A876 


C4A99 

1! r pMS 

CI5A222 


■IfWI'l 

20 

mm 

i 

■HOT 

F12 

5KC49BB839X 

C5A508 

C5A541 

C4A90 

v.vmm 

CI5A222 

■HOT 

IIIM 

■ra 

■ra 


■ ROT 

mwm 

5BC44ABI600X 

C5A876 

■miTH 


MIA237 




mm 



■ROT 

HOT 

5BC44A8I60IX 

C5A876 

BrevlOT 


MIA237 

%' r ' -*■ 

I1EM3 


60 

■H 

n 

1725 

F12 

5KC47AB2020X 

C5A876 

C5A54I 

C4A99 

MIA250 

H 1 M 

■2IW 

■ USB 


■ra 


■EOT 

um 

5BC44ABI600X 


■4.-T.WIM 

■ 111 I ■* 

MIA257 


nil 



Ira 


■EOT 

HOT 

5BC44AB1601X 


■ 

■jn-m 

MIA257 



BIH 


■Hi 

HH 1 

1725 

HOT 

5KC47AB2020X 

■ *•: ■ : i ■' 

HbM 

C4A99 

M1A250 


P47I 

m 


i/i 


1725 

F12 

5BC44AB1085X 
5BC44ABI056X 
5BC44AB1301X 

C5A876 

C5A54I 

C4A99 

MIA257 

CI5A222 


Mechanical Parts and Frame 


•Cat. So. 


Description 


Cat. So. 


Description 


C13A102 

CI3AI29 

E6A24 

E6A22 

M4B64 

E20A40 

M4B55 

E20A33 

E20A32 

E6A25 

E6A49 

E6A54 

E6A63 

E6A64 

E6A22 

E6A50 

E6A55 

E6A65 

M4BI19 

C20A8I 

13919 

C20HI9 

C20H20 

C20A752 

MI5A54 

NP64073 

NP66485 

C20HI22 

MI5A82 

C20A97 

C 13A 103 

CI3AI2S 

CI3AI09 

CIA50 

CIA57 

CIA46 

CI7AI 

C20AI4 

168039 

281387 

65X455 

C20AI99 


Condenser Complete (Models A-C-D-H-J-K-L-M-N-P 
except A16) 

Condenser Complete (Models B-E and AI6) 
Evaporator with Float Valve (Models A-B-E) 
Evaporator only (Models A-B-E) 

Float Valve and Mounting Assembly 
(Models A-B-E) 

Assembly of Float Valve Clamp, Support and 
Screw (Models A-B-E) 

Float Valve (Models A-B-E) 

Flare Nut for Float Valve Connection 
(Models A-B-E) 

Float Valve Seal Cover (Models A-B-E) 
Evaporator with Expansion Valve (Models C-D-H-J) 
Evaporator with Expansion Valve (Models K-M) 
Evaporator with Expansion Valve (Model L) 
Evaporator with Expansion Valve (Mode! N) 
Evaporator with Expansion Valve (Model P) 
Evaporator only (Models C-D-H-j) 

Evaporator only (Models K-M-N) 

Evaporator only (Model L) 

Evaporator only (Model P) 

Expansion Valve (Models C-D-H-J-K-L-M-N-P) 
Evaporator Support Screw 
Evaporator Support Screw Nut 
Thermostat Clamp (Models A-B-C-D-E-H-J-K-L-Mj 
Thermostat Clamp Screw 
(Models A-B-C-D-E-H-J-K-L-M-N) 

Thermostat Tube Clamp (Mode! P) 

Bellows Tube Clamp (Model N) 

Escutcheon Plate (Models A-8-C-E-J-K-L) 
Escutcheon Plate (Models D and H) 

Escutcheon Plate (Mode! M) 

Escutcheon Plate (Models N and P) 

Escutcheon Plate Screw and Nut 

Liquid Receiver Assembly (Model A except AI6) 

Liquid Receiver Assembly (Models B-E-AI6) 

Liquid Receiver Assembly 
(Models C-D-H-J-K-L-M-N-P) 

Liquid Receiver Valve (Model A except AI6) 
Liquid Receiver Valve (Models B-E and A16) 
Liquid Receiver Valve 
(Models C-D-H-J-K-L-M-N-P; 

Liquid Receiver Valve Cap 
Liquid Receiver Valve Cap Gasket 
Compressor Pulley Key 
Compressor Pulley Nut 
Compressor Pulley Nut Lockwasher 
Shipping Screw 


63X364 Shipping Screw Lockwasher 

66X796 Shipping Crate Bolt 

47346 Shipping Crate Bolt Nut 

66X736 Shipping Crate Bolt Wing Nut 

63X864 Shipping Crate Bolt Lockwasher 

Ml SB 15 Contactor (Models A3,B3,J3,L3,M3) 

CI5A220 Mounting Support (Motor Sfde) 

(Models A-B-C-E-J-K-L-M) 

CI5A22I Mounting Support (Compressor Side) 

(Models A-B-C-E-J-K-L-M) 

CI5A95 Mounting Spring Assembly 

(Models A-B-C-E-J-K-L-M) 

C20AI36 Screw 

C20AI37 Cup Washer, Top 

C20AI38 Cup Washer, Bottom 

C20A139 Mounting Cushion, Top 

C20AI40 Mounting Cushion, Bottom 

C20A2I! Mounting Cushion, beneath Spring 

C20AI35 Spring 

CI5A3I2 Mounting Support (Motor Side) 

(Models D-H-N-P) 

CI5A3II Mounting Support (Compressor Side) 

(Models D-H-N-P) 

B2QA46 Rubber Mounting (Models D and H) 

C20A894 Rubber Mounting (Models N and P) 

C20A422 Rubber Mounting Cup Washer 

(Models D-H-N-P) 

C20A205 Motor Connecting Cord 

(Models A-B-C-E-J-K-L-M) 

C20A896 Motor Connecting Cord (Models N and P) 

58X15 Locking Connector for Control 

66X133 Motor Pulley Set Screw 

CI7AI8I Tube and Conductor Assembly (Model A3) 

CI7AI80 Tube and Conductor Assembly 

(Model "A" except A3 and AI6) 

CI7AI95 Tube and Conductor Assembly 

(Model AI6 and all Model "B" except B3) 
CI7AI96 Tube and Conductor Assembly (Model B3) 

CI7A273 Tube and Conductor Assembly (Model C) 

CI7A274 Tube and Conductor Assembly (Model D) 

CI7A275 Tube and Conductor Assembly (Model E) 

CI7A30I Tube and Conductor Assembly (Model H) 

CI7A302 Tube and Conductor Assembly (Models J-K-L) 

CI7A333 Tube and Conductor Assembly 

(Models M and N) 

CI7A35I Tube and Conductor Assembly (Model P) 

2.240589GI02 Motor Control (D49 and H49) 

8ID2 Heater (D49 and H49) 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-33—Machine Parts (Cont.) 

FOLLOWING PARTS ON MODELS N AND P ONLY 


Cat. I/O. 

Description 

Cat. Ho. 

Description 

MI5A8I 

Control Mounting Plate 

C20HI54 

Evaporator Door Handle Screw 

134968 

Screw Fastening Control to Plate 

C20HI55 

Washer for Door Handle Screw 

C20HI49 

Gasket for Control Mounting Plate 

C20HI38 

Rubber Bumper for Evaporator Door 

C20HI50 

Screw Fastening Escutcheon and Control Plate 

C20HI56 

Evaporator Door Hinge (RH Cabinet) 


to Top Plate 

C20HI6I 

Evaporator Door Hinge (LH Cabinet) 

C20HII5 

Speed Nut for C20HI50 Screw 

C20HI57 

Spr ing for Hinge 

C20HI5I 

Washer between Escutcheon and Top Plate 

58X395 

Door Hinge Screw (Hinge to Door) 

C20HI52 

Evaporator Door 

C20HI58 

Door Hinge Screw (Hinge to Evaporate 

C20HI53 

Evaporator Door Handle 

C20H115 

Speed Nut for 58X395 Screw 


FOLLOWING PARTS 

ON MODEL P ONLY 

Cat. Ho. 

Description 

Cat. Ho. 

Description 

C20HI85 

Evaporator Door Complete 

H20A59 

Spacer between Evaporator and Inner 

MI5A79 

Control Tube Clamp 


Cover 

C20HI47 

Control Tube Clamp Screw 

C20HI60 

Washer for Evaporator Hinge Screw 

C20HI48 

Bushing for C20HI47 Screw 

H20A610 

Cover (Top Plate) for Inner Liner 

C20HI59 

Gasket between Evaporator and Hinge 

H20A337 

Evaporator Bracket Screw 


COMPRESSOR AND 

COMPRESSOR PARTS 

Cat. Ho. 

Description 

Cat. Ho. 

Description 

C2IA5I 

Compressor (Model A, B) 

C2IA9I 

\ 

C2IA9I 

Compressor (Model C, D, H, J, K) 

C2IAI4I 

J Compressor (Model L,M) 

C2IA76 

Compressor (Model E) 

C2IAI69 

Compressor (Model N,P) 


NOTE: For parts of compressors refer to the last pages in this section. 

Model CM-34—Machine Parts 


Electrical Characteristics and Driving Equipment 




pm 

PP 

Phase 

R. P.H. 

Gas 

Motor 

Motor Pulleu 
with Fan 

c m s r 

, Belt 
( 2 Req'd) 

Control 

1 Al 

115 

mmm i 

1/3 

- 

IUl§|U£B 


5BC46AB7 

C5A60I 


C4A90 

MIA92 

mm 

230 

m 1 

1/3 

- 


11 

5BC46AB14 

C5A60I 


C4A90 

MIA93 

— 

32 

BEKS! 

1/3 

- 


mm 

5BC46AB15 

C5A60I 


C4A90 

MIA9I 

mmm 

■■■ 


■■ 








mmm. 

■.in 

■IM 

25 


1 

1425 

S0„ 

an XHi f*1 

C5A600 

C5A54I 



WTM 

120 

30 

MUM 



so 2 

5KC48BB8 

C5A60I 

C5A54I 

C4A90 

MIA87 

■m 

110 

50 

BiK 


'■CHi 

so-. 

5KC49AB33 

C5A600 

C5A54I 

C4A90 

MIAI 15 








5KC47AB48I or 





A16 

1 10 

60 

1/3 

1 

1725 

so 2 

5KC47AB465 or 

C5A60I 

C5A54I 

C4A90 

MIA87 








mmviymmz. 








■M 




5KC48BB9 or 



BBH 

PPP 

A22 

220 

25 

mum 

1 

1425 

mm 

. 5KC48BB7 

C5A600 

C5A54I 

■WM 


A25 

220 

50 

nn 

1 

1425 

so? 

5KC49AB33 

C5A600 

■4--f.mii 

C4A90 

MIA90 1 


mmm 


MH 






MMM 

mmm 

mmrne& 

A26 


60 

mum 


1725 

so-, 


C5A60I 

rnTniXM 

m 


■■VI ■■ 

— 

iHS 

MUM 

■ 


mm 

5KC47A8669 

C5A60I 

Mzznjmt 

mmm 






^aKlBli 


mm 

5KC49AB40 

C5A600 



MIA87 

A302 

■Hii 


■HB 


mam 

-122 


C5A60I 

■4r.W!l 

RRl 

MIA93 

A316 

no 

■a 

- 

- 

- 

so 2 

■ 

Hfi 


mmm- 

MIA87 

A385 

- 

9B?at 

- 

- 

- 

SO? 





- 


- 


MUM 

- 

- 


- 


■ffln 

C4A90 

MMMM\ 

Cl 

115 


mum 

- 

1725 

MttM 

5BC46AB7 

C5A876 


WIM-B 









5KC47AB48I 





C 16 

no 

60 

1/3 


1725 

FI2 

5KC47AB465 

C5A876 

C5A54I 

C4A99 

Ml A87 





HI 



■ III 1 ! Ill'll^ 






mw 


BOI; 



F 12 

5BC46AB7 

C5A876 



MIA92 

139! 


60 

| .1 

3 


FI2 

5K45AC4I4 

C5A876 

■ 


M4BI45 


m 



- 

1725 

_F12 

5BC46AB7 

C5A876 




mm 

440 

60 

BKI 

3 

1725 

F 12 

5K45AC4I4 

C5A876 

■nm 

umm 

M4BI45 

mm 

440 

60 

mum 

3 

- 

FI2 

5K45AC414 

C5A876 

■iwTcim 


M4BI45 

ana 

115 

D.C. 

mum 

- 

1725 

FI2 


_C5A876 

mrnmm 

■s!TT*a 

BKIFfSZBl 

J2 

Kn 

D.C. 

1/3 

- 

1725 

F 12 

5BC46ABI4 


■ 1 'I '!■ 

■ra?*!* 

■m 




MUM 




5KC48BB7 


BBMK 

■bbb 

■ai 

JI2 

no 

25 

m 

1 

1425 

F 12 

5KC48BB9 

C5B53 


HMlil 


■HIM--* 

- 

■•TIl'lMl 

BHH 

StHEHH 


FI2 

- 

mm 

1111 l T l— 

■m 

_ 

K1 

m 

D.C. 

in 

- 

1725 

F12 

5BC46AB7 

C5A876 

C5A54I 

C4A99 

MIA 174 

K2 

■w 



- 

1725 

FI2 

5BC46ABI4 

C5A876 


Run 

■zirmi 

KI2 

no 

25 

■n 

i 

1425 

FI2 

5KC48BB7 

C5B53 

C5A54I 

C4A 116 

MIAI 15 













LI 

115 

D.C. 

■pa 

- 


m 

5BC46AB487AX 

C5A876 


mmM 

MIA242 

L2 

230 

D.C. 

B9 

- 


■39 

5BC46AB488AX 

C5A876 

BEESBBI 

Kata 

MIA242 
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general electric company 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-34—Machine Parts (Cont.) 

Mechanical Parts and Frame 


Cat. Mo. 


Deacrtptton 


CI3AI14 

CI3A250 

E6A9 

E6AI5 

E6A26 

E6A33 

E6A48 

E6A5I 

E6A62 

ESA 13 

A20H2 

C20HI9 

C20H2 

C20H20 

C20H3 

M4B75 

M4BI00 

E20A37 

M4B74 

M4BI0I 

E20A33 

E20A38 

CI3AI03 

CI3AI09 

CI3A249 

CIA50 

CIA46 

CIA8I 

CI7AI 

C20AI4 

168039 

281387 

65X455 

C20AI99 

63X864 

66X796 

47346 

66X736 

63X864 

C20A223 

C20A205 


Condenser (Except Model F) 

Condenser (Model F) 

Cooling Unit (Model A except Model A3) 

Cooling Unit (Model A3) 

Cooling Unit (Models C, D and H) 

Cooling Unit (Model F) 

Cooling Unit (Model J) 

Cooling Unit (Model K) 

Cooling Unit (Model L) 

Evaporator Only (Except Models F, J, K and L) 
Bellows Tube Clamp (Models A-C-D-H) 

Bellows Tube Clamp (Models K and L) 

Bellows Tube Clamp Screw (Models A-C-D-H) 
Thermostat Clamp Screw (Models K and L) 

Bellows Tube Clamp Screw Nut(ModeIs A-C-D-H) 
Float Valve and Mounting Assembly 
(all Model "A" Except A3) 

Float Valve and Mounting Assembly(Model A3 Only) 
Float Valve Clamp Assembly (Model A) 

Float Valve Assembly (all Model "A" except 
A3) 

Float Valve Assembly (Model A3 only) 

Flare Nut for Float Valve Outlet 
Connection (Model A) 

Float Valve Seal Cover (Model A) 

Liquid Receiver Assembly (Models A and C) 

Liquid Receiver Assembly 
(Models D,H,J, X and L) 

Liquid Receiver Assembly (Model F) 

Liquid Receiver Valve (Models A and C) 

Liquid Receiver Valve 
(Models D,H,J, K and L) 

Liquid Receiver Valve (Model F) 

Liquid Receiver Valve Cap 
Liquid Receiver Valve Cap Gasket 
Compressor Pulley Key 
Compressor Pulley Nut 
Compressor Pulley Nut Lockwasher 
Shipping Screw 
Shipping Screw Lockwasher 
Shipping Crate Bolt 
Shipping Crate Bolt Nut 
Shipping Crate Bolt Wing Nut 
Shipping Crate Bolt Lockwasher 
Washer for Compressor Hold-down Screw 
Motor Connecting Cord 


Cat. So. 


Description 


CI5A220 

CI5A3I2 

CI5A22I 

CI5A3II 

CI5A222 

CI5A3I0 

CI5A345 

CI5A95 

C20AI37 

C20AI38 

C20AI40 

C20AI39 

C20A2II 

C20AI35 

C20AI36 

B20A46 

C20A422 

M4BI19 

E2AI5 

M4BI6 

C20A8I 

CI7AI87 

CI7A236 

MI5BI5 

C20A280 

C17A276 

CI7A277 

CI7A300 

CI7A3I7 

CI7A325 

2240589GI02 

8ID8 


Mounting Support (Motor Side)(Models A,C, 

J,K and L 

Mounting Support (Motor Side) 

(Models, D,F,H) 

Mounting Support (Compressor Side)(Models A, 
C,J, K and L) 

Mounting Support (Compressor Side)(Models D, 
F and H) 

Mounting Frame (Models A,C,J, K and L) 
Mounting Frame (Models D and H) 

Mounting Frame (Model F) 

Mounting Spring Assembly (Models A,C,J, K,L) 
Cup Washer for Spring Mounting(Top) 

(Models A,C,J, K and L) 

Cup Washer for Spring Mounting (Bottom) 
(Models A,C,J, K,L) 

Rubber Bushing for Spring Mount ing(Bottom) 
(Models A,C,J, K, L) 

Rubber Bushing for Spring Mounting (Top) 
(Models A,C,J, K and L) 

Rubber Bush ini] for Spring Mounting 
(Beneath Spring)(Models A,C,J,K,L) 

Spring for Spring Mounting 
(Models A,C,J,K and L) 

Screw for Spring Mounting (Models A,C,J, 

K and L) 

Rubber Mounting (Models D, F and H) 

Rubber Mounting Cup Washer (Models D,F and H) 
Expansion Valve (Models C,D and H)- 
Expansion Valve (Model F, K and L) 

Expansion Valve (Model J) 

Control Bracket and Expansion Valve Support 
Screw (Models C, D, F and H) 

Tube and Conductor Assembly (all Model "A" 
Except A3) 

Tube Assembly for Model A3 
Contactor for Model A3 

Four Wire Conductor from Motor to Connection 
Btock (Model A3 Only) 

Tube and Conductor Assembly (Model C) 

Tube and Conductor Assembly (Models D l H) 
Tube and Conductor Assembly (Model F) 

Tube and Conductor Assembly (Model J) 

Tube and Conductor Assembly (Model K, L) 

Motor Control (D49, F49 and H49) 

Heater (D49, F49 and H49) 


Following Parts on Model L Only 


Cat. So. 


Description 


Cat. So. 

Description 

C20H90 

Escutcheon 

Plate for Control 


MI5A7 

Cover with Screw for Control Terminal 

C20H92 

Escutcheon 

Plate (Blank Plate across 

Top 

A20HI4 

Terminal Screw 


Evaporator 

) 


C20H86 

Screw to attach Control to Lamp Housing 

C20H99 

Screw and 1 

Nut Fastening Lamp Housing 

to 

Ml 5A6I 

Outer Temperature Knob 


Evaporator 



A3HI5 

Cord and Socket for Control Light 

MIA242 

Control (1 

15/230 V., D.C.) 


- 

Lamp (C-7, 7 watt, clear, II0/I25V) 


Compressor and Compressor Parts 

Cat. So. Description 

C2IA5I Compressor (Model A) 

C2IA89 Compressor (Model C,D,F,H,J,K and L) 


Note: For parts of Compressors refer to the last pages in this section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-35 — Machine Parts 



ectrical Characteristics and Driving Equipment 


5BC44AB89 or 
S0 2 5BC44AB89A 


5BC44ABI47 or 
S0 2 5BC44ABI47A 


BaBB 


5KC47AB253 or 
5KC47AB279 or 
5KC47AB279A 


5KC47AB302A or 
5KC47AB302 


5KC47AB269 or 
5KC47AB277 or 
5KC47AB277A 


5KC47AB273 or 
5KC47AB278 or 
5KC47AB278A 


5BC44ABI 


5BC44ABI47 or 
5BC44A8I47A 


5KC49BB202 or 


SKC49ABI0 


CONTROL 

MOTOR 
PULLEY 
WITH FAN 

COM¬ 

PRESSOR 

PULLEY 

BELT 

(2 REQ'D) 

MIA54 

C5A406 

C5A54I 

C4A60 

MIA66 

C5A406 

C5A54I 

C4A60 

Ml A54 

C5A406 

C5A54I 

C4A64 

Ml Al 5 

C5A532 

C5A54I 

C4A64 

MIA39 

C5A406 

C5A54I 

C4A60 

M1 A3 5 

C5A532 

C5A54I 

C4A64 

Ml A67 

CSA406 

C5A54I 

C4A60 

MIA39 

C5A532 

C5A54I 

C4A64 

Ml A13 

C5A406 

C5A54I 

C4A60 

MIA60 

C6A533 

C5A54I 

C4A60 


S0 2 

5 

5 

5 


S 

S0 2 

5 

5 



5KC47AB253 or 
5KC47AB279 or 
5KC47AB279A 


: KM.T/.1 'MM 

EBiH 



5KC47AB273 or 
SO 2 5KC47AB278 




S0 2 5KC47AB276 or MlAl 5 

5KC47AB276A 


Ml A66 

C5A406 

C5A54I 

C4A60 

Ml A39 

C5A532 

C5A54I 

C4A64 

Ml A39 


C5A541 

C4A64 

Ml Al 5 

C5A532 

C5A54I 

C4A64 

Ml A39 

C5A406 

C5A54I 

C4A60 

MIA35 

C5A532 

C5A54I 

C4A64 

Ml A67 

C5A406 

C5A54I 

C4A60 

MIA39 

C5A532 

C5A54I 

C4A64 

Ml A13 

C5A406 

C5A54I 

C4A60 



C5A532 

C5A54I 

C4A64 

C5A406 

C5A54I 

C4A60 

C5A532 

C5A54I 

C4A64 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-35 — Machine Parts (Continued) 

Miscellaneous Parts 


CAT. NO. 


NAME OF PART 


CAT. NO. 


NAME OF PART 


CI3A236 Condenser 

EGA 10 Evaporator 

CI5A2II Frame Assembly 

CI3A82 Liquid Receiver Assembly 

CIA46 Liquid Receiver Valve Assembly 

CI7AI Liquid Receiver Valve Cap 

C20AI4 Liquid Receiver Valve Cap Gasket 

C20AI6I Liquid Receiver Support 

M4B224 Float Valve 

C20AI76 Frame Mounting Support 

C20AI38 Cup Washer for Rubber Mounting (Bottom) 

C20AI37 Cup Washer for Rubber Mounting (Top) 

C20AI36 Screw for Rubber Mounting 

C20AI40 ' Cushion for Rubber Mounting (Bottom) 

C20AI77 Cushion for Rubber Mounting (Top) 


C20AI78 

C20A222 

C20AI79 

C20A54 

C20A57 

281387 

65X455 

168039 

C20A223 

4389698G6 

8ID29 

NP60532 

C20A97 


Housing for Condensing Unit (Sides) for Model 
A Units and B30I-B379 

Housing for Condensing Unit (Sides) for Model 
B Units except B30I-B379 
Housing for Condensing Unit (Top) 

Bel lows Tube Clamp 

Screws for Bellows Tube Clamp 

Compressor Pulley Nut 

Compressor Pulley Nut Lockwasher 

Compressor Pulley Key 

Washer for Motor Hold-down Screw 

Contactor for Model A3 

Heater for Model A3 

Escutcheon Plate for Control 

Screw and Nut for Escutcheon Plate 


Compressor and Compressor Parts 

Determine Catalog Number of Compressor from Nameplate on Compressor or stamping on Compressor Block. 
From this Catalog Number of the Compressor, refer to last pages of this section to determine Catalog 
Numbers of various Compressor Renewal Parts. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


HOUSEHOLD REFRIGERATING MACHINE PARTS 

Model CM-311 


Electrical Characteristics and Driving Equipment 


Model 

Volts 

Cycles 

H.P. 

Phase 

R.P.M. 

Gas 

Motor 

Control 

Motor 
PuUey 
with Fan 

Com¬ 

pressor 

Pulley 

Belt 

(2 Req’d) 

Motor 

Capacitor 

Motor 

Brush 

(2 Req’d) 

A1 

115 

D.C. 

H 

H 

% 

H 


1725 

SO 2 

5BC42AB190 

M1A74 

C5A700 

C5A541 

C4A123 


4218692 

A2 

230 

D.C. 


1725 

so 2 

5BC42AB191 

M1A77 

C5A700 

C5A541 

C4A123 


4218692 

A12 

110 

25 


1425 

so 2 

5KC49BB414 

M1A76 

C5A701 

C5A541 

C4A99 

9CG106S1 

A16 

110 

60 

1 

1725 

so 2 

5KC45AB319A 

M1A72 

C5A700 

C5A541 

C4A123 

9CG101S14 



Mechanical Parts and Frame 


Name of Part Cat. No. 

Condenser Complete. C13A167 

Compressor Pulley Key. 168039 

Compressor Pulley Nut. 281387 

Compressor Pulley Nut Lockwasher. 65X455 

Condensing Unit Support (Motor Side). C15A221 

Condensing Unit Support (Compressor Side). C15A220 

Liquid Receiver. C13A166 

Liquid Receiver Valve. C1A57 

Condensing Unit Mounting Frame. C15A267 

Spring Support Assembly. C15A95 

Spring Support Screw. C20A136 

Spring Support Cup Washer (Top). C20A137 

Spring Support Cup Washer (Bottom). C20A138 

Spring Support Mounting Cushion (Top). C20A139 

Spring Support Mounting Cushion (Bottom). C20A140 

Spring Support Spring. C20A135 

Washer for Motor Hold-down Screw. C20A223 

Tube and Conductor Assembly. C17A238 

Motor Connecting Cord. C20A205 


Name of Part Cat. No. 

Cooling Unit Complete. E6A21 

Evaporator Complete. E6A17 

Evaporator Supporting Screw. C20A81 

Evaporator Supporting Screw Nut. 13919 

Bellows Tube Clamp. C20H19 

Bellows Tube Clamp Screw. C20H20 

Float Valve and Mounting Assembly. M4B56 

Float Valve Assembly with Suction Line, Fittings and 

Nuts.. M4B55 

Assembly of Float Valve Clamp, Support, and Screw E20A39 

Float Valve Seal Cover. E20A32 

Flare Nut for Float Valve Outlet Connection. E20A33 

Shipping Screw. C20A199 

Shipping Screw and Shipping Crate Bolt Lockwasher. 63X864 

Shipping Crate Bolt. 66X796 

Shipping Crate Bolt Nut. 47346 

Shipping Crate Bolt Wing Nut. 66X736 

Escutcheon Plate for Control. NP64072 

Screw and Nut for Escutcheon Plate. C20A97 


COMPRESSOR AND COMPRESSOR PARTS 

Determine Catalog Number of Compressor from Nameplate on Compressor or stamping on Compressor Block. From this 
Catalog Number of the Compressor, refer to last pages of this section to determine Catalog Numbers of various Compressor 
Renewal Parts. 


Always Give Catalog Number 


Revised ApriI 1941 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Model CM-312 - Machine Parts 


Electrical Characteristics and Driving Equipment 


MODEL 

VOLTS 

CYCLES 

H.P. 

PHASE 

R.P.M. 

GAS 

MOTOR 

MOTOR 
PULLEY 
WITH FAN 

COM¬ 

PRESSOR 

PULLEY 

BELT 

(2 REQ'D) 

CONTROL 

A1 

1 15 


KB 



SOs 

5BC42ABI90 

C5A507 


C4A99 

MIA74 


1 15 

M’flfll 

HH 

- 


F 12 

5BC42AB190 

C5A507 


C4A99 

MIA74 

J16 

110 

60 

1/6 

1 

1725 

F 12 

5KC45AB395 

5KC45AB403 

C5A507 

C5A54I 

C4A99 

MIA72 


1 15 

D.C. 

1/6 

" 

1725 

F12 

5BC42AB190 

C5A507 

C5A54I 

C4A99 

MIA74 


Mechanical 


Description 


Cat. Ho. 

C13A129 Condenser Complete (Model A) 

C13A102 Condenser Complete (Models J, K) 

E6A29 Evaporator with Float Valve (Model A) 

E6A30 Evaporator only (Model A) 

M4BI76 Float Valve and Tube Assembly 

C20A8I Float Valve Supporting Screw 

13919 Float Valve Supporting Screw Nut 

C20A47I Float Valve Supporting Screw Washer (Fiber) 

C20A83 Float Valve Supporting Screw Washer (steel) 

E6A56 Evaporator with Expansion Valve (Model J) 

E6A57 Evaporator with Expansion Valve (Model K) 

E6A58 Evaporator only (Model J) 

E6A59 Evaporator only (Model K) 

M4BII9 Expansion Valve (Model J, K) 

C20HI9 Thermostat Clamp 

C20H20 Thermostat Clamp Screw 

NP67687 Escutcheon Plate (Models A, J) 

NP67685A Escutcheon Plate (Model K) 

C20H30 Control Bracket (Model A, J) 

C20H33 Control Bracket Screw (Model A, J) 

C20A472 Control Bracket Screw Washer (Models A, J) 

C20H33 Escutcheon Plate Screw (Right) (Model A) 

C20H32 Escutcheon Plate Screw (Right) (Model j) 


Parts and 

Cat. Ho. 

C20H3I 

CI3AI28 

CI3AI09 

CIA57 

CIA46 

168039 

281387 

65X955 

CI5A222 

CI5A22I 

CI5A220 

CI5A95 

C20AI36 

C20AI37 

C20AI38 

C20AI39 

C20AI40 

C20A2II 

C20AI35 

C20A205 

CI7A296 

CI7A33I 

CI7A332 


Frame 


Descript ion 


Escutcheon Plate Screw (Left) (Models A, J) 
Liquid Receiver Assembly (Model A) 

Liquid Receiver Assembly (Models J, K) 
Liquid Receiver Valve (Model A) 

Liquid Receiver Valve (Models J, K) 
Compressor Pulley Key 
Compressor Pulley Nut 
Compressor Pulley Nut Lockwasher 
Mounting Frame for Unit 
Mounting Support (Compressor Side) 

Mounting Support (Motor Side) 

Mounting Spring Assembly 
Screw 

Cup Washer (Top) 

Cup Washer (Bottom) 

Mounting Cushion (Top) 

Mounting Cushion (Bottom) 

Mounting Cushion (Beneath Spring) 

Spring 

Motor Connecting Cord (Model A) 

Tube and Conductor Assembly (Model A) 

Tube and Conductor Assembly (Model j) 

Tube and Conductor Assembly (Model K) 


Compressor 

Cat. Ho. 

C2IA76 

C2IA9I 


and Compressor Parts 

Description 

Compressor (Model A) 

Compressor (Model J, K) 


Note: For Parts of Compressors Refer to the Last Pages in This Section. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Compressors 


CAT. NO. 

C2IA65 

or 

C2IA77 

C2IASI 

C2IA9I 

C2IA89 

C2IA99 

C2IA74 

C2IA76 

C2IA9I 

C2IAI9It 

C2IAI69] 


Description 


Compressor Complete for CB-IF and L; CB-2D, F and L; CB-3D, F and L; CM-IP; CM-2L and M; CD—11C 

Compressor Complete for CD—IC and D; CD-2C; CD-3C; CM32A and B; CM-33A and B; CM-39A; CM-35B 

Compressor Complete for CM-32C, D, F, H, and J; CM-33C, D, H, J, and K; CM—312J and K 

Compressor Complete for CM-39C, D, F, H, J, and K 

Compressor Complete for CM-35A 

Compressor Complete for CM—311A 

Compressor Complete for CM-3I2A; CM-32E; CM-33E 

Compressor Complete for CM-32K, L ; CM33L, M 


Always Give Catalog Number 


Revised April 1991 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


RENEWAL PARTS FOR CATALOG NO. C2IA49 COMPRESSOR 


CAT. NO. NAME OF PART 

C8A22 Cylinder Head 

Cl IASS Cylinder Head Gasket 

020AI54 Cylinder Head Cap Screw 

CI0AI07 Valve Plate Complete with Valves 

CIOAIII Valve Plate 

CI0A73 Discharge Valve 

CI0A74 Discharge Valve Retainer 

CI0A76 Discharge Valve Clamp 

CI0A77 Discharge Valve Spacer 

C20AI0 Discharge Valve Clamp Screw 

CI0A75 Discharge Valve Spring 

CIOAI12 Intake Valve 

C20AII Intake Valve Screw 

CI0AII3 Intake Valve Retainer 

CIOAI14 Intake Valve Spring 

CIIA5I Gasket for Valve Plate (1/64") 

CIIA53 Gasket for Valve Plate (1/32") 

CI7AI06 Oil Filler Plug 

CIIA37 Oil Filler Plug Gasket 

CI6A6I Crankcase Cover (Compressor Base) 

CIIA60 Crankcase Cover Gasket 

C20AI59 Crankcase Cover Cap Screws 

CI6AI53 "Removable Shaft Seal Assembly 
CI6A36 Shaft Seal Clamping Plate 

C20A95 Shaft Seal Clamping Plate Cap Screw 

"Refer to Installation and Service Material Section 


CAT. NO. NAME OF PART 

CIIA22 Shaft Seal Gasket 

C20AI58 Shaft Thrust Adjustment Screw and Nut 

CI2AI Shaft Thrust Ball 

CIA40 Service Valves 

CI7AI Service Valve Cap 

C20AI4 Service Valve Cap Gasket 

AI9X46 Service Valve Pipe Plug 

C20AI55 Sealing Nut (Shaft Thrust Plug) 

CIIA6I Gasket for Sealing Nut (Shaft Thrust PIug Gasket) 
C9A68 Crankshaft 

C9A7I Piston Complete with Piston Pin (Std.) 

C9A72 Piston Complete with'Pi ston Pin (0.010" Oversize) 

C9A95 Piston Completewith Piston Pin (0.003" Oversize) 

C9A96 Piston Complete with Piston Pin (0.005" Oversize) 

C9A97 Piston Pin (0.4373" Dia.) 

C9A98 Piston Pin (0.4374" Dia.) 

C9A99 Piston Pin (0.4375" Dia.) 

58X295 Piston Pin Safety Set Screw 

C9A70 Connecting Rod with .4378" Dia. Piston Pin Bushing 

C9AI08 Connecting Rod with .4379" Dia. Piston Pin Bushing 

C9AI09 Connecting Rod with .4380" Dia. Piston Pin Bushing 

C9A69 Eccentric Assembly 

C20AI56 Eccentric Set Screw and Nut (Short) 

C20AI57 Eccentric Set Screw and Nut (Long) 

246750 Eccentric Key 

of Catalog for Parts of the Assembly. 


RENEWAL PARTS FOR CATALOG NO. C2IA5I COMPRESSOR 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 

C8A92 

Cylinder Head 

C20AII 

Intake Valve Retainer Screw 

C20A6 

Cylinder Head Cap Screw 

Cl 1A160 

Gasket for Valve Plate (0.011") 

ClIAI65 

Cylinder Head Gasket 

ClIAI6I 

Gasket for Valve Plate (0.015") 

CI0AI22 

fValve Plate Assembly with Valves 

Cl 1A162 

Gasket for Valve Plate (0.020") 

CIOAI23 

■j-Valve Plate 

CI6AI34 

""Removable Shaft Seal Assembly 

CI0A229 

Discharge Valve 

ClIA22 

Shaft Seal Gasket 

CIOAI24 

Discharge Valve Primary Spring 

CI6A36 

Shaft Seal Clamping Plate 

CIOAI26 

Discharge Valve Retainer 

C20AS5 

Shaft Seal Clamping Plate Cap Screw 

CIOAI27 

Discharge Valve Spring 

CI6A6I 

Crankcase Cover (Compressor Base) 

CI0A76 

Discharge Valve Clamp 

ClIA60 

Crankcase Cover Gasket 

C20AI0 

Discharge Valve Clamp Screw 

C20AI59 

Crankcase Cover Cap Screw 

CI0A77 

Discharge Valve Spacer 

C20AI97 

Sealing Nut (Shaft Thrust Plug) 

CIOAI28 

Intake Valve 

CIIA6I 

Sealing Nut Gasket 

CIOAI29 

tlntake Valve Retainer 

C20AI98 

Thrust Disc 

CIOAI30 

Intake Valve Spring 

CI2AI 

Shaft Thrust Bal1 

CI0AI3I 

tlntake Valve Spacer 




"‘Refer to Installation and Service Material Section of Catalog for Parts of the Assembly. 

fWhen present stock of CI0AI22 Valve Plate Assemblies is exhausted, Cat. No. CI0A227 Valve Plate 
Assembly will be substituted. These Assemblies are identical except for parts marked (t). For Cat. 
No. CI0A227 Assembly order CI0A228 Valve Plate; CI0A230 Intake Valve Spacer; CI0A23I Intake Valve 
Retainer. 

IMPORTANT: Before ordering any of the parts marked (t) be sure to determine identity of Valve Plate 
Assembly. The CI0A227 Assembly is distinguished by an annular groove in the Valve Plate 
around the Discharge and Intake Valve seats which does not appear on the CI0AI22 Assembly. 


Always Give Catalog Number 


Revised March 1939 
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GENERAL ELECTRIC COMPANY :: 

APPLIANCE AND MERCHANDISE DEPARTMENT 

CAT. NO. 

RENEWAL PARTS for catalog no. 

NAME OF PART 

C 2 1 A 5 1 

CAT. NO 

COMPRESSOR (CONTINUED) 

name OF PART 


CI6A73 

Crankcase Complete with Plugs, Gasket, Strainer, 

C9AI00 

Connecting Rod with .4379" Dia. PistonPin 

3ushing 


and Screen 

CSAI0I 

Connect ing Rod with .4380" Dia. PistonPin 

Bushing 

AISA5 

Crankcase Pipe Plug 

C9A89 

Crankshaft 


CI7AI06 

Oil r iller Plug 

C20A2I2 

Thrust Washer 


Cl IA37 

Oil Filler Plug Gasket 

C9A90 

Eccentric Assembly 


CI4AI5 

Suction Port Stra[ner 

C20A2I4 

Eccentric Clamp with Nuts and Lockwashers 

C20A27I 

Screen Assembly 

C20A2I3 

Huts for Clamp 


C9A7I 

Piston Complete with Piston Pin (Std.) 

246750 

Eccentric Key 


C9A95 

Piston Complete with Piston Pin (.003" Oversize) 

CIA5I 

Service Valve (except for CM-35 Unit) 


C9AS6 

Piston Complete with Piston Pin (.005" Oversize) 

CIA53 

Service Valve (CM-35 Unit) 


C9A72 

Piston Complete with Piston Pin (.010" Oversize) 

CI7AI 

Service Valve Cap 


C9A97 

Piston Pin (.4373" Dia.) 

C20AI4 

Service Valve Cap Gasket 


C9A98 

Piston Pin (.4374" Dia.) 

A19X46 

Service Valve Pipe Plug 


C9AS9 

Piston Pin (.4375" Dia.) 

ClIAI16 

'Service Valve Gasket 


58X295 

Piston Pin Safety Set Screw 

Cl 1A18 

"Service Valve Gasket 


C9A93 

Connecting Rod with .4378"D ia. Piston Pin Bushing 

C20A207 

Service Valve Cap Screw 



'Gaskets are not interchangeable. Replace defective gasket with one of same design. Cat. CIIAII6 is 
a composition gasket while Cat. Cl 1A18 is a copper and lead gasket. 




RENEWAL PARTS FOR CATALOG NO. 

C2IA65 AND C2IA74 COMPRESSORS 


CAT. NO. 

NAME OF PART 

CAT. NO. 

NAME OF PART 


C8A92 

Cylinder Head 

C20A2I2 

Shaft Thrust Washer 


CIIAI65 

Cylinder Head Gasket 

C20AI97 

Shaft Thrust Plug (Sealing Nut) 


C20A6 

Cylinder Head Cap Screw 

ClIA6I 

Shaft Thrust Plug Gasket 


CI0AI22 

tValve Plate Complete with Valves 

C20AI98 

Thrust Plug Disc 


CI0AI23 

tValve Plate 

CI2AI 

Shaft Thrust Bal1 


CI0A229 

Discharge Valve 

CIA62 

Service Suction Valve 


CI0AI24 

Discharge Valve Primary Spring 

CI7AI 

Service Suction Valve Cap 


CI0AI26 

Discharge Valve Retainer 

C20AI4 

Service Suction Valve Cap Gasket 

CI0AI27 

Discharge Valve Spring 

ClIAI16 

'Service Discharge Valve Gasket 


CI0A77 

Discharge Valve Spacer 

ClIAI8 

'Service Discharge Valve Gasket 


CI0A76 

Discharge Valve Clamp 

C20A27 

Service Suction Valve Cap Screw 


C20AI0 

Discharge Valve Clamp Screw 

CIA5I 

Service Discharge Valve 


CI0AI28 

Intake Valve 

CI7AI 

Service Discharge Valve Cap 


CI0AI30 

Intake Valve Spring 

C20AI4 

Service Discharge Valve Cap Gasket 

CI0AI3I 

tlntake Valve Spacer 

ClIAI 16 

'Service Discharge Valve Gasket 


CI0AI29 

tlntake Valve Retainer 

Cl IAI 8 

'Service Discharge Valve Gasket 


C20AI1 

Intake Valve Retainer Screw 

C20A207 

Service Discharge Valve Cap Screw 

ClIAI60 

Valve Plate Gasket (0.011"' 

A19X218 

Service Valve Flare Nuts 


CIIAI6I 

Valve Plate Gasket (0.015") 

A19X70 

Service Valve Bonnets 


ClIAI62 

Valve Plate Gasket (0.020") 

C9A7I 

Piston Complete with Piston Pin 

(Std.) 

CI6A87 

Crankcase Complete with Plug, Gasket, Strainer 

C9A95 

Piston Complete with Piston Pin 

(0.003" Oversize) 


and Screen 

C9A96 

Piston Complete with Piston Pin 

(0.005" Oversize) 

CI7AI06 

Crankcase Oil Plug 

C9A72 

Piston Complete with Piston Pin 

(0.010" Oversize) 

CIIA37 

Crankcase Oil Plug Gasket 

C9A97 

Piston Pin (0.4373" Dia.) 


C20A27I 

Screen Assembly 

C9A98 

Piston Pin (0.4374" Dia.) 


CI4AI5 

Suction Port Strainer 

C9A99 

Piston Pin (0.4375" Dia.) 


CI6A6I 

Compressor Base (Crankcase Cover) 

58X295 

Piston Pin Safety Set Screw 


CIIA60 

Compressor Base Gasket 

C9AI 14 

Connecting Rod with .4378" Dia. 

Piston Pin 

C20AI59 

Compressor Base Cap Screw 


Bearing (Shaft Ext. Side) 


CI6AI34 

"lemovable Shaft Seal Assembly 

C9AI15 

Connecting Rod with .4379" Dia. 

Piston Pin 

CI6A36 

Shaft Seal Clamping Plate 


Bearing (Shaft Ext. Side) 


ClIA22 

Shaft Seal Gasket 

C9AI16 

Connecting Rod with .4380" Dia. 

Piston Pin 

C20A95 

Shaft Seal Cap Screws 


Bearing (Shaft Ext. Side) 


C9A89 

Crankshaft 

C9AI17 

Connecting Rod with .4378" Dia. 

Piston Pin 

C9A90 

Eccentric Assembly 


Bearing (Thrust Side) 


C20A2I4 

Eccentric Clamp with Huts and Lockwashers 

C9A1I8 

Connecting Rod with .4379" Dia. 

Piston Pin 

C20A2I3 

Eccentric Clamp Nut 


Bearing (Thrust Side) 


246750 

Eccentric Key 

C9AI19 

Connecting Rod with .4380" Dia. 

Piston Pin 




Bearing (Thrust Side) 



'Gaskets not interchangeable. Replace defective gasket with one of same design, Cat. CIIAII6 is a 
composition gasket while Cat. CIIAI8 is a copper and lead gasket. 

"Refer to Installation and Service Material Section of Catalog for Parts of the Assembly. 

■fWhen present stock of CI0AI22 Valve Plate Assemblies is exhausted, Cat. No. CI0A227 Valve Plate 
Assembly will be substituted. These assemblies are identical except, for parts marked (t). For Cat. 
No. CI0A227 Assembly order CI0A228 Valve Plate; CI0A230 Intake Valve Spacer; CI0A23I Intake Valve 
Retainer. 

IMPORTANT: Before ordering any of the parts marked (t) be sure to determine identity of Valve Plate 
Assembly. The CI0A227 Assembly is distinguished by an annular groove in the Valve Plate around the 
Discharge and Intake Valve Seats which does not appear on the CI0AI22 Assembly. 

_ Always Give Catalog Number ___ 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AN 


MERCHANDISE DEPARTMENT 


RENEWAL PARTS FOR CATALOG NO. C2IA89 COMPRESSOR 


CAT. NO. NAME OF PART 

C8A92 Cylinder Head 

C11A165 Cylinder Head Gasket 

C20A346 Cylinder Head Cap Screw 

CI0A227 Valve Plate Complete with Valves 
CI0A228 Valve Plate 

CI0A229 Discharge Valve 

CI0AI24 Discharge Valve Primary Spring (on Top of Valve) 

CIOAI27 Discharge Valve Spring (On Top of Retainer) 

CI0AI26 Discharge Valve Retainer 

CI0A77 Discharge Valve Spacer 

OIOA76 Discharge Valve Clamp 

C20AI0 Discharge Valve Clamp Screw 

CI0AI28 Intake Valve 

CI0AI30 Intake Valve Spring 

CI0A230 Intake Valve Spacer 

CI0A23I Intake Valve Retainer 

C20AII Intake Valve Retainer Screw 

CIIAI60 Valve Plate Gasket (0.01 I") 

Cl IA161 Valve Plate Gasket (0.015") 

C11A162 Valve Plate Gasket (0.020") 

CI6AI00 Crankcase Complete with Oil Plug, and Gasket 
Suction Port Strainer, and Screen 
CI7AI06 Oil Fill Plug 

CIIA37 Oil Fill Plug Gasket 

CI4AI5 Suction Port Strainer 

C20A27I Screen Assembly 

CI7A5 Elbow for Crankcase Control Connection 

CI6AI0I Crankcase Cover (Compressor Base) 

CIIA60 Crankcase Cover Gasket 

C20A330 Crankcase Cover Cap Screw 

C9AI23 Piston Complete with Pistm Pin (Std.) 

C9AI26 Piston Complete with Pistjn Pin (0.003" Oversize) 

C9AI25 Piston Complete with Piston Pin (0.005" Oversize) 

'Refer to Installation and Service Material Secti 


CAT. NO. NAME OF PART 

C9AI24 Piston Complete with Piston - Pin (0.010" Oversize) 
C9AI30 Piston Pin (0.4998" Dia.) 

C9AI3I Piston Pin (0.4999" Dia.) 

C9AI32 Piston Pin (0.5000" Dia.) 

C9AI27 Connect ing Rod with .5001" Dia.Piston Pin Bushing 

C9AI28 Connect ing Rod with .5002" Dia.Piston Pin Bushing 

C9AI29 Connect ing Rod with .5003" Dia.Piston Pin Bushing 

C9A89 Crankshaft 

C20A2I2 Crankshaft Thrust Washer 

C20AI98 Crankshaft Thrust Disc 

CI2AI Crankshaft Thrust Ball 

C20AI97 Sealing Nut (Shaft Thrust Plug) 

CIIA6I Sealing Nut Gasket 

C9AI58 Eccentric Assembly 

C20A214 Eccentric Clamp Assembly 

246750 Eccentric Key 

C 1 6A 134 'Removable Shaft Seal Assembly 

CI6A36 Shaft Seal Clamping Plate 

CIIA22 Shaft Seal Clamping Plate Gasket 

C20A33I Shaft Seal Clamping Plate Cap Screw 

CIA30 Service Suction Valve 

CI7AI Service Suction Valve Cap 

C20AI4 Service Suction Valve Cap Gasket 

Cl IAi16 Service Suction Valve Gasket 

C20A200 Service Suction Valve Cap Screw (Model "A" Units) 

C20A332 Service Suction Valve Cap Screw (Model "B" Units) 

AI9X33 Service Suction Valve Flare Nut 

AI9X67 Service Suction Valve Flare Seal Bonnet 

CIA5I Service Discharge Valve 

CI7AI Service Discharge Valve Cap 

C20AI4 Service Discharge Valve Cap Gasket 

CIIAII6 Service Discharge Valve Gasket 

C20A3I2 Service Discharge Valve Cap Screw 

on of Catalog for Parts of the Assembly. 


RENEWAL PARTS FOR CATALOG NO. C2IA9I COMPRESSOR 


CAT. NO. NAME OF PART 

C8AG2 Cylinder Head 

C20A346 Cylinder Head Cap Screws 

CIIAI65 Cylinder Head Gasket 

CI0A227 Valve Plate Assembly with Valves 

CI0A228 Valve Plate 

CI0A229 Discharge Valve 

CI0AI24 Discharge Valve Primary Spring (on Top of Valve) 

CI0AI26 Discharge Valve Retainer 

CI0AI27 Discharge Valve Spring (on Top of Retainer) 

CIGA76 Discharge Valve Clamp 

C20AI) Discharge Valve Clamp Screws 

CI0A77 Discharge Valve Spacer 

CI0AI28 Intake Valve 

CI0A23I Intake Valve Retainer 

CI0AI30 Intake Valve Spring 

CIOA230 Intake Valve Spacer 

C20AII Intake Valve Retainer Screw 

CIIAI60 Valve Plate Gasket (0.011") 

CIIAI6I Valve Plate Gasket (0.015") 

CIIAI62 Valve Plate Gasket (0.020") 

CI6AI34 'Removable Shaft Seal Assembly 
ClIA22 Shaft Seal Gasket 

CI6A36 Shaft Seal Clamping Plate 

C20A33I Shaft Seal Clamping Plate Cap Screws 

CI6AIO0 Crankshaft Complete with Plugs, Gasket, Suction 

Port Strainer and Screen 
AI9A5 Pipe Plug for Crankcase 

CI7AI06 Oil Fill Plug 

CIIA37 Oil Fill Plug Gasket 

CI4AI5 Suction Port Strainer 

C20A27I Screen Assembly 

CI6AI0I Crankcase Cover (Compressor Base) 


CAT. NO. NAME OF PART 

C1 I AGO Crankcase Cover Gasket 

C20A330 Crankcase Cover Cap Screw 

246750 Key for Eccentric 

C9A9I Eccentric Assembly 

C20A2I4 Eccentric Clamp Assembly 
C9AI23 Piston Complete with Piston Pin and Safety Set 
Screw (Std.) 

C9AI26 Piston Complete with Piston Pin and Safety Set 
Screw (0.003" Oversize) 

C9AI25 Piston Complete with Piston Pin and Safety Set 
Screw (0.005" Oversize) 

C9AI24 Piston Complete with Piston Pin and Safety Set 
Screw (0.010" Oversize) 

C9AI30 Piston Pin (0.4998" Dia.) 

C9AI3I Piston Pin (0.4999" Dia.) 

C9AI32 Piston Pin (0.5000" Dia.) 

C9AI33 Connect ing Rod with .5001" Dia.Piston Pin Bushing 

C9AI34 Connect ing Rod with .5002" Dia.Piston Pin Bushing 

C9AI35 Connecting Rod with .5003" Dia.Piston Pin Bushing 

C9A89 Crankshaft 

C20A2I2 Crankshaft Thrust Washer 

C20AI98 Crankshaft Thrust Disc 

CI2AI Crankshaft Thrust Ball 

C20AI97 Sealing Nut (Shaft Thrust Plug) 

CIIA6I Sealing Nut Gasket 

CIA54 Service Discharge Valve 

CIA55 Service Suction Valve 

CI7AI Service Valve Cap 

C20AI4 Service Valve Cap Gasket 

C11AI 16 Service Valve Gasket 

C20A3I2 Service Valve Cap Screw 


'Refer to Installation and Service Material Section of Catalog for Parts of the Assembly. 


Always Give Catalog Number 


Household Refrigerat i ng Mach ines - Page 26 


Revised March 1 939 










GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Cat. No. 

C8AI02 

CI7AI46 

ClIA247 

C20A523 

CIOA3I5 

CI0A3I6 

CI0A279 

CI0A280 

C20A524 

60X366 

C20A626 

CI0A306 

CIIA269 

CIIA276 

C16A176 

C17A106 

CIIA37 

C14AI5 

C20A27I 

C20A790 

C20A79I 

AI9A6 

C16 A 101 

CIIA60 

C20A330 

C9AI82 

C9AI83 

C9AI84 


RENEWAL PARTS FOR CAT. NO. C2IAI4I AND C2IAI69 COMPRESSORS 


Description 

Cat. Ho. 

Description 

Cylinder Head With Control Connection Tee 

Control Connection Tee 

C9AI85 

Piston Complete With Piston Pin (.003" Over¬ 
size) 

Cylinder Head Gasket 

C9AI30 

Piston Pin (.4998" Dia.) 

Cylinder Head Cap Screw 

C9AI3I 

Piston Pin (.4999" Dia.) 

Valve Plate Complete With Discharge Valve 

C9AI32 

Piston Pin (.5000" Dia.) 

Valve Plate 

C9AI33 

Connecting Rod With .5001’ Piston Pin Bearing 

Discharge Valve 

C9AI34 

Connecting Rod With .5002” Piston Pin Bearing 

Discharge Valve Retainer 

C9AI35 

Connecting Rod With .5003" Piston Pin Bearing 

Discharge Valve Retainer Screw 

C9A89 

Crankshaft 

Discharge Valve Retainer Screw Lockwasher 

C20A2I2 

Crankshaft Thrust Washer 

Dowel Pin 

CI2AI 

Crankshaft Thrust Ball 

Intake Valve And Gasket 

C20AI97 

Crankshaft Thrust Plug 

Intake Valve Gasket (.0037" Thick) (On Top 

C20AI98 

Crankshaft Thrust Disc 

Of Valve) 

CIIA6I 

Crankshaft Thrust Plug Gasket 

Intake Valve Gasket (.028" Thick) (On Bottom 

C9AI59 

Eccentric Assembly 

Of Valve) 

C20A526 

Eccentric Clamp With Screws and Lockwashers 

Crankcase With Oil Fill Plug & Gasket, Strain¬ 

C20A527 

Eccentric Clamp Screw 

er & Screen) 

66X896 

Eccentric Clamp Screw Lockwasher 

Oil Fill Plug 

246750 

Eccentric Key 

Oil Fill Plug Gasket 

C16 A134 

Removable Shoulder And Shaft Seal Assembly 

Suction Port Strainer 

Screen Assembly (C2IAI4I) 

CI6A88 

Bellows Assembly With Removable Shoulder & 
Washer 

Oil return baffle plate (C2IAI68) 

CI6A89 

Clamping Plate 

Oil return baffle plate screw (C2IAI68) 

CIIA22 

Clamping Plate Gasket 

Pipe Plug 

CI6A36 

Shaft Seal Clamping Plate (Original) 

Crankcase Cover (Compressor Base) 

CIIA22 

Shaft Seal Clamping Plate Gasket 

Crankcase Cover Gasket 

C20A33I 

Shaft Seal Clamping Plate Cap Screw 

Crankcase Cover Cap Screw 

CIA5I 

Service Valves (Suction And Discharge) 

Piston Complete With Piston Pin (St'd) 

CI7AI 

Service Valve Cap 

Piston Complete With Piston Pin (.010" Over¬ 

C20AI4 

Service Valve Cap Gasket 

size) 

CIIAII6 

Service Valve Gasket 

Piston Complete With Piston Pin (.005" Over- 

C20A3I2 

Service Valve Cap Screw 


size) 


Always Give Catalog Number 
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GENEBAL ELECTBIC COMPANY 


APPLIANCE AND MEHCHANDISE DEPARTMENT 


REFRIGERATING MACHINES 


Model AC-62-AA, AC-62-CA Machine—Parts 








AC- 62 -AA 

AC-62-CA 

Description 

AC-62-AA 

AC-62-CA 

Description 

WE 9X 1A 

WE 9X 1A 

Temperature Control 

N34P13004 

_ 

Screw for Evap. Back (#6-32x1/2") 

WE 2X 72 

WE 2X 72 

Knob for Control with Indicator 

WE 

IX 68 

- 

Washer for Screw 

we 2 X 73 

we 2 X 73 

Indicator for Knob 

WE 

IX 69 

- 

Nut for Screw 

WE IX 83 

WE IX 83 

Screw for Knob (#6-32x7/16") 

WE 

2X226 

wb49X 7 

Spring for Compressor Mounting 

WE 2X 29 

WE 2X 29 

Control Terminal Cover & Screw 

WE 

2X225 

wb49X 8 

Support for Spring 

N44P13008C 
we 8x 6 

N44P13008C 
we 8x 6 

Screw for Cover (#6-32x1/2") 

Bellows 

WE 

2X200 

“ 

Screw & Lockwasher for Support 
(# 10 - 32 x 3 / 8 ") 

WE 2X 74 
N53P14005 

WE 2 X 74 
N53P14005 

Bellows Tube Clamp 

Screw for Bellows Tube Clamp 

(# 6 - 32 x 1 1/4") 

WE 

2X214 


Screw & Lockwasher for Support 
(#12-24x7/16") Oversize to re¬ 
place WB2X200) 

WE 7X 2 

we 7X 6 

Belay 


- 

N13P21010C 

Screw for Support (1/4-20x5/8") 

WE IX 78 

WE IX 78 

Screw for Terminal (#6-32x1/4") 


- 

n4o4p25B 

Lockwasher for Screw 

WE IX 84 

WE IX 84 

Screw for Terminal (#6-32x1/2") 

WE 

3X 27 

WE 3X 25 

Escutcheon for Control 

WE 2X111 

WE 2X112 

WE 2X111 

WE 2X112 

Spring Clamp 

Backplate for Relay 

WE 

IX 59 

WE IX 59 

Screw for Escutcheon-Escutcheon to 
Evaporator (#6xl/2" Self Tap.) 

WE 23 X 3 

WB23X 18 

Connector Cord Assembly 

WE 

IX 6o 

WE IX 60 

Washer for Screw 

WE 2X 99 

we 2x499 

Evaporator Back 

WE 

1x105 

WE 1X105 

Screw-Escutcheon to Control 
(# 8 - 32 x 1 / 2 ") 


Model AC-82-AA, AC-82-CA Machine—Parts 


Cataloe Number 

Description 



Description 

AC-82-AA 

AC-82-CA 

AC-82-AA 

AC- 82 -CA 

WE 9X 1A 

WE 9X 1A 

Temperature Control 

WE 

IX 68 

_ 

Washer for Screw 

WE 2X 72 

WE 2X 72 

Knob for Control with Indicator 

WE 

ix 69 

- 

Nut for Screw 

WE 2 X 73 

we 2 X 73 

Indicator for Knob 

WE 

2X226 

WB49X 7 

Spring for Compressor Mounting 

WE IX 83 

WE IX 83 

Screw for Knob (#6-32x7/l6") 

WE 

2X225 

WB49X 8 

Support for Spring 

WE 2X 29 

WE 2X 29 

Control Terminal Cover and Screw 

WE 

2X200 

- 

Screw & Lockwasher for Support 

N44P13008C 

n44pi3008c 

Screw for Cover (#6-32x1/2") 




(# 10 - 32 x 3 / 8 ") 

we 8x 6 

WE 8 X 6 

Bellows 

WE 

2X2l4 

- 

Screw & Lockwasher for Support 

WE 2X 74 

WE 2 X 74 

Bellows Tube Clamp 




(#12-24x7/16"- Oversize to re- 

N 53 P 14005 

N53P14005 

Screw for Bellows Tube Clamp 




place WB2X200) 



(# 6 - 32 x 1 1/4") 


- 

N13P21010C 

Screw for Support (1/4-20x5/8") 

WE 7X 2 

we tx 6 

Belay 


- 

N4o4P25B 

Lockwasher for Screw 

we ix 78 

WE IX 78 

Screw for Terminal (#6-32x1/4") 

WE 

3 X 25 

WE 3 X 25 

Escutcheon for Control 

WE IX 84 

we ix 84 

Screw for Terminal (#6-32x1/2") 

WE 

IX 59 

we ix 59 

Screw for Escuteheon-Escutcheon to 

WE 2X111 

WE 2X111 

Spring Clamp 




Evaporator (#6xl/2" Self Tap.) 

WE 2X112 

WE 2X112 

Backplate for Eelay 

WE 

ix 60 

WE IX 60 

Washer for Screw 

WB23X 2 

WB23X 18 

Connector Cord Assembly 

WE 

1x105 

WE 1X105 

Screw for Escutcheon-Control to 

WE 2X345 

WE 2X498 

Evaporator Back 




Escutcheon (#8-32xl/2") 

N 34 P 13004 


Screw for Evap. Back (#6-32x1/2") 






Model AH-83-AA Machine—Parts 


Cat. No. 

Description 

Cat. No. 

Description 

WE 9 X 23 

Temperature Control-Small 

WB 7X 7 

Relay 

we 2x495 

Knob for Control-(For Small Control) 

WB IX 78 

Screw for Terminal (#6-32x1/4") 

WE 2x496 

Cap for Knob-(For Small Control) 

WB IX 84 

Screw for Terminal (#6-32x1/2") 

N 80 P 13006 B 

Screw for Knob-(For Small Control) 

WE 2X111 

Spring Clamp 


(# 6 - 32 x 3 / 8 ") 

WB 2x497 

Backplate for Eelay 

wb 9 X 8 

Temperature Control-Large 

WB23X 19 

Connector Cord Assembly 

WE 2x236 

Knob for Control-(For Large Control) 

wb 3 X 44 

Escutcheon for Control 

WE 2 X 73 

Indicator for Knob-(For Large Control) 

WB 1x105 

Screw-Escutcheon to Control (#8-32x1/2") 

N40P13006 

Screw for Knob-(For Large Control) 

WB49X 7 

Mounting Spring 


(# 6 - 32 x 3 / 8 ") 

WB49X 8 

Support for Spring-Upper 

WB 2 X 29 

Control Terminal Cover & Screw-(For Large 

N13P§1010C 

Screw for Mounting (l/4"-20x5/8") 

N44P13008C 

Control) 

Screw For Cover (#6-32x1/2") 

N405PHC 

Lockwasher for Screw 
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CONTROLS 



GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


“A” TYPE CONTROL 



11X46 

11X48 

11X37 

11X26 

11X27 

11X127 

11X42 

11X25 

11X36 

11X34 

11X30 

11X31 

11X32 

II 1X28 
111X115 

11X29 


N. B:—Complete 
A Type Controls 
no longer avail¬ 
able. Order cor- 
responding C 
Type control and 
11X984 adapter. 


“A” TYPE 


DRA-2 and DR-2D 



DR-3 


110V., 60C. 

110V., 25C. 

115V., D.C. 

230V., D.C. 

110V., 60C. 

110V., 25C. 

115V., D.C. 

230V., D.C. 

Catalog Number, Complete Control. 

Type of Control. 

2827797 
CR-1050 A-l 

1056788 
CR-1050 A-4 

2881829 
CR-1050 A-3 


2881828 
CR-1050 A-2 

3653919 
CR-1050 A-5 

2881829 
CR-1050 A-3 


Adjusting Nut for Compression Spring. 

Adjusting Screw for Bellows Arm. 

11X31 

11X31 

11X31 

11X31 

11X31 

11X31 

11X31 

11X31 

11X29 

11X29 

11X29 

11X29 

11X29 

11X29 

11X29 

11X29 

Compression Spring for Bellows Arm. 

11X30 

11X30 

11X30 

11X30 

11X30 

11X30 

11X30 

11X30 

Compression Spring for 11X38 Contact Tip. 

11X40 

11X40 

11X40 

11X40 

11X40 

11X40 

11X40 

11X40 

Compression Spring for Latch. 

Compression Spring for Relay Contact Arm. 

Contact Tip with Support (Indicating). 

Contact Tip with Support Mounted on Bakelite 

Operating Arm, Shunt and Latch. 

Control Panel Cover.. 

11X35 

11X35 

11X35 

11X35 

11X35 

11X35 

11X35 

11X35 

11X48 

11X48 

None 

None 

11X48 

11X48 

None 

None 

11X38 

11X38 

11X38 

11X38 

11X38 

11X38 

11X38 

11X38 

11X504 

11X504 

11X504 

11X504 

11X504 

11X504 

11X504 

11X504 

11X21 

11X21 

11X21 

11X21 

11X21 

11X21 

11X21 

11X21 

Laminated Core. 

11X142 

11X142 

None 

None 

11X142 

11X142 

None 

None 

Latch (Inner) with Bushing. 

11X33 

11X33 

11X33 

11X33 

11X33 

11X33 

11X33 

11X33 

Latch (Outer) with Bushing. 

11X34 

11X34 

11X34 

11X34 

11X34 

11X34 

11X34 

11X34 

Leaf Spring. 

♦Metallic Bellows . 

11X99 

11X99 

11X99 

11X99 

11X99 

11X99 

11X99 

11X99 

11X396 

11X396 

11X396 

11X396 

11X396 

11X396 

11X396 

11X396 

Overload Heater.. 

11X26 

11X26 

11X27 

11X127 

11X27 

11X26 

11X27 

11X127 

Overload Thermal Strip. 

11X25 

11X25 

11X25 

11X25 

11X25 

11X25 

11X25 

11X25 

Relay Contact Arm with Tip and Bumper. 

11X44 

11X45 

None 

None 

11X45 

11X45 

None 

None 

Relay Operating Coil. 

11X49 

11X96 

None 

None 

11X49 

11X96 

None 

None 

Relay Stationary Contact Tip with Outer Support. 

11X46 

11X46 

None 

None 

11X46 

11X46 

None 

None 

Relay Stationary Contact Tip with Inner Support. 

None 

11X47 

None 

None 

11X47 

11X47 

None 

None 

Resistor. 

11X23 

None 

None 

None 

fNone 

None 

None 

None 

Shunt for 11X504. 

11X42 

11X42 

11X42 

11X42 

11X42 

11X42 

11X42 

11X42 

Shunt for 11X40.. 

11X43 

11X43 

11X43 

11X43 

11X43 

11X43 

11X43 

11X43 

Spring Seat for 11X30 Compression Spring...... 

11X32 

11X32 

11X32 

11X32 

11X32 

11X32 

11X32 

11X32 

Spring Seat for 11X40 Compression Spring. 

Switch Arm and Contact Arm.. 

11X41 

11X41 

11X41 

11X41 

11X41 

11X41 

11X41 

11X41 

11X143 

11X143 

11X143 

11X143 

11X143 

11X143 

11X143 

11X143 

Switch Knob... 

11X36 

11X36 

11X36 

11X36 

11X36 

11X36 

11X36 

11X36 

Tension Spring for Bellows Arm. 

11X28 

11X28 

11X28 

11X28 

11X28 

11X28 

11X28 

11X28 

Tension Spring (High Altitude). 

11X115 

11X115 

11X115 

11X115 

11X115 

11X115 

11X115 

11X115 


11X22 

11X22 

11X22 

11X22 

11X22 

11X22 

11X22 

11X22 

Torsion Spring for Switch Knob. 

11X37 

11X37 

11X37 

11X37 

11X37 

11X37 

11X37 

11X37 


* Use 11X146 Methyl Chloride Bellows for low temperature applications. 

t Use 11X18 Resistor to operate on 110 V., 50 Cy. Catalog No. 11X24 covers same resistor less support. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


“C” TYPE CONTROL 


11X47 

11X441 

11X45/ 

11X203 


11X491 

11X96/ 


11X83 

11X1421 

11X414/ 


11X921 

58X84/ 


11X94 

11X116 

11X747 

M15A4 


11X95 

11X91 


11X861 

58X84/ 


11X80 



11X46 


11X48 


(11X84 

111X243 


11X93 

11X89 

11X90 

11X82 

11X88 


11X85 


(11X396 

111X794 


Domestic Units 


“C” TYPE 

DR-2E and DRA-2 

DRA-2A 

DRB-3 

no v., 

60 Cy. 

110 V., 

25 Cy. 

*230 V., 
115V., 
D.C. 

110 V.. 

60 Cy. 

110 V., 

60 Cy. 

110 V., 
25 Cy. 

BBt 

m 

110 V.. 
60 Cy. 


3656055 

3656058 

3656057 

2884689 

11X756 

11X755 

11X757 

11X758 

3656056 


CR-1050 

CR-1050 

CR-1050 

CR-1050 

CR-1050 

CR-1050 

CR-1050 

CR-1050 

CR-1050 


C-12 

C-4 

C-3 

C-12 

C-29 

C-28 

C-30 

C-31 

C-2 


11X95 

11X95 

11X95 

11X95 

11X95 

11X95 

11X95 

11X95 

11X95 


tllX94 

11X48 

tllX94 

tllX94 

fllX94 

11X48 

IM15A4 

11X48 

fM15A4 

11X48 

tM15A4 

11X48 

fM15A4 

11X48 

fllX94 

11X48 


11X48 


11X86 

11X86 

11X86 

11X86 

11X86 

11X86 

11X86 

11X86 

11X86 


11X83 

11X83 

11X83 

11X83 

11X83 

11X83 

11X83 

11X83 

11X83 


11X88 

11X88 

11X88 

11X88 

11X88 

11X88 

11X88 

11X88 

11X88 

Contact Arm (Bakelite) with Contact Tip, Tip Support 

11X87 

nun 

11X87 

11X87 


11X87 

11X87 

11X87 

11X87 


11X89 


11X89 

11X89 

■ *> v H 

11X89 

11X89 

11X89 

11X89 


11X81 

11X81 

11X81 

11X81 

11X81 

11X81 

11X81 

11X81 

11X81 


11X142 

11X414 


11X142 

11X142 

11X414 



11X142 


11X396 

11X396 

11X396 

11X396 

11X794 

11X794 

11X794 

11X794 

11X396 


11X84 


*11X84 

11X84 

11X84 

11X243 

11X84 

11X243 

11X84 


11X44 

Bit <ym 


11X44 

11X44 

11X45 



11X45 


11X49 

11X96 


11X49 

11X49 

11X96 



11X49 


11X46 

11X46 


11X46 

11X46 

11X46 



11X46 



11X47 




11X47 



11X47 


11X85 

11X85 

11X85 

11X85 


11X85 

11X85 

11X85 

11X85 


11X80 



11X80 







11X505 



11X505 



11X505 

11X505 

11X505 


11X203 


llW 

11X203 

■frr 



11X203 

11X203 


11X90 

11X90 

It mB 

11X90 

Krt'T" 

11X90 

Hlkitln 

11X90 

11X90 

Stationary Contact Tip with Support (Main Switch). . 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 

11X93 

11X92 


11X82 

11X82 

11X82 

11X82 

11X82 

11X82 

11X82 


11X82 


11X91 

11X91 

11X91 

11X91 

11X91 

11X91 

11X91 


11X91 

p'.U'il ;j * 1M.V.f Wit) lll'.llMMMMIMNM 

58X84 

eSEiZH 


58X84 

58X84 

58X84 

58X84 


58X84 


* 230 Volt Control uses 11X243 overload heater in place of 11X84. 
t Use 11X116 Compression Spring for high altitudes, 
j Use 11X146 Methyl Chloride Bellows for low temperature applications. 

^ Use 11X255 Resistor for operation on 110V. ( 30 Cy. Catalog No. 11X246 covers same resistor less brackets. 

| Use 11X77 Resistor with brackets or 11X78 Resistor less brackets to operate on 110 V., 60 Cy. units on Kohler Plants. 
N.B.—11X327 Blank Control Panel Covers available to replace standard cover. Use 58X177 Rod with 11X327 Cover. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY :: APPLIANCE AND MERCHANDISE DEPARTMENT 


“C” TYPE CONTROL 


11X47 


11X45 


11X203 


1 

1 

11 


1X49 

1X96 

X263 


11X83 

11X1421 
11X414J 


11X92 
11X261 
58X84 


11X941 
11X116/ 


11X95 

11X91 

11X861 
11X260/ 
58X84 1 

11X79 



11X46 


11X48 


1X84 

1X243 

1X377 


11X93 
11X89 
11X90 
11X82 
11X88 

111X85 
,\11X259 

11X396 


Domestic Units 


DR >3 


♦DRA-4, DRE-4, D-iOA, 
D-40C, D-40E 


TYPE 

110 V., 

60 Cy. 

110 V., 

25 Cy. 

115 V., 
D.C. 

230 V., 
D.C. 

110 V., 

60 Cy. 

115 V., 
D.C. 

230 V.. 
D.C. 

Complete Control. 

3656056 

3656059 

3656057 


2884684 

2884691 

58X256 

Type of Control..... 

CR-1050 

C-2 

CR-1050 

C-5 

CR-1050 

C-3 


CR-1050 

C-10 

CR-1050 

C-I4 

CR-1050 

Adjusting Drum for Compression Spring. 

11X95 

11X95 

11X95 

11X95 

11X95 

11X95 

11X95 

Compression Spring for Bellows Arm. 

tllX94 

fllX94 

111X94 

fllX94 

tllX94 

tllX94 

tllX94 

Compression Spring for Relay Contact Arm. 

11X48 

11X48 

None 

None 

11X48 

None 

None 

Compression Spring for Resetting Arm. 

11X86 

11X86 

11X86 

11X86 

11X260 

11X260 

11X260 

Compression Spring for Tripping Arm. 

Contact Arm (Bakelite) for Main Switch. 

Contact Arm (Bakelite) with Contact Tip, Tip Support and 

11X83 

11X83 

11X83 

11X83 

11X83 

11X83 

11X83 

11X88 

11X88 

UX8II 

11X88 

11X88 

11X88 

11X88 

Shunt. 

11X87 

11X87 

11X87 

11X87 

11X87 

11X87 

11X87 

Contact Tip with Support for Main Switch.. 

11X89 

11X89 

11X89 

11X89 

11X89 

11X89 

11X89 

Control Panel Cover..... 

11X81 

11X81 

11X81 

11X81 

11X81 

11X81 

11X81 

Laminated Core... 

11X142 

11X414 

None 

None 

11X142 

None 

None 

t Metallic Bellows... 

11X396 

11X396 

11X396 

11X396 

11X396 

11X396 

11X396 

Overload Heater.. 

11X84 

11X243 

11X84 

11X243 

11X377 

11X377 

11X94 

Relay Contact Arm.. 

11X45 

11X45 

None 

None 

11X45 

None 

None 

Relay Operating Coil. 

11X49 

11X96 

None 

None 

11X263 

None 

None 

Relay Stationary Contact Tip (Upper). 

11X46 

11X46 

None 

None 

11X46 

None 

None 

Relay Stationary Contact Tip (Lower). 

11X47 

11X47 

None 

None 

11X47 

None 

None 

Resetting Arm. 

11X85 

11X85 

11X85 

11X85 

11X259 

11X259 

11X259 

(Resistor.... 

UN one 

None 

None 

None 

None 

None 

None 

Resistor Bracket Set with Screw and Washer.... 

11X505 

11X505 

11X505 

11X505 

11X505 

11X505 

11X505 

Retainer for 11X83 Spring..... 

Shunt for Main Switch. 

11X203 

11X203 

11X203 

11X203 

11X203 

11X203 

11X203 

11X90 

11X90 

11X90 

11X90 

11X90 

11X90 

11X90 

Stationary Contact Tip with Support (Main Switch). 

Tension Spring for Toggle and Contact Ann. 

11X93 

11X93 

11X93 

11X93 

11X93 

11X93 

11X93 

11X92 

11X92 

11X92 

11X92 

11X261 

11X261 

11X261 

Tripping Arm with Thermal Strips. 

Toggle for Contact Arm. 

11X82 

11X82 

11X82 

11X82 

11X82 

11X82 

11X82 

11X91 

11X91 

11X91 

11X91 

11X91 

11X91 

11X91 

Special Bridle and Latch Spring. 

58X84 

58X84 

58X84 

58X84 

58X84 

58X84 

58X84 


* DRA-4, DRE-4 in 110 V. 60 cycle only. D-40E only unit in 230 V., D C 
t Use 11X116 Compression Spring for high altitudes, 
i Use 11X146 Methyl Chloride Bellows for low temperature applications. 

1 Use 11X79 Resistor to operate on 110 V., 50 Cy. 

| Use 11X77 Resistor with brackets or 11X78 Resistor less brackets for 110 V., 60 Cy. units on Kohler Plants. 

N.B.—11X327 Blank Control Cover Panels available to replace standard cover. Use 58X177 Rod with 11X327 Cover. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


“D” TYPE CONTROL 




11X233 

11X217 

11X218 

11X83 

11X224 

11X232 
11X228 
58X30 


11X227 



207248 


11X220 

11X219 

11X222 
11X344 

11X223 

11X231 

11X221 

11X230 

11X225 

11X239 
11X426 
M5A1 


11X226 



“D” TYPB 

DR-1A 

DR-1F 

DR 

-IF 

SD-40 

110 V..60Cy. 

ns v.. d.c. 

230 V., D.C. 

110 V.,60 Cy. 

115 V., D.C. 

230 V., D.C. 

110 V., 60 Cy. 


3880413 

3881581 

2884698 

M1A116 

M1A141 

M1A142 
CR-1050 D-4 

3886824 
CR-1050 D-5 

Type Control. 

cn-1050 n-i 

CR-1050 D-2 

CR-1050 D-4 

CR-1050 D-l 

CR-1050 D-2 


11X228 

11X228 

11X228 

11X228 

11X228 

11X228 

11X228 

11X225 

11X220 

11X83 

11X223 

11X235 

11X236 

11X234 

11X238 

11X233 

11X230 

11X426 
11X222 
11X218 
11X217 
11X219 
11X226 
*58X30 
11X402 
11X237 
11X381 
11X383 
11X227 
tl 1X232 
11X224 
11X231 
11X221 


1 1 X225 

11X225 

11X225 

11X225 

11X225 

11X225 


11X220 



11X220 




11X83 

11X83 

11X83 

11X83 

11X83 

11X83 

11X223 

11X235 

11X236 

11X234 

11X238 


11X223 

11X223 

11X223 

11X223 

11X223 


11X235 

11X235 

11X235 

11X235 

11X235 


11X236 

11X236 

11X236 

11X236 

11X236 


11X234 

11X234 

11X234 

11X234 

11X234 


11X238 

11X238 

11X238 

11X238 

11X238 


11X233 



11X233 




11X230 

11X230 

11X230 

11X230 

11X230 

11X230 

M5A1 

11X344 

None 

None 

None 
11X226 
None 
11X402 
11X237 
None 
11X383 
11X227 
tl 1X232 
11X224 
11X231 
11X221 


11X239 

11X239 

11X239 

11X344 

M5A1 

11X222 

M5A1 

11X222 


11X222 

11X222 


11X218 



11X218 

None 

None 


11X217 



11X217 

11X219 


11X219 




11X226 

11X226 

11X226 

11X226 

11X226 
None 
11X402 
11X237 
None 
11X383 
11X227 
tl 1X232 
11X224 
11X231 


*58X30 



*58X30 
11X402 
11X237 
11X381 
11X383 
11X227 
tl 1X232 
11X224 
11X231 
11X221 


11X402 

11X402 

11X402 


11X237 

11X237 

11X237 


11X381 



11X383 

11X383 

11X383 

11X227 

fllX232 

11X224 

11X231 

11X221 


11X227 

11X227 


tl 1X232 
11X224 

tl 1X232 
11X224 



11X231 

11X231 

Tripping Arm with Thermal Strips. 

11X221 

11X221 

11X221 


4 11X480 Wire Wound Resistor, also used, 
t Use 11X478 Temperature Adjusting Spring for high altitudes, 
i Use 11X468 Methyl Chloride Bellows for low temperature applications. 
N.B.— Use Catalog No. 11X207 Seven-way Receptacle for D.C, units. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


“E” TYPE CONTROL 


11X231 


11X2321 
11X478/ 


58X301 
58X31 1 
11X480 1 
11 X529 1 



58X77 

58X109 

58X207 


111X223 

158X208 


58X209 


58X28 


11X392 

58X29 


11X239 
11X426 
1 1X469 
1 1X481 
11X482 
11X741 
M5A1 
M5A2 


11X226 


N.B.—Special Bridle and Latch 
Springs 58X28 and 58X29 can 
be used to replace original 
springs. To seal controls 
against dirt and insects, use 
58X10 Sealing Bushing. 




DR-1B 



DR-IE 


SI4-40 


DR-2F and D-2A 



110 V., 
60 C. 

115 V., 
D.C. 

230 V., 
D.C. 

110 V., 
60 C. 

115 V., 
D.C. 

230 V., 
D.C. 

Left- 

Hand 

Unit 

Right- 

Hand 

Unit 

110 V., 
60 C. 

110 V., 
25 C. 

mm 

230 V., 
D.C. 

Complete Control. 

*11X438 

11X405 

11X404 

M1A96 

M1A100 

M1A99 

11X409 

11X439 

11X737 

11X736 

11X739 

11X738 

Bakelite Control Cover Nut. . . . 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

Control Cover. 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

Main Contact Tip with Support 
(Movable). 

58X208 

11X223 

11X223 

58X208 

11X223 

11X223 

58X208 

58X208 

58X208 

58X208 

11X223 

11X223 

Main Contact Tip with Support 
(Stationary). 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

J Metallic Bellows. 

11X239 

11X239 

11X239 

M5A1 

M5A1 

M5A1 

11X426 

11X481 

11X741 

11X741 

11X741 

11X741 

Reset Lever. 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

11X226 

Resistor. 


None 

None 

man* 

None 

None 

raETTB 

§11X480 


None 

None 

None 

Sub-base Assembly. 

11X544 

11X546 

11X546 

11X544 

tv £ ’1 

11X546 

11X544 

11X544 

11X544 

11X545 

11X546 

11X546 


11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 



fllX232 

fl 1X232 

111X232 

fl 1X232 

tl 1X232 

fl 1X232 

fl 1X232 

111X232 

111X232 

111X232 

111X232 

| ’ 

58X207 


58X207 

58X207 

58X109 


58X207 

58X77 

58X109 


58X109 


VlKftjfl 

■reran 

■Oral 

11X231 

11X231 

11X231 

11X231 

11X231 

11X231 

11X231 


11X231 



DR-2G and D—2B 

D-15A 

110 V., 

60 C. 

110 V., 

25 C. 

115 V., 

D.C. 

230 V., 

D.C. 

110 V., 

60 C. 

110 V., 

25 C. 

Complete Control. 

M1A97 

M1A98 

M1A101 

M1A102 

11X780 

58X9 

Bakelite Control Cover Nut. 

11X392 

11X392 

11X392 

11X392 

11X392 

11X392 

Control Cover. 

58X118 

58X118 

58X118 

58X118 

58X118 

58X118 

Main Contact Tip with Support (Movable)... 

58X208 

58X208 

11X223 

11X223 

58X208 

58X208 

Main Contact Tip with Support (Stationary) . 

58X209 

58X209 

58X209 

58X209 

58X209 

58X209 

{Metallic Bellows. 


M5A1 

M5A1 


11X239 

11X239 


11X226 

11X226 

11X226 

11X226 

11X226 

11X226 






58X30 

None 

Sub-base Assembly.... 

11X544 

11X545 

11X546 

11X546 

11X544 

11X545 

Temperature Adjustment Knob. 

11X227 

11X227 

11X227 

11X227 

11X227 

11X227 

Temperature Adjustment Spring. 

fl 1X232 

fl 1X232 

1-11X232 

fl 1X232 

fl 1X232 

tl 1X232 

Thermal Overload Unit Assembly with Shunts. 

58X77 

58X109 

58X207 

58X109 

58X77 

58X109 

Toggle Link.i 

11X231 

11X231 

11X231 

11X231 

11X231 



* 11X407 Control (equipped with copper oxide resistor) also used. 

$ 58X30 Resistor also used. 

t Use 11X478 Temperature Adjustment Spring for high altitudes, 
j Use 11X468 Methyl Chloride Bellows for low temperature applications. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


“E” TYPE CONTROL 


11X231 


11X232 

11X542 

11X729 

58X297 


11X5291 
58X31 ] 



58X77 

!58X109 

58X207 


111X223 

158X208 


58X209 


58X28 

11X392 

58X29 


■11X468 
111X469 
58X137 
58X144 
' 58X296 


11X226 


N.B.—Special Bridle and Latch 
Springs 58X28 and 58X29 can 
be used to replace original 
springs. To seal controls 
against dirt and insects, use 
58X10 Sealing Bushing. 



D-SOA, DRE-3. D-35A, DR-35A 

D-31A 

DRB-S1A 

DRB-31B 

110 V„ 60 C. 

110 V., 25 C. 

115 V..O.C. 

230 V., D.C. 

110 V., 60 C. 

110 V.. 60 C. 

Complete Control. 

11X460 

11X461 

11X462 

11X463 

58X11 

58X92 

Bakelite Control Cover Nut. 

Control Cover. 

Main Contact Tip with Support (Movable) .... 
Main Contact Tip with Support (Stationary)... 

4 Metallic Bellows. 

Beset Lever. 

Resistor. 

Sub-base Assembly. 

Temperature Adjustment Knob.. 

Temperature Adjustment Spring. . .. 

Thermal Overload Unit Assembly with Shunts.. 
Toggle Link. 

11X392 

58X118 

58X208 

58X209 

11X469 

11X226 

♦None 

11X544 

11X227 

1-11X729 

58X77 

11X231 

11X392 

58X118 

58X208 

58X209 

11X469 

11X226 

None 

11X545 
11X227 
fl 1X729 
58X77 

11X231 

11X392 

58X118 

11X223 

58X209 

11X469 

11X226 

None 

11X546 

11X227 

111X729 

58X207 

11X231 

11X392 

58X118 

11X223 

58X209 

11X469 

11X226 

None 

11X546 

11X227 

111X729 

58X109 

11X231 

11X392 

58X118 

58X208 

58X209 

11X468 

11X226 

♦None 

11X545 

11X227 

tllX729 

58X77 

11X231 

11X392 

58X118 

58X208 

58X209 

58X144 

11X226 

•None 

11X544 

11X227 

111X232 

58X77 

11X231 



D-30E, D-30F 

D-JOG, D-30H, D-35B, DR-35B 

110 V., 60 C. 

110 V., 25 C. 

115V..D.C. 

230 V., D.C. 

110 V., 60 C. 

110 V., 25 C. 

115 V., D.C. 

230 V., D.C. 

Complete Control. 

58X92 

58X253 

M1A6 

M1A83 

58X93 

58X254 

58X110 

58X255 

Bakelite Control Cover Nut. 

Control Cover. 

Main Contact Tip with Support (Movable) 
Main Contact Tip with Support (Stationary)... 

4 Metallic Bellows. 

Beset Lever. 

Resistor. 

Sub-base Assembly. 

Temperature Adjustment Knob. 

Temperature Adjustment Spring. 

Thermal Overload Unit Assembly with Shunts.. 
Toggle link. 

11X392 

58X118 

58X208 

58X209 

58X144 

11X226 

♦None 

11X544 

11X227 

58X297 

58X77 

11X231 

11X392 

58X118 

58X208 

58X209 

58X144 

11X226 

None 

11X545 

11X227 

58X297 

58X77 

HX231 

11X392 

58X118 

11X223 

58X209 

58X144 

11X226 

None 

11X546 

11X227 

58X297 

58X207 

11X231 

11X392 

58X118 

11X223 

58X209 

58X144 

11X226 

None 

11X546 

11X227 

58X297 

58X109 

11X231 

11X392 
58X118 
58X208 
58X209 
58X137 
11X226 
♦None 
11X544 
11X227 
fl 1X232 
58X77 
11X231 

11X392 
58X118 
58X208 
58X209 
58X137 
11X226 
None 
11X545 
11X227 
fl 1X232 
58X77 
11X231 

11X392 
58X118 
11X223 
58X209 
58X137 
11X226 
None 
11X546 
11X227 
fl 1X232 
58X207 
11X231 

11X392 

58X118 

11X223 

58X209 

58X137 

11X226 

None 

11X546 

11X227 

111X232 

58X109 

11X231 


* Use 11X529 or 58X31 Resistor on 110 V.. 50 Cy. 
t Use 11X478 Temperature Adjustment Spring for high altitudes. 

4 Use 11X468 Methyl Chloride Bellows for low temperature applications. 


Always Give Catalog Number 


Revised Mar. 1937 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Controls—Type CR-1057 


Control 

Cat. 

So. 

Application 

Replacement Parts 


Unit 

Volts 

Cycles 

Terminal 
Sc few 

Cover 

With 

Screws 

For 

Terminal 

Temp. 

Knob, 

Screw 

and: 

Seal 

Temp. 

Knob 

Seal 

Bellows 

Can 

Sub¬ 

stitute 

58X25 

CA-IA, 2A 

110 

60 

- 

- 


H31HI 

58X224 

MIA 181 

58X58 

CA-IA, 2A 

110 

50 

- 

- 

B 


68X224 

MIAI8I 

58X117 

CA-IB, 2B 

110 

60 

- 

- 


liPUJl 

58X225 

Ml A1 81 

58X120 

CA-IB, 2B 

110 

50 

- 

- 

■3VH1B 


58X225 

[■;if:U:Wi 

Ml AI0 

CK-30B, 35B 

NO 

50/60 

I 

- 


l-iVuVl 

58X252 

IBH3E9 

M1A13 

CD-1,2,3,11 

irr^H 

60 

- 

- 

58X142 

58X192 

58X223 

Ml A182 


CM-35 

■WHi 

60 







iHirtia 

CB-1,2,3 

150 

D.C. 

- 

- 

W:v:m 

IMJ 

K: V jj 

■HOE B 


CM-35 

no 

50 

- 

- 

KfYUlU 

ilafl 

Hr'. ? k m 

BRIeM 

MIA25 

CB-1,2,3 except CB-2D,3D; 

1 10 



- 

58X142 

58X192 

58X222 

MIAI82 


CM-2L.2M 

125 








lom 

CB-1,2,3 

W- 



- 


58X192 

HW1 

Ml A182 


CB-I,2,3,except CB-2D.3D 




- 

■ 

58X192 

wmn 

Ml A182 



KTnKHi 




■■■1 


■■■fl 


HIA28 

CB-I.2.3 

200 

50 

- 

- 

58X142 

58X192 

58X222 

M1A182 



■IFMKllII 

40 







MIA30 

CB-1,2,3 

150 

60 

- 

- 

58X142 

58X192 

58X222 

M1A182 



120 

30 







MIA3I 

CB-1,2,3; CM-2M 

no 

25 

- 

- 

58X142 

58X192 

58X222 

Ml A182 



125 

60 








CB-1,2,3 


40 

- 

- 

K-fXinK 

E’OTSl 

wt.'mu 

H?inmi 


CB-I.2.3 


60 

- 

- 


iiiEa 

u$Wm 

HflfirMI 

MIA34 

CD-1,2,3,11 except CD-IC403 





58X142 

58X192 

58X223 

M1A182 



100 








MIA35 

CD-1,2,3,11 



- 

- 

58X142 

58X192 

58X223 

Ml A182 











HIA36 

CD-1,2,3,11 

1 10 

ram 

- 

_ 

58X142 

58X192 

58X223 

Ml A182 



125 










■TTfSH 








MIA37 

CD-1,2,3,11 


40/60 

- 

- 

58X142 

58X192 

58X223 

Ml A182 




60 








CD-1,2,3,11 

■wmim 


- 

- 

58X142 

58X192 

58X223 

BIM1W 


CM-35 



- 

- 

58X142 

58X192 

58X223 


■MMM 


nrs-v- 

WTOTTHImi 






■■lira 


CD-1,2,3,11 

200 


- 

- 

EMM 

I£!3J2I 

58X223 

EIMfW 


CB-1,2,3; CM-1,2 (non-Defr.) 

115 


- 

- 



58X222 

H7IFTI3H 

■ atm 

CB-I,2.3: CM-1,2 (non-Defr.) 

230 


- 

- 

■ 5IF* 

i-iurvi 

58X222 

Wmm 

MIA44 

CM-I,2 

12 


- 

- 

BTTiFS 




MIA48 

CB-1,2,3 except CB-2D,3D;CM-2 

115/125 

D.C. 

- 

- 


Eillil 

58X222 

Ml A183 

MIA49 

CB-I,2.3 except CB-2D.3D 

230/240 

D.C. 

- 

- 


58X192 

58X222 

MIA 183 1 

MIA50 

CB-1,2,3 

“52 


- 

- 

58X142 

tTfilFfl 

58X222 


MIA5I 

CD-1.2.3.11 

115 

IMbiiii 

- 

- 

58X142 


58X223 


Kirns 

■H'MIMm ■ HIM] !•!! ,f.1 


D.C. 

- 

- 

58X142 

58X192 

58X223 

Ml A183 

HHHH 

■ 1 ™ M 1 ' 

■Ml 








■;irw 




- 

- 

EI3L9 

E?nm 

58X223 

None 





- 

- 



5 3X223 

■nnra 

1 MIA55 

1h S ! H MffiffliBMM 

IVV^^M 


- 

- 

E 3E9 

mlril 

58X222 

■!UJr« 


LK-IA 

■IHB 


- 

- 

58X142 

mma 

58X246 

None 


CD-I,2,3,11 



- 

- 

58X142 

58X192 

58X223 

M1A183 

Klm'l 

CM-35 



- 

- 

58X142 

58X192 

58X251 

None 

■-'If.HB 

CK-IB.2B 

no 

25/50/60 

A20HI4 

MI5A7 

■HUB 

n 


rrnmi 

B 

CK-30C, 35C 

no 

50/60 

A20HI4 

MI5A7 

V* " 3 • H 

Ena 




LX-IB, 2A 

no 

60 

A20H5 

- 

Eli I 

rwitj 


None 1 

KlUiS 

CM-35 



- 

- 

58X142 


«: :v '*■ 

EBB 

B 

CM-35 



- 

- 

58X142 

Ena 

Mf-TTa 


kikTJS 

CB-2D, 3D; CM-32.33.312 

1 10 


- 

. 

58X142 


58X250 

Ml A182 

■ 

CM-32A.B,J,X; CM-33A,B,J,L 

32 


- 

- 


liitta 


None 

B 

CB-2D,3D; CM -32A,B,C,D,E,F,J,X 

115/125 

D.C. 

- 


bwTTFtM 

EEnBl 


M1A183 

■MM 

CM-33A.B.C.E.J.K.L: CM-3I2J.K 





■HUB 

mmrn 



MIA75 

CM-32,33 


40 

- 

- 

58X142 

58X192 

58X250 

Ml A182 


CM-34 

ITTB ■ 

nasi 







MIA76 

CM-32,33,31 1 

120 

30 

- 



58X192 

58X250 

Ml A182 



1 10 

25 


■ 

■■■■ 




MIA77 

CB-2D,3D; CM-32A,B,E,J,X 



- 

- 

58X142 

58X192 

58X250 

MIA 183 


except E4I6; CM-33A,B,C,E,J,L 

■ 









except E416. L449 









■ILLWh 

CF-IB, 1C, ID, 2B, 2C, 2D 

1 10 


A20HI4 

MI5A7 

58X142 

58X192 

58X250 

MIA 18 

■■IB 

CH-IA.CJ-IA 


mmmm 








CG-IA, IB 

110 

50/60 

- 

- 

- 

_ 

l!l-W 

None 

EuraS 

CB-2D,3D,CM-32,33 


25/40/50/60 

- 


58X142 

58X192 


Ml A182 

■ 


B 

50 





tHi 



Always Give Catalog Number 


Revised July, 1944 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


Control 

Cat. 

So. 


Ml A122 
MIAI24 
Ml A130 


Ml A150 
Ml A151 
MIA152 


MIA155 
MIA161 


Ml A163 


MIA164 
Ml A165 
MlAl74 


Ml A180 


mm 


MIA236 

MIA237 


Controls—Type CR-1057 (Cont.) 


Amltcation 


Unit Volts 


Replacement Parts 


58X142 58X192 58X250 MIAI8 


58X142 58X192 58X250 MIAI82 



Snob Bellows Sub- 



58X192 58X250 

58X192 58X250 


None 
MIA183 


58X142 58X192 58X250 MIA183 




58X192 58X250 Ml A181 
58X192 58X250 MIA182 


-TM l'?6 W HIM EM 


CD-IC402, 2C40I 



CK-IC, 

ID 



CK-2C, 

2D. 26. 28 



CK-30D, 

30E, 30G.35D.35E 

:,35G,35H 

CD-IC403 



CK-I5A 




CM-32, 

33 



CK-IC, 

2C, 30D, 35D 



CK-IC. 

2C. 30D. 35D 



CE-34M, 

, 340A, 340B, 

340C 

CM-32E4I6, 33E4I6. 

33L449 

CF-IE, 

IG, 2E, 2G, 

28A, 

28C; 

CH-IB, 

1C; CJ-IB, 1 

C; CE 

:-l40A, 

I40B 




CB-1, 2 

!, 3 



CE-34A, 

34B, CF-IF, 

2F, 

28B 

CM-34J, 

K 



CF-IH, 

2H, 28D; CFS 

-IA, 

CH-ID, 

CJ-ID, 

CE-I40C, FBA 

-IA, 

CJ-2A, 

2C. 2E 




Universal Control 



Universal Control 



Universal Control 



Universal Control 



CF-IIA, 

2IA, 22B 





MI5AI0 


MI5AI0 58X248 
58X192 58X223 
MI5AI2 M5A3 


58X192 58X250 
MI5AI0 58X248 




M5AI6 

58X250 


MI5AI4 I 58X250 


58X222 

58X250 

58X250 


MI5A30 58X250 


Ml A182 
MIA 182 
Ml A18 I 


Ml A182 

None 

None 



Ml A182 
Ml A199 
Ml A183 





A20H14 
A20HI4 
A20HI4 


A20HI4 

A20HI4 


A20HI4 


MI5A7 I MI5AII 


MI5A53 




MI5AI2 MI5A64 
MI5AI2 MI5A65 
MI5AI2 MI5A65 


MI5A30 58X250 




CF-25,2R,28E;CH-IE,CJ-IE 

CE-I40D 

110 

1 

A20HI4 

MI5A7 

MI5A72 

CJ-2B.2D 

CF-22C 

NO 

no 


A20HI4 

A20HI4 

■Ensgi 

MI5A73 

CM-32L 

- 


A20HI4 

■ngg 

MI5A53 

CM-33M, CM33N 

- 

1 D-C._ 

A20HI4 

MI5A72 



MIA242 

CM34L 

MIA250 

CJ2H, CF2M, N; CF28, CE34H, 
CM33N465 

MIA252 

CF22G 

MIA257 

CM33P 

MIA258 

CK2E, CK30H 

MIA26I 



none 


NP85329C 58X250 
58X250 


MI5A30 

NP85329A 



The temperature adjusting screw with washer is Catalog No. C20H9. 
‘The Inner Temperature knob with screw is Catalog No. MI5A63. 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


TRANSFORMERS 


TRANSFORMER 
MODEL NO. 

SUPERSEDES 

USE 

9AC26AI 

11X244 

Yi 138 
YI392 
Y2008 

For operating the following 110 V., 50/60 cycle machines on 220 V., 50/60 cycle power: DRI, DR2, 
D2, DRA2, DR3, DRB3, DRE3, D30, D34, D35, DR4, DBI, DPI and also all CA, CK, CF, CJ, CH, CE, LK, 
and DK Machines. 

NOTE:- This transformer has a rated input voltage of 240 to 90 volts in 5 volt steps. The 
rated output voltage is 110 volts. 

9AC27AI 

11X364 
9AC33AI 
Y2096 
Y2348 

Y235I 

Y2352 

For operating the following 110 V., 60 cycle machines on 220 V., 60 cycle power: D40, DR4, DRA4, 
DRE4, D44, D46, D48, DR5, D50, D54, D55. 

NOTE:- This transformer has a rated input voltage of 240 to 80 volts in 5 volt steps. The rated 
output voltage is 220/110 volts. 

9AC28AI 

11X362 

Y2357 

For operating the following 110 V., 25 cycle machines on 220 V., 25 cycle power: D2, DR2, DRA2, 
D30, DR3, DRE3, D35, DR4, DRE4, and also all CK and CF Machines. 

NOTE:- This transformer has a rated input voltage of 240 to 90 volts in 5 volt steps. The rated 
output voltage is NO volts. 

•9AC32AI 

11X97 

YI 126 

For operating DR2, 110 V., 60 cycle machines and DR3, 110 V., 40 cycle machines on 110 V., 40 

cycle power. 

9AC34AI 

- 

For operating the following 230 V., D.C. machines (with 11X320 Synchronous Converter) on 230V., 
D.C. power: D40, DR4, DRA4, DRE4, D46. 

9AC35AI 

11X448 
Y2866 

For operating the following 115 V., D.C. machines (with 11X321 Synchronous Converter) on 115 V., 
D.C. power: DRD4, D48A, D50, D54, D55, DR5. 

9AC524AI 

- 

For operating 110 V., 50 or 60 cycle fan motors on EC Cooling Units on 220 V., 50 or 60 cycle 
power, 

9AC526AI 

- 

For operating 110 V., 25 cycle fan motors on EC Cooling Units on 220 V., 25 cycle power. 

9AM34AI 

11X363 

Y2398 

9AC32AI 

For operating the following 110 V., 60 cycle machines on 110 V., 40 tycle power: D2, DR2, DRA2. 

NOTE:- This transformer has a rated input voltage of 110 volts and rated output voltage of 97 
volts. 

9TC260AI 


For operating DP3A, C and E, 110 V., 60 cycle Water Coolers on 220 V., 50 or 60 cycle power. 

NOTE:- This transformer has a rated input voltage of 250/240/230 volts and rated output voltage 
of 110 volts. 

9TY42AI 

- 

For operating DP3A, C and E, 110 V., 25 cycle Water Coolers on 220 V., 25 cycle power. 

NOTE:- This transformer has a rated input voltage of 250/240/230 volts and a rated output voltage 
of 110 volts. 


‘Not Available - Use 9AM34AI 


CAPACITORS 


CAPACITOR 
MODEL NO. 

RATING 

TYPE OF UNIT USED ON 

REPLACED BY 

Y—1255 

1I0V-60 cycle 

DR3, DRB3, DRE3 

9AC20A2 

Y—1256 

1I0V-60 

It 

DR3, DRE3 

9AC20A3 

Y-1368 

1I0V-25 

It 

DR2. DRA2 

9AC37AI 

Y—1369 

1I0V-40 

it 

D3 

9AC23A3 

Y—1372 

1I0V-25 

it 

DRA4, DRE4, D40, D44, 946, DR3, DRP3, DRE3 

9AC38AI 

Y—1372 B 

1IOV-25 

it 

D3 

9AC38A2 

Y-I38S 

1I0V-40 


DR3, DRB3, DRE3 

9AC23AI 

Y-I73I 

220V-60 

ft 

D50, D54, D55, DR5 

9AC2IAI 

Y-2029 

110V-60 

it 

041. D43 

9AC25A2 

Y-2219 

220V-25 

It 

D54 

9AC308AI 

Y-2306 

1I0V-50 

It 

04 

9AC24A2 


Revised March 1939 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


CAPACITORS ( Continued ) 


CAPACITOR 
MODEL NO. 


Y-2308 
11X75 
I1X204 


110V-50 Cycle 
IIOV-25 
IIOV-25 " 



TYPE OF UNIT USED ON 

REPLACED BY 

0C4, 044, DR4, D40A, DRA4, DRE4, DPF4, D46 

9AC24AI 

DR2, DRA2 

9AC37AI 

DRA4, DRE4, D40. 044, 046, DR3, DRB3. 0RE3 

9AC38AI 

0R3, DR83, DKE3 

SAC20A2 

054, 055, 050, 0R5 

SAC2IAI 

0R5. D60 

9AC2IA2 

054 

9AC308AI 

0R3, DRB3, DRE3 

9AC23AI 

DC4. 044. DR4. D40A. DRA4. DRE4. 0RF4. 046 

0AC2nA 1 

D4I, D43 

9AC25A2 

02, DR2 


030. 035, DRE3, 0R35, 03 





c 

c 

c 


DR3, 

DR3, 0R33, DRE3 
DR3, DRB3, 0RE3 


D30, D35, DR35, DRE3 

530, 035, DR35, DR65, DRE3 

D30, 035, DR35, DR65, DRE3 


0P3 

DP3E, DP3D 
034 


0P3E, DP3D, DR3, 0R30, DR34, DRE3, 065 
D54, D55, D50, 0R5 
DR5, 060 


DRD4, 048 
048 


D55 

DR5, 054, D55, D60 


48 

DR3, DRB3, 0RE3 
0R3, 0R83, 0RE3 


03 

0C4, 044, DR4, 040A, DRA4, 0RE4, DRF4, D46 
04 


D40A, D40, 044, D46, DR4, 0RE4, DRA4, DRF4 

D4l, 043 

D44 


D44 

D40 

DP 


OP 

DP 

DR2, 0RA2 


DRA4, DRE4, 040, 044, D46, DR3, DR83, DRE3 

D3 

03 


03 

054 

D54, DE55 




054, DE55 
0E56 


E56 

55 

55 


EC4, EC9 


ransTormers, Rotary Converter* - Page 
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9AC20FI 
3AC20FI 




9 

9 


9AC20S2 
9AC20B3 
9AC20FI 


9 

9 

9 


9AC2IA2 

9AC2IFI 



9AC23A2 

9AC23A3 


9AC24A2 
9AC319AI 


9 

9AC272DI 

9AC25C2 


fcLMW'l Jl 


9AC272DI 
9AC30A2 



9AC308AI 
9ACI78CI 


9 




9ACI79CI 





































































ROTARY CONVERTERS 


11X62 Rotary Converter 

(Superseded by 11X444) 

(Model 31122) 



For use with DR-2 Form E, DRA-2 and DR-3, 115 
volt DC Units on 115 volt DC current. 

Shipping Weight: 100 lbs. 

Crated Dimensions: 27% x 16% x 15 inches. 

RENEWAL PARTS 
9XC25A Wave Filter 

11X76 Capacitor (5 Terminal) 

2228837G12 Thermal Cut-out 
11X692 Thermal Cut-out Assembly 

11X50 Starting Contactor 

22D8G3 Operating Coil for Contactor 
*11X17 Cable with Plugs 

3510315 Bearing Lining 

11X114 Carbon Brush (Commutator) 

11X113 Carbon Brush (Collector) 

1X696 Brush Holder (Commutator) 

3511304 Brush Holder (Collector) 

1791359G1 Brush Holder Cap (Commutator) 

1791359G2 Brush Holder Cap (Collector) 

41X172 Field Coils (Set of 2) 

31X86 Armature 

2068752G3 Commutator 

3559511G1 Collector 

3512417 Shaft Collar 

3534009 Fan 

J3584287G1 End Shield with Fittings (Pulley End) 
J3584277G1 End Shield with Fittings (Commutator End) 

* Has two Plugs—one Male and one Female. 

1 Includes Bearing Lining. 

11X124 Rotary Converter 

(Superseded by 11X445) 

(Model 33226) 

For use with DR-2 Form E, DRA-2, DR-3, DRB-3 
and DRE-3 (C type control) 230 volts DC Units on 
230 volts DC current. 

RENEWAL PARTS 
9XC25A Wave Filter 

11X76 Capacitor (5 Terminal) 

2228837G12 Thermal Cut-out 

11X692 Thermal Cut-out Assembly 

58X131 Starting Contactor 

22D8G2 Operating Coil for Contactor 

*11X17 Cable with Plugs 

9AC214A Transformer 

3510315 Bearing Lining 

11X114 Carbon Brush (Commutator) 

* Has two Plugs—one Male and one Female. 


11X124 RENEWAL PARTS ( Cont.) 

11X113 Carbon Brush (Collector) 

1X696 Brush Holder (Commutator) 

3511304 Brush Holder (Collector) 

1791359G1 Brush Holder Cap (Commutator) 

1791359G2 Brush Holder Cap (Collector) 

41X233 Field Coils (Set of 2) 

41X283 Armature 
2068752G3 Commutator 
3559511G1 Collector 
3512417 Shaft Collar 
3534009 Fan 

+3584287G1 End Shield with Fittings (Pulley End) 
J3584277G1 End Shield with Fittings (Commutator End) 
t Includes Bearing Lining. 

11X245 Rotary Converter 

(Superseded by 11X446) 

(Model 31122) 

For use with DB-1, DP-1, DR-1, DR-2 Form F, 
DRE-3 and DP-3, 115 volt DC Units on 115 volt 
DC current. 

Shipping Weight: 86 lbs. 

Crated Dimensions: 12 x 14 x 24 inches. 

RENEWAL PARTS 
9XC25A Wave Filter 

11X76 Capacitor (5 Terminal) 

2228837G12 Thermal Cut-out 

11X692 Thermal Cut-out Assembly 

11X50 Starting Contactor 

22D8G3 Operating Coil for Contactor 

11X530 Cable with Male Plug 

3510315 Bearing Lining 

11X114 Carbon Brush (Commutator) 

11X113 Carbon Brush (Collector) 

1X696 Brush Holder (Commutator) 

3511304 Brush Holder (Collector) 

1791359G1 Brush Holder Cap (Commutator) 

1791359G2 Brush Holder Cap (Collector) 

41X172 Field Coils (Set of 2) 

31X86 Armature 

2068752G3 Commutator 

3559511G1 Collector 

3512417 Shaft Collar 

3534009 Fan 

J3584287G1 End Shield with Fittings (Pulley End) 

13584277G1 End Shield with Fittings (Commutator End) 

| Includes Bearing Lining. 

11X356 Rotary Converter 

(Superseded by 11X447) 

(Model 33226) 

For use with DB-1, DP-1, DR-1, DR-2 Form F, 
DR-3 and DP-3, 230 volt DC Units on 230 volt DC 
current. 

Shipping Weight: 172 lbs. 

Crated Dimensions: 19 x 17 x 34 inches. 

RENEWAL PARTS 
9XC25A Wave Filter 

11X76 Capacitor (5 Terminal) 

2228837G12 Thermal Cut-out 

11X692 Thermal Cut-out Assembly 

58X131 Starting Contactor 

22D8G2 Operating Coil for Contactor 
11X530 Cable with Male Plug 

9AC214A Transformer 


Always Give Catalog Number 
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ROTARY CONVERTERS 


11X356 Rotary Converter (Core*.) 


3510315 

11X114 

11X113 

1X696 

3511304 

1791359G1 

1791359G2 

41X233 

41X283 

2068752G3 

3559511G1 

3512417 

3534009 

J3584287G1 

J3584277G1 


Bearing Lining 

Carbon Brush (Commutator) 

Carbon Brush (Collector) 

Brush Holder (Commutator) 

Brush Holder (Collector) 

Brush Holder Cap (Commutator) 

Brush Holder Cap (Collector) 

Field Coil (Set of 2) 

Armature 
Commutator 
Collector 
Shaft Collar 
Fan 

End Shield with Fittings (Pulley End) 

End Shield with Fittings (Commutator End) 


| Includes Bearing Lining. 


11X444 Rotary Converter 

(Supersedes 11X62) 

(Model 31122, 35650, 5H54A1, 5H54A10) 

For use with DR-2 Form E, DRA-2, DR-3, DRB-3, 
and DRE-3 (C type control) 115 volt DC Units on 
115 volt DC current. 

Shipping Weight: 140 lbs. 

Crated Dimensions: 17 x 19 x 34 inches. 


RENEWAL PARTS 


Name of Part 


Model 


31122 

35650 

5H54A1 

5H54A10 

Wave Filter. 

9XC25A 

9XC25A 

9XC2SA 

9XC2SA 

Capacitor (5 Terminal). 

11X76 

11X76 

11X76 

11X76 

Thermal Cut-out. 

2228837G12 

2228837G12 

2228837G12 

2228837G12 

Thermal Cut-out Assem. 

11X693 

11X693 

11X693 

58X130 

Starting Contactor. 

Operating Coil for Con- 

11X50 

11X50 

11X50 

11X50 

tactor. 

22D8G3 

22D8G3 

22D8G3 

22D8G3 

Cable with Plugs. 

*11X17 

*11X17 

*11X17 

*11X17 

Bearing Lining. 

Carbon Brush 

3510315 

3510315 

3510315 

3510315 

(Commutator). 

11X114 

11X114 

11X114 

11X114 

Carbon Brush (Collector) 
Brush Holder 

11X113 

11X113 

11X113 

11X113 

(Commutator). 

1X696 

1X696 

1X696 

1X696 

Brush Holder (Collector) 
Brush Holder Cap 

3511304 

3511304 

3511304 

3511304 

(Commutator). 

Brush Holder Cap 

1791359G1 

1791359G1 

1791359G1 

1791359G1 

(Collector). 

1791359G2 

1791359G2 

1791359G2 

1791359G2 

Field Coils (Set of 2) . . . 

41X172 

41X172 

41X172 

41X172 

Armature. 

31X86 

4282605G1 

4282605G1 

4282605G1 

Commutator. 

2068752G3 

2068752G3 

2068752G3 

2068752G3 

Collector. 

3559511G1 

3559511G1 

3S59511G1 

3559511G1 

Shaft Collar. 

3512417 

3512417 

3512417 

3512417 

Fan. 

End Shield with Fitting 

3534009 

3535523G2 

3535523G2 

3535523G2 

(Pulley End). 

End Shield with Fitting 

J3584287G1 

J3563617G1 

I3563617G1 

J3563617G1 

(Commutator End).. 

t3584277Gl 

J3584277G1 

I3584277G1 

J3584277G1 


* Has two Plugs—one Male and one Female. 
{ Includes Bearing lining. 


11X445 Rotary Converter 

(Supersedes 11X124) 

(Model 33226, 37582, 5H54A2, 5H54A6) 

For use with DR-2 Form E, DRA-2, DR-3, DRB-3, 
and DRE-3 (C type control) 230 volt DC Units on 
230 volt DC current. 

Shipping Weight: 172 lbs. 

Crated Dimensions: 17 x 19 x 34 inches. 


RENEWAL PARTS 


Name of Part 


Model 


33226 

37582 

5H54A2 

5H54A6 

Wave Filter. 

9XC25A 

9XC25A 

9XC25A 

9XC25A 

Capacitor (5 Terminal). 

11X76 

11X76 

11X76 

11X76 

Thermal Cut-out. 

2228837G12 

2228837G12 

2228837G12 

2228837G12 

Thermal Cut-out Assem. 

11X693 

11X693 

11X693 

58X130 

Starting Contactor. 

Operating Coil for 

58X132 

58X132 

58X132 

11X543 

Contactor. 

22D8G2 

22D8G2 

22D8G2 

22D8G2 

Cable with Plugs. 

*11X17 

*11X17 

*11X17 

*11X17 

Transformer.. 

9AC214A 

9AC214A 

9AC214A 

9AC214A 

Bearing Lining. 

Carbon Brush 

3510315 

3510315 

3510315 

3510315 

(Commutator). 

11X114 

11X114 

11X114 

11X114 

Carbon Brush (Collector) 
Brush Holder 

11X113 

11X113 

11X113 

11X113 

(Commutator). 

1X696 

1X696 i 

1X696 

1X696 

Brush Holder (Collector) 
Brush Holder Cap 

3511304 

3511304 

3511304 

3511304 

(Commutator). 

Brush Holder Cap 

1791359G1 

1791359G1 

1791359G1 

1791359G1 

(Collector). 

1791359G2 

1791359G2 

1791359G2 

1791359G2 

Field Coils (Set of 2).... j 

41X233 

41X233 

41X233 

41X233 

Armature. 

41X283 

4282637G1 

4282637G1 

4282637G1 

Commutator. 

2068752G3 

2068752G3 

2068752G3 

2068752G3 

Collector. 

3559511G1 

3559511G1 

3559511G1 

3559511G1 

Shaft Collar. 

3512417 

3512417 

3512417 

3512417 

Fan. 

End Shield with Fittings 

3534009 

3535523G2 

3535523G2 

3535523G2 

(Pulley End). 

End Shield with Fittings 

{3584287G1 

£3563617G1 

J3563617G1 

13563617G1 

(Commutator End). . 

J3584277G1 

t3584277Gl 

13584277G1 

J3584277G1 


* Has two Plugs—one Male and one Female. 
X Includes Bearing Lining. 


11X446 Rotary Converter 

(Supersedes 11X245) 

(Model 31122, 35650, 5H54A1, 5H54A9) 

For use with CK, D-2, D-30, D-35, DB-1, DP-1, 
DR-1, DR-2 Form F, DRE-3, DP-3, DC-3 and DR- 
35, 115 volt DC Units on 115 volt DC current. 

Shipping Weight: 140 lbs. 

Crated Dimensions: 17 x 19 x 34 inches. 


RENEWAL PARTS 


Name of Part 

Model 

31122 

35650 

5H54A1 

5H54A9 

Wave Filter. 

9XC25A 

9XC2SA 

9XC25A 

9XC25A 

Capacitor (5 Terminal). 

11X76 

11X76 

11X76 

11X76 

Thermal Cut-out.-. 

2228837G12 

2228837G12 

2228837G12 

2228837G12 

Thermal Cut-out Assem. 

11X693 

11X693 

11X693 

58X130 

Starting Contactor. 

11X50 

11X50 

11X50 

11X50 


Always Give Catalog Number 
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11X446 RENEWAL PARTS ( Cont .) 


Name of Part 


Model 


31122 

35650 

5H54A1 

5H54A9 

Operating Coil for 

Contactor. 

22D8G3 

22DBG3 

22D8G3 

22D8G3 

Cable with Male Plug. . 

11X530 

11X530 

11X530 

11X530 

Bearing Lining. 

3510315 

3510315 

3510315 

3510315 

Carbon Brush 

(Commutator). 

11X114 

11X114 

11X114 

11X114 

Carbon Brush (Collector) 

11X113 

11X113 

11X113 

11X113 

Brush Holder 

(Commutator). 

1X696 

1X696 

1X696 

1X696 

Brush Holder (Collector) 

3511304 

3511304 

3511304 

3511304 

Brush Holder Cap 

(Commutator). 

1791359G1 

1791359G1 

1791359G1 

1791359G1 

Brush Holder Cap 
' (Collector). 

1791359G2 

1791359G2 

1791359G2 

1791359G2 

Field Coils (Set of 2 ). . . 

41X172 

41X172 

41X172 

41X172 

Armature. 

31X86 

4282605G1 

4282605G1 

4282605G1 

Commutator. 

206S752G3 

2068752G3 

2068752G3 

2068752G3 

Collector. 

3559511G1 

35S9511G1 

3559511G1 

3559511G1 

Shaft Collar. 

3512417 

3512417 

3512417 

3512417 

Fan. 

3534009 

3535523G2 

3535523G2 

3535523G2 

End Shield with Fitting 
(Pulley End). 

t3584287Gl 

J3563617G1 

{3563617G1 

J3S63617G1 

End Shield with Fitting 
(Commutator End).. 

J3584277G1 

{3584277G1 

J3584277G1 

13584277G1 


1 Includes Bearing Lining. 


11X320 Rotary Converter 

(Model 34887, 5H74A1, 5H74A3, 5H74A7) 


11X447 Rotary Converter 

(Supersedes 11X356) 

(Model 33226, 37582, 5H54A2, 5H54A7) 

For use with CK, D-2, D-30, D-35, DB-1, DR-1, 
DP-1, DR-2 Form F, DRE-3, DP-3, DC-3 and DR- 
35, 230 volt DC Units on 230 volt DC current. 

Shipping Weight: 172 lbs. 

Crated Dimensions: 17 x 19 x 34 inches. 



ROTARY CONVERTERS 


11X446 Rotary Converter ( Cont .) 


11X447 RENEWAL PARTS 


Name of Part 


Model 


33226 


37582 


5H54A2 


5H54A7 


Wave Filter. 

Capacitor (5 Terminal). 

Thermal Cut-out. 

Thermal Cut-out Assem.| 

Starting Contactor. 

Operating Coil for 

Contactor. 

Cable with Male Plug. . 

Transformer. 

Bearing Lining. 

Carbon Brush 

(Commutator). 

Carbon Brush (Collector) 
Brush Holder 

(Commutator)... 
Brush Holder (Collector) 
Brush Holder Cap 

(Commutator). 

Brush Holder Cap 

(Collector). 

Field Coils (Set of 2)... 

Armature. 

Commutator. 

Collector. 

Shaft Collar. 

Fan.. 

End Shield with Fitting| 

(Pulley End). 

End Shield with Fittingj 
(Commutator End) 


9XC25A 

11X76 

2228837G12 

11X693 

58X132 

22D8G2 

11X530 

9AC214A 

3510315 

11X114 

11X113 

1X696 

3511304 

1791359G1 

1791359G2 

41X233 

41X283 

2068752G3 

3559511G1 

3512417 

3534009 

J3584287G1 

{3584277G1 


9XC25A 

11X76 

2228837G12 

11X693 

58X132 

22D8G2 

11X530 

9AC214A 

3510315 

11X114 

11X113 

1X696 

3511304 

1791359G1 

1791359G2 

41X233 

4282637G1 

2068752G3 

3559511G1 

3512417 

3535523G2 

J3563617G1 

{3584277G1 


9XC25A 

11X76 

2228837G12 

11X693 

58X132 

22D8G2 

11X530 

9AC214A 

3510315 

11X114 

11X113 

1X696 

3511304 

1791359G1 

1791359G2 

41X233 

4282637G1 

2068752G3 

3559511G1 

3512417 

3535523G2 

J3563617G1 

{3584277G1 


9XC25A 

11X76 

2228837G12 

58X130 

11X543 

22D8G2 

11X530 

9AC214A 

3510315 

11X114 

11X113 

1X696 

3511304 

1791359G1 

1791359G2 

41X233 

4282637G1 

2068752G3 

3559511G1 

3512417 

3535523G2 

J3563617G1 

{3584277G1 


t Includes Bearing Lining. 



Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY : : APPLIANCE AND MERCHANDISE DEPARTMENT 


ROTARY CONVERTERS 


11X320 Rotary Converter (Cont.) 

For use with DR-4, DR-5, DRD-4, DRA-4, DRE-4, 
DRF-4, D-40, D-44, D-46, D-48, D-50, D-54 and 
D-55, 230 volt DC Units on 230 volt DC current. 

Shipping Weight: 183 lbs. 

Crated Dimensions: 34% x 24% x 19% inches. 

RENEWAL PARTS 


Name of Part 


Model 


34887 

5H74A1 

5H74A3 

5H74A7 

Wave Filter. 

58X129 

58X129 

9XD30A 

9XD30A 

Capacitor (5 Terminal). 

11X76 

11X76 

11X76 

11X76 

Starting Contactor. 

11X423 

11X423 

11X423 

11X423 

Operating Coil for 

Contactor. 

22D8G2 

22D8G2 

22D8G2 

22D8G2 

Cable with Male Plug. . 

11X420 

11X420 

11X420 

58X133 

Cable with Female Plug. 

58X134 

58X134 

58X134 

58X135 

Fuse Block. 

34367 

34367 

34367 

34367 

Capacitor (3 Leads).... 

58X136 

58X136 

58X136 

58X136 

Bearing Lining. 

1782031 

1782031 

1782031 

1782031 

Carbon Brush 

(Commutator). 

11X399 

11X399 

11X399 

11X399 

Carbon Brush (Collector) 

11X398 

11X398 

11X398 

11X398 

Brush Holder 

(Commutator). 

3X327 

3X327 

3X327 

3X327 

Brush Holder (Collector) 

3510911 

3510911 

3510911 

3510911 

Brush Holder Cap 

(Commutator). 

1791362G] 

1791362G1 

1791362G1 

1791362G1 

Brush Holder Cap 
(Collector). 

1791359G1 

1791359G1 

1791359G1 

1791359G1 

Field Coils (Set of 2). . . 

41X256 

41X256 

63X67 

63X67 

Armature. 

4282638G1 

4282638G1 

4282638G1 

42B2638G1 

Commutator. 

1734609G10 

1734609G10 

1734609G10 

1734609G10 

Collector. 

2068873G2 

2068873G2 

2068873G2 

2068873G2 

Shaft Collar. 

3513377 

3513377 

3513377 

3513377 

Fan..♦. 

3535523G1 

353S523G1 

3S3S523G1 

3535523G1 

End Shield with Fittings 
(Pulley End). 

13584856G1 

13584856G1 

J3584856G1 

1358485601 

End Shield with Fittings 
(Commutator End).. 

13584851G1 

13584851G1 

I3584851G1 

14260799G1 


t Includes Bearing Lining. 


11X141 DC-AC Adapter 



11X321 Rotary Converter 

(Model 34888, 5H74A2, 5H74A4, 5H74A6) 

For use with DR-4, DR-5, DRD-4, DRA-4, DRE-4, 
DRF-4, D-40, D-44, D-46, D-48, D-50, D-54, D-55, 
115 volt DC Units on 115 volt DC current. 

Shipping Weight: 183 lbs. 

Crated Dimensions: 34% x 24% x 19% inches. 


RENEWAL PARTS 


Name of Part 


Model 


34888 

5H74A2 

5H74A4 

5H74A6 

Wave Filter. 

58X12.9 

58X129 

9XD30A 

9XD30A 

Capacitor (5 Terminal). 

11X76 

11X76 

11X76 

11X76 

Starting Contactor. 

Operating Coil for 

11X424 

11X424 

11X424 

11X424 

Contactor. 

22D8G3 

22D8G3 

22D8G3 

22D8G3 

Cable with Male Plug. . 

11X421 

11X421 

11X421 

11X421 

Cable with Female Plug. 

11X422 

11X422 

11X422 

11X422 

Fuse Block. 

34367 

34367 

34367 

34367 

Capacitor (3 Leads). ... j 

58X136 

58X136 

58X136 

58X136 

Bearing Lining. 1 

Carbon Brush 

1782031 

1782031 

1782031 

1782031 

(Commutator). 

11X399 

11X399 

11X399 

11x399 

Carbon Brush (Collector) 
Brush Holder 

11X398 

11X398 

11X398 

11X398 

(Commutator). 

3X327 

3X327 

3X327 

3X327 

Brush Holder (Collector) 
Brush Holder Cap 

3510911 

3510911 

3510911 

3510911 

(Commutator). 

Brush Holder Cap 

1791362G1 

1791362G1 

1791362G1 

1791362G1 

(Collector). 

1791359G1 

17913S9G1 

1791359G1 

1791359G1 

Field Coils (Set of 2). . . 

41X257 

41X257 

63X68 

63X68 

Armature. 

4282641G1 

4282641G1 

42C2641G1 

4282641G1 

Commutator. 

1734609G6 

1734609G6 

1734609G6 

1734609G6 

Collector. 

2068873G2 

2068873G2 

2068873G2 

2068873G2 

Shaft Collar. 

3513377 

3513377 

3513377 

3513377 

Fan. 

End Shield with Fittings 

3535523G1 

3535523G1 

3S35523G1 

3535523G1 

(Pulley End). 

End Shield with Fittings 

J3584856G1 

J35848S6G1 

3584856G1 

{3584856G1 

(Commutator End).. 

J3584851G1 

*3584851G1 

13584851G1 

J4260799G1 


t Includes Bearing Lining. 


11X528 DC-AC Adapter 

To adapt CK, D-2, D-30, D-35, DB-1, DP-1, DR-1, 
DR-2, Form F, and DRE-3, 115 volt Direct Current 
Units for operation on 110 volt 60 cycle current. 

Shipping Weight: 30 lbs. 

Crated Dimensions: 10 x 13 x 13 inches. 


To adapt DR-2 Form E, DRA-2, and DR-3, 115 volt 
Direct Current Units for operation on 110 volt 60 
cycle current. 

Shipping Weight: 30 lbs. 

Crated Dimensions: 10 x 13 x 13 inches. 

Always Give Catalog Number 
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tEHERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


* I 1X52 LIFTING DOLLY 

Rubber tired dolly for moving leg type household refriger¬ 
ators. 

RENEWAL PARTS 

CAT. NO. DESCRIPTION 

IIX2IO Caster for 11X52 Dolly 
11X342 Crank for 11X52 Dolly 
1 1 X365 Tire for Caster of 11X52 Dolly 

* Complete Dolly no longer available 

MISCELLANEOUS LIFTER 
AND CARRIER PARTS 

CAT. NO, DESCRIPTION 

11X125 Cable for Lifter (Lewis Shephard and Short 
Masted, Schenectady) 

11X159 Crank Assembly for Lewis Shephard Lifting 
Dolly 

11X161 Crank Assembly for Lewis Shephard Portable 
Lifter 

11X163 Cable Drum for Lewis Shephard Portable Lifter 
11X164 Norm Gear for Lewis Shephard Portable Lifter 
11X211 Cable with Hook for Fort Wayne Portable Lifter 
11X212 Front Caster for Fort Nayne Portable Lifter 
11X213 Middle Caster for Fort Nayne Portable Lifter 
11X214 Rear Caster for Fort Nayne Portable Lifter 

11X215 Cable with Hook for Long Masted Schenectady 
Lifter 

11X360 Cable Clsmp for Schenectady Lifter 
11X375 Caster for Domestic Unit Carrier 
11X376 Caster for Commercial Unit Carrier 
11X645 Front Caster for 11X61 and 11X209 
11X683 Caster Socket for Unit Carrier (All types) 
58X160 Lifter Hooks for Old Style Lifters 

H20AI34 ADAPTER PANEL ASSEMBLY 

For installing CK-2 Units in P-55E, PS-62, PS-65 and P-67E 
Cabinets as manufactured by General Electric Company. 

RENEWAL PARTS 

CAT, NO. DESCRIPTION 

H20AI35 Panel Only 
HI3AI09 Sponge Rubber Gasket 
HISA116 Unit Gasket 

H4A37 ADAPTER PANEL ASSEMBLY 

For installing CK-2 Units in five and six cubic foot Vendor 
Cabinets. 

RENEWAL PARTS 

CAT. NO. DESCRIPTION 

H4A38 Panel Only 
H13A159 Sponge Rubber Gasket 
HI3AI16 Unit Gasket 


CI8XI PRESSURE GAUGE 

A pressure gauge designed especially for refrigeration 
use. Gauge has 2-I/2”dial calibrated with 5-pound gradu¬ 
ations and figured every 25 pounds. Black finish case 
with unbreakable crystal. Range 0 to 300 pounds. 1/8" 
male connection. Corresponding temperatures of F-12 and 
SO 2 indicated on dial. 


CI 8X2 COMPOUND GAUGE 

An exceptionally efficient gauge reading from 30 inches 
vacuum to 50 pounds pressure. Gauge has 2-1/2" dial cal¬ 
ibrated every I inch vacuum and every I pound pressure. 
Dial figured every 10 inches vacuum and every 10 pounds 
pressure. Black finish case with unbreakable crystal. 
1/8" male connection. Corresponding temperatures of F-12 
and SO 2 indicated on dial. 


H20AI76 PARTS FOR INSTALLING 
CF-I UNIT IN F-4 CABINET 

PARTS INCLUDED 


CAT. NO. 

DESCRIPTION 


HI7A72 

Shelf - off set - Top 


69X893 

Screw for Condenser and Outer 

Case 

HI 2X2 

Screw for Inner Liner Cover 


261646 

Screw for Condenser and Base, 
and Base 

or Compressor Foot 

177811 

Nut for Screw Cat. 261646 


H20AI3 

Clip for Skirt and Base 


165736 

Steel Nasher (5/8 in. O.D.) for Screw 69X893 


1440873 Steel Nasher (7/8 in. 0.D.j for Screw 261646 

498560 Steel Nasher (5/8 in. O.D.) for Screw 261646 

H20A74 Fibre Nasher for Screw Cat. HI2X2 

H20A75 Rubber Nasher for Screw Cat. HI2X2 
HIIA49 Tapping Strip for Inner Liner Cover Screw 
H20AII0 Rubber Plug for Inner Liner Cover 
- Insulation, Top (Bag) 


H 2 0 A 17 7 PARTS FOR INSTALLING 
CF-I UNIT IN F - 6 CABINET 

PARTS INCLUDED 

CAT. NO. DESCRIPTION 

H27A38 Base Angle (Rear) for Cabinet and Refrigerating 
Machine 

H20AI28 Two Adapter Plates 
HI7A73 Shelf - off set - (Top) 

69X893 Screw for Condenser and Outer Case 

HI2X2 Screw for Inner Liner Cover 

261646 Screw for Skirt Clip, or Compressor Bracket and 

Base 

153609 Screw for Condenser and Base 

177811 Nut for Cap Screw Cat. 261646, or 153609 

H20AI3 Clip for Skirt and Base 

165736 Steel Nasher (5/8" 0.D.) for Screw Cat. 69X893 

1440873 Steel Washer (7/8" O.D.) for Screw Cat. 261646 

or 153609 

498560 Steel Hasher (5/8" O.D.) for Screw Cat. 261646 
H20A74 Fibre Nasher for Screw, Cat. HI2X2 
H20A75 Rubber Washer for Screw Cat. HI2X2 
HIIA49 Tapping Strip for Inner Liner Cover Screw 
H20AII0 Rubber Plug for inner Liner Cover 

- Insulation,Top (Bag) 

H20AI78 PARTS FOR INSTALLING 
*CF-2 UNIT IN F-7 CABINET 

PARTS INCLUDED 

CAT, NO. DESCRIPTION 

H27A37 Base Angle (Rear) for Cabinet and Refrigerating 
Machine 

HI7A70 Shelf - off set - Top 
69X893 Screw for Condenser and Outer Case 
HI2X2 Screw for Inner Liner Cover 

261646 Screw for Skirt Clip, or Compressor Bracket and 

Base 

I536C9 Screw for Condenser and Base 


Revised March 1940 
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Q EHERA L E L E C T R I CC 0 M PAMY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


H20AI78 PARTS FOR I N S T A L L I NG * C F - 2 UNIT IN. F-7 CABINET (CONTINUED) 


PARTS INCLUDED 


CAT. NO. 

DESCRIPTION 

CAT. NO. 

DESCRIPTION 


177811 

Nut for Cap Screw Cat. 261646 or Cat. 153609 

H20A74 

Fibre Washer for Cat. HI2X2 Screw 

H20AI3 

Cl ip for Skirt and Base 

H20A75 

Rubber Washer for Cat. HI2X2 

Screw 

165736 

Steel Washer (5/8" O.D.) for Screw Cat. 69X893 

HIIA49 

Tapping Strip for Inner Liner 

Cover 

1440873 

Steel Washer, (7/8" O.D.) for Screw 261646 or 153609 

H20AII0 

Rubber Plug for Inner Liner Cover 

498560 

Steel Washer (5/8" O.D.) for Screw Cat. 261646 

- 

1 nsulat ion, Top (Bag) 


* 

Note:- When installing a CF-2D, E or G Unit in F-7 Cabinet, a Cat. C20H59 Bracket for the Compressor 


required. 





A 18H6 TOOL K1T 



*To install or remove 

CF type 

Units 


CAT. NO. 

DESCRIPTION 

CAT. NO. 

DESCRIPTION 


AI8H7 

Canvas Bag 

A20H7 

Screw Holder 


AI8H9 

Lifting Bar for Compressor Unit 

A20H8 

Pair (2) Supporting Brackets 


AI8HI0 

Lifting Handle for Evaporator Top Plate 

AI8HI1 

Parts to Adapt A20H8 for CF, 

Form C 


AI8H8 Socket Wrench available but not furnished with Kit. 



The A20K8 pair (2) supporting brackets 

have following parts assembled. 


30522 

Screws (5/16"-18 x 1/2") (4) 

104324 

Washers (2) 


HI8A22 

Washers (4) 

143510 

Screws (5/16"-18 x 5/8") (2) 


A20HI0 

Pins (2) 

126869 

Nuts (5/16"-18) (2) 


15519 

Cotter Pins (3/32" x 3/4") (2) 

154195 

Lockwashers (5/16") (2) 


A20HI6 

U-Strap with Gasket and Washer (2) 





is also 


Units 


*To install CH-1 un its use AI8H6 Kit with new type supporting brackets Catalog No. A20H 17 (Right hand) and Catalog No. A20H 18 (Left hand). 

*To instal 1 CJ-1 units use AI8H6 Kit with an extension bar Catalog No. A20H 19 added To each of the supporting brackets of the AI8H6 Kit. 

"To install CJ -2 units use AI8H6 Kit with extension bar, Cat. No. A20H2I, added to each of the supporting brackets of the AI8H6 Kit. 

’To install FBA-IA units use AI8H6 Kit with an extension bar Catalog No. A20HI9 added to each of the supporting brackets and 

Catalog No. A20H20 shipping frame used to connect the evaporator to supporting arms. 


REMOVABLE SHAFT SEAL ASSEMBLIES 

ASSEMBLIES 


TYPE OF UNIT CAT. NO. 

CM-3 - Model A.. CI6AI53 


CM-3 - Model B, CD, CB with Compressors C2IA6 


TYPE OF UNIT CAT. NO. 

CB with Compressor C2IAI . CI6AI37 

CM-1 and CM-2. CI6AI59 


or C2IA22 . CI6AI34 

RENEWAL PARTS 


NAME OF PART 

CI6AI34 

ASSEMBLY 

CI6AI37 

ASSEMBLY 

CI6AI53 

ASSEMBLY 

CI6AI59 

ASSEMBLY 

Shaft Seal Bellows Assembly, Complete with Removable Shoulder and Shoulder Washer 

Shaft Seal Bellows Gasket. 

Shaft Shoulder Washer. 

Clamping Plate . ... 

Sh of t Sri ou ) de ... 

CI6A88 

Cl IA22 

C20A3I0 

CI6A89 

C16A91 

CI6AI36 
ClIA22 
C20A395 
CI6AI75 

C9A153 

CI6AI52 

CIIA22 

C20A3I0 

CI6A89 

C16A91 

CI6AI58 

ClIA22 

C20A439 

CI6A89 

C9MS1 


NOTE: The original Type CB machines were equipped with the Cat. No. C2IAI Compressors. The catalog number, 
however was not stamped on these compressors. These compressors have the bronze nose piece soldered 


to the shaft and the nose piece on the bellows assembly is of steel. 


Some of the earlier Cat. No. C2IA22 Compressors were not stamped with the catalog number. However,these 
compressors all have the punched end bel1, but are equipped with bellows assemblies having the bronze 
nose piece. 

The Cat. No. C2IA6 Compressors were used as replacements on Type CB machines and on Type CD machines. 
These all have forged end bells and have the bronze nose piece on the bellows assembly. 


INSTALLING AND REMOVING TOOLS 


NAME OF PART CAT. NO. 

Removing Tools.. AI8A88 

Installing Tools (Set for Units, Type CM-3 to CM- 

12 inclusive). AI8A89 


NAME OF PART CAT. NO. 

Installing Tools(Set for Units, Type CM-3 

to CM-8 inclusive).AI8A90 

Installing Tools (For CM-3 Unit only) . AI8A9I 


Always Give Catalog Number 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


OIL FOR TYPE CM-3 
REFRIGERATING MACHINES 


ALCOHOL FOR TYPE CM-3 
REFRIGERATING MACHINES 


A high-grade oil, especially developed for 
use in General Electric Type CM-3 Compressors, is 
available. No other oil should be used in Gener¬ 
al Electric Machines. Catalog information is as 
foI Iows: 


Oat. to. 



Description 


CI6A20 

A 

gal Ion 

o i i 

for SOg 

Units 

CI6A2I 

1 

gal Ion 

o i l 

for SO B 

Un its 

CI6A22 

5 

gal Ions 

. oil 

for SO a 

Units 

CI6A93 

A 

gal Ion 

o i 1 

for F—12 

Units 

CI6A94 

i 

gal Ion 

oi 1 

for F—12 

Units 

C16A95 

5 

gal Ions 

. oi 1 

for F-12 Units 


Some alcohol has been added to most Type 
CM-3 Refrigerating Machines using Freon-12 Re¬ 
frigerant to prevent moisture freeze-up. If any 
alcohol is added in the field it must be of ex¬ 
tremely high quality or damage to the machine 
will result. We therefore recommend that only 
alcohol stocked by the General Electric Co. for 
this purpose be used. 

Cat. No. 58X341 covers an 8 oz. can of this 
alcohol. 


Always Give Catalog Number 


Issued November 1940 
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GENERAL ELECTRIC COMPANY 


A P P L IANCE AND MERCHANDISE DEPARTMENT 


CABINET-UNIT REFERENCE CHART 


On all 1940 and later cabinets, the Model No. of the refrigerating machine used in the cabinet is shown directly under the heading 
on the catalog page. To give you this information on earlier,type cabinets we are listing below the cabinets with the refrigerating 
machine or machines most commonly used in each cabinet. 

Even though this information cannot be made one hundred percent accurate, we believe it will be of value to you. 


Cabinet 

Unit 

Cabinet 

Unit 

Cabinet 

Unit 


Unit 1 

Cabinet 

— ■ 

B3-37A 

CH-IA 

JB5-39B 


P-67E 

D-2 


H ■ 



B3-38A 

CH-IB 

JB6-37A 


P-72 

DR-2 

PS-13 

R! SIR 



B3-39A 

CH-IC 

JB6-37B 


P-83 

D-30 


DR-35 

S-180 

DR-3 

B4A 

CJ-IB 

JB6-37C 

CF-2D 

P-85E 

D-30 


DR-3 


DRE-3 

B4-37A 

CJ-IA 

JB6-38A 

CF-2E 

P-110 

D-35 


DRE-3 


DRA-4 

B4-37B 

CJ-IA 

JB6-39A 

CF-2G 


DR-35 

PS-45 

DR-IB 


DRE-4 

B4-38A 

CJ-IB 

JB6-39B 

CF-2G 


CK-35B 

PS-55 

D-2 


D-35 

B4-38C 

CJ-IB 

JB7-37A 

CF-2D 


CK-35C 

PS-62 

D-2 


D-40 

B5-37A 

CF-ID 

JB7-38A 

CF-2E 


CK-35D 


DR-2 

S-182 

D-35 

B5-38A 

CF-IE 

JB7-33B 

CF-2G 

P-134 

D-35 

PS-65 

D-2 


D-40 

B5-39A 

CF-IG 




DR-35 

PS-95 

D-35 


DR-35 

B6-37A 

CF-2D 

K-4A 

CF-IB 


CK-35B 


DR-35 1 


CK-35 

B6-38A 

CF-2E 

K-5A 

CF-IB 


CK-35C 


DR-3 


CM-35 

B6-39A 

CF-2G 

K-5B 

CF-IB 


CK-35D 


DRE-3 

SD-40 

DA-1 

B7-37A 

CF-2D 

K-7A 

CF-2B 

P-170 

CM-35 

PS4-I7 

D-35 

SM-66A 


B7-38A 

CF-2E 

K-7B 

CF-2B 

P-170 

D-35 


DR-3 

SM-66B 


B7-38B 

CF-2E 

K-I2A 

CE-34M 


D-40 


D-40 

SM-66C 

CK-I5A 

B8-37A 

CF-2D 

K-I2B 

CE-34M 


DR-35 


DRA-4 

SMP-66A 

CK-15A 

B8-38A 

CF-28A 

K-I5A 

CE-34M 


CK-35 

PS4-I8 

D-35 

SMP-66C 

CK-I5A 

B8-38B 

CF-28B 

K-I5B 

CE-34M 


CM-35 


D-40 


DR-I 

B8-39A 

CF-28C 

KF-3A 

CM-3II-A 

P4-I80 

D-35 

PSS62 

D-2 

■ 

DR-2 

BY4-38A 

CE-I40A 

KF-4A 

CM-32 


D-40 




D-2 

BY4-39A 

CE-I40B 

KF-5A 

CM-32 


DR-35 

R-5 

DR-2 

SS-82 




KF-7A 

CM-33 


CK-35 


DR-2D 

SS-100 


CS-45 

DR-2E 

KF-I2A 

CM-34A 


CM-35 

R-7 

DR-2D 

SS-140 

D-35 



KF-12B 

CM-34A 

PB5 

DR-2D 

R-9 

DR-3 


DR-35 

DK-IA 

DK-I 

KF-I5A 

CM-34A 

PB7 

DR-2D 

R-52 

DR-2 

SS-180 

D-35 



KF-I5B 

CM-34A 

PB9 

DR-3 

R-72 

DR-2 


D-40 

E-4 

CM-I 

KT-5A 

CF-IB 

PBI2 

DR-3 

RB-5 

DR-2D 


DR-35 

E-5 

CM-2 

KT-5B 

CF-IB 

PB16 

DR-3 

RB-7 

DR-2D 





KT-7A 

CF-2B 

PB4-37A 

CJ-IA 

RB-9 

DR-3 

T-5C 

CK-IB 

F-3A 

CD-I 1 

KT-7B 

CF-23 

PB4-38A 

CJ-IB 

RC4-38A 

CD-I 

T-7B 

CK-2B 

F-4A 

CD-I 



PB5-37A 

CF-ID 

RC5-37A 

CD-2 

T-7C 

CA-2B 

F-5A 

CD-2 

LBG-39A 

CF-2G 

PB5-38A 

CF-IE 

RC5-38A 

CD-2 

T-9A 

CK-30B 

F-7A 

CD-3 

LB6-39B 

CF-2H 

PB5-39A 

CF-IG 

RC6-37A 

CD-3 

T-9C 

CK-30C 



LB6-39C 

CF-2H 

PB6-37A 

CF-2D 

RC6-38A 

CD-3 

T-9D 

D-30F 

G-35 

DR-IA 

LBC6-39A 

CF-2G 

PB6-38A 

CF-2E 

RL-95 

DR-3 

T-I4A 

CA-2B 

G40 

DR-IA 

LKIA 

LK-IA 

PB6-39A 

CF-2G 

RS-5 

DR-2 

TM-9A 

CK-30C 


DR-IB 

LKIB 

LK-IB 

PB7-38A 

CF-2E 

RS-52 

DR-2 


CK-30D 

G55 

DR-2 

LK2A 

LK-2 

PB8-37A 

CF-2D 

RT-5 

6R-2 




DR-2F 



PB8-38A 

CF-28A 


DR-2D 

V-4A 

■si! iBBm 

G75 

DR-2 

M-4A 


PB8-38B 

CF-28A 


DR-2E 

V-4C 



DRB-3 



PB8-39A 

CF-28C 

RT-7 

DR-2 

V-5A 


GI00 

DR-3 

M-4C 


PBI2-38A 

CE-34A 


DRE-3 

V-5C 



DRE-3 

M-5A 

CK-IC 

PBI2-39A 

CE—34B,C 


DR-2D 

V-7A 


GI35 

DR-3 

M-5C 

CK-IC 

PBI2-39B 

CE-34B,C 


DR-2E 

V-7C 

CF-2C 


DRE-3 

M-6A 

CK-2C 

PBI2-39C 

CE-34C 

RT-,52' 

DR-2 

VP-4A 

CF-IC 

GI75 

DR-3 

M-6B 

CK-2C 

PBI6-38A 

CE-34A 

RT-72 

DR-2 

VP-4C 

CF-IC 


DRE-3 

M-tiC 

CK-2C 

PBI6-39A 

CE-34B 



VP-5A 

CF-IC 


DRA-4 

M-7A 

CK-2C 

PBI6-39B 

CE-34C 

S-3 

DR-2D 

VP-5C 

CF-IC 


DRE-4 

M-7C 

CK-2C 

PL-13 

D-35 


DR-2E 

VP-7A 

CF-2C 



MJ-37A 

CK-26A 


DR-35 

S-5 

DR-2 

VP-7C 

CF-2C 

HE-3A 

CB-I 

M6-38A 

CK-26B 


DR-3 


DR-2D 



HE-3K 

CB-I 

M8-37A 

CK-28A 


DRE-3 

S-32 

DR-2 

X-3A 

CG-I 

HE-4A 

CB-I 

M8-36A 

CK-28B 

PL-17 

D-35 

S-42 

DR-IB 


CG-IB 

HE-4B 

CB-I 

MP-5A 

CK-IC 


D-40 

S-44 

DR-IB 

X-4A 

CG-I A 

HE-4C 

CB-I 

MP-5C 

CK-IC 


DR-3 

S-62 

DR-2 


CG-IB 

HE-5A 

CB-2 

MP-6C 

CK-2C 


DRE-3 



X-4B 

CG-I A 

HE-7A 

CB-3 




DRE-4 




CG-IB 

HE-7B 

CB-3 

P-4 

DRA-2A 


DRA-4 

S-62S 


X-5A 

CA-IA 

HT-47A 

CA-IB 

P-5 

DR-2 

PL-95 

DR-3 


DR-2 


CA-IB 

HT-47B 

CA-IB 


DR-2D 

PS-5 

D-2 ! 

S-67 

D-2 

X-5B 

CA-IA 

HT-50 

CA-IB 


DR-2F 


DR-2 

S-85 

D-30 


CA-IB 

HT-67 

CA-2A.B 

P-7 

DR-2 


DR-2F 

S-100 

DR-3 

X-5C 

CK-IA 

HT-70A 

CA-2A.B 


DR-2D 

PS-6 

D-2 


DRE-3 

X-5D 

CA-IA 

HX-47A 

CA-IA 


DRB-3 


DR-2 


DR-35 


CA-IB 

HX-47B 

CA-IB 


D-2 


DRB-3 

S-107 

D-35 

X-5E 

CA-IA 

HX-50 

CA-IB 

P-9 

DR-3 

PS-7 

D-2 


DR-35 


CA-IB 

HX-67 

CA-2A.B 

P-12 

DR-3 


DR-2 


CK-30B 

X-5F 

CK-IA 

HX-70A 

CA-2A.B 

P-16 

DR-3 


DRB-3 


CK-35B 

X-5G 

CK-IA 



P-42 

DRA-2 

PS-8 

D-30 


CK-35C 

X-6A 

CK-2B 

JB3-38A 

C J-1B 

P-44E 

DR-IB 

PS-9 

D-35 


CK-35D 

X-7B 

CK-2B 

JB3-39A 

C J- 1 c 


CA-IA 

PS-17 

DRA-4 

S-140 

DR-3 

X-7C 

CA-2B 

JB3-39B 

UJ— 1C 

P-52 

DR-2 


DRE-4 


DRE-3 


CK-2B 

JB4-39A 

CJ— l c 

P-55E 

D-2 


DR-3 


D-35 

XT-6 A 

CK-2B 

JB5-37A 

CF-ID 

P-55S 

D-2 


DRE-3 

S-146 

D-35 



JB5-38A 

CF-IE 

P-63 

D-2 


DR-35 


DR-35 



JB5-39A 

CF-IG 


DR-2 


D-35 


CK-35B 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


DOOR GASKETS 


Button Type 


To assist you In Identifying button type door gaskets we have made the following 
table. Positive identification can be made by the Mold Number which is molded into 
the under side of each gasket. The other information may also be of some value. 


Complete Gasket 

Parts 


So. of 




Cat. No. 

Cat. So. 

Mold So. 

Buttons 

Length 

Quan. 

Color 

11X264 

HI3AI 

1935791 

II 

29 15/16 

2 

Grey 

11X799 

1935792 

7 

17 5/8 

2 

11X265 

HI3AI5 

11X800 

3621339 

3621340 

II 

8 

31 11/16 

22 1/8 

2 

2 

Grey 

11X266 

HI3AI9 

11X801 

1935776 

1935775 

11 

9 

32 1/4 

26 11/16 

2 

2 

Grey 

11X559 

HI3AI99 

4320930 

8 

22 3/8 

2 

Grey 

HI3A200 

3623947 

7 

16 9/16 

2 

11X589 

HI3A205 

3623944 

12 

31 5/16 

2 

Grey 

HI3A206 

3623945 

8 

21 1/2 

2 

11X590 

HI3A207 

3623946 

12 

32 1/2 

2 

Grey 

HI3A209 

3623950 

10 

25 3/4 

2 

11X591 

HI3A207 

3623946 

12 

32 1/2 

2 

Grey 

HI3A200 

3623947 

7 

16 9/16 

2 

11X592 

HI3A2I0 

3623952 

7 

19 1/8 

2 

Grey 

HI3A2II 

3623953 

13 

34 13/16 

2 

11X593 

HI3A2II 

3623953 

13 

34 13/16 

2 

Grey 

H13A2I2 

3623951 

8 

19 3/4 

2 

11X594 

HI3A2I3 

HI3A2II 

3623954 

3623953 

6 

13 

13 3/4 

34 13/16 

2 

2 

Grey 

11X735 

11X801 

1935775 

9 

26 11/16 

2 

Grey 

11X799 

1935792 

7 

17 5/8 

2 

t11X822 

HI3A2I4 

4320762 

7 

18 7/16 

2 

Grey 

HI3A2I5 

4320763 

9 

24 9/16 

2 

HI3A26 

HI3A26 

4724106 

39 

108 7/8 

1 

Grey 

HI3A3I 

HI3A3I 

4724087 

37 

95 7/8 

1 

Grey 


fBox Top Gasket 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


DOOR GASKETS 


Extruded Type 


Below are sketches of the various types of extruded door gaskets and a table giving the di¬ 
mensions of each gasket. Due to the fact that there Is very little difference between some of the 
gaskets, positive identification is difficult. Always refer to the catalog information on the cab¬ 
inet Involved when the Cabinet Model No. is available. 




Cat. Ho. 

Style 


B 

C 

D 

g 

F 

Color 

HI3A40 

B 

91 3/8 

1 1/32 

4 1/2 

18 3/16 

27 

1/2 

23 


Black 

H13A46 

B 

99 7/8 

1 1/32 

4 1/2 

20 11/16 

29 

1/4 

24 

3/4 

Black 

HI3A66 

B 

99 

1 5/32 

15 3/8 

18 3/4 

30 

3/4 

15 

3/8 

Black 

HI3A69 

B 

119 

1 5/32 

17 3/8 

24 3/4 

34 

3/4 

17 

3/8 

Black 

HI3A77 

A 

81 1/4 

1 1/8 

10 5/32 

20 5/16 

20 

5/16 

10 

5/32 

Black 

HI3A8I 

B 

122 1/4 

1 1/32 

16 3/4 

27 5/8 

33 

1/2 

16 

3/4 

Black 

HI3A82 

B 

112 3/4 

1 1/32 

16 19/32 

23 3/16 

33 

3/16 

16 

19/32 

Black 

HI3A87 

** 

90 3/8 

13/16 

13 

19 3/16 

26 


13 


Black 

HI3A88 

** 

79 7/8 

13/16 

10 3/8 

19 3/16 

20 

3/4 

10 

3/8 

Black 

HI3A95 

B 

III 

1 5/32 

18 13/16 

17 7/8 

37 

5/8 

18 

13/16 

Black 

HI3A96 

B 

105 1/8 

1 5/32 

18 13/16 

14 15/16 

37 

5/8 

18 

13/16 

Black 

H13AI00 

B 

125 

1 5/32 

18 13/16 

24 7/8 

37 

5/8 

18 

13/16 

Black 

HI3AI06 

B 

90 1/16 

29/32 

12 61/64 

19 1/8 

25 

29/32 

12 

61/64 

Black 

HI3AI08 

B 

80 

1 5/32 

10 

20 

20 


10 


Black 

HI3AI47 

B 

119 7/8 

1 3/32 

17 15/32 

25 

34 

15/16 

17 

15/32 

Black 

HI3AI50 

B 

132 7/8 

1 3/32 

19 7/32 

28 

38 

7/16 

19 

7/32 

Black 

HI3AI53 

B 

126 7/8 

1 3/32 

19 7/32 

25 

38 

7/16 

19 

7/32 

Black 

HI3AI57 

B 

106 1/2 

1 5/32 

15 3/8 

22 1/2 

30 

3/4 

15 

3/8 

Black 

HI3AI70 

B 

76 5/8 

1 3/32 

8 25/32 

20 3/4 

17 

9/16 

8 25/32 

Black 

HI3AI75 

C 

119 7/8 

1 5/32 

17 15/32 

25 

34 

15/16 

17 

15/32 

Black 

HI3AI76 

C 

132 7/8 

1 5/32 

19 7/32 

28 

38 

7/16 

19 

7/32 

Black 

HI3A177 

C 

99 3/4 

1 1/4 

15 15/32 

18 15/16 

30 

15/16 

15 

15/32 

Black 

HI3AI78 

C 

107 1/4 

1 1/4 

15 15/32 

22 11/16 

30 

15/16 

15 

15/32 

Black 

HI3AI80 

B 

107 

1 3/32 

15 3/8 

22 3/4 

30 

3/4 

15 

3/8 

Black 

HI3AI82 

C 

107 

1 5/32 

15 3/8 

22 3/4 

30 

3/4 

15 

3/8 

Black 

HI3AI84 

C 

112 3/8 

1 5/32 

18 25/32 

18 5/8 

37 

9/16 

18 

25/32 

Black 

HI3AI89 

C 

121 3/8 

1 5/32 

18 25/32 

23 1/8 

37 

9/16 

18 

25/32 

Black 

HI3AI93 

C 

126 7/8 

1 5/32 

19 7/32 

25 

38 

7/(6 

19 

7/32 

Black 

HI3AI94 

B 

87 3/4 

1 5/32 

12 9/16 

18 3/4 

25 

1/8 

12 

9/16 

Black 

HI3A233 

• 

106 5/16 









HI3A237 

* 

106 5/16 









H13A244 

B 

119 7/8 

1 3/32 

17 15/32 

25 

34 

15/16 

17 

15/32 

Grey 

HI3A248 

B 

127 1/4 

1 3/32 

17 31/32 

27 11/16 

35 

15/16 

17 

31/32 

Grey 

HI3A256 

B 

136 

1 3/32 

19 5/32 

29 11/16 

38 

5/16 

19 

5/32 

Black 

KI3A258 

B 

136 

1 3/32 

19 5/32 

29 li/16 

38 

5/16 

(9 

5/32 

Grey 

HI3A263 

B 

127 1/4 

1 3/32 

17-31/32 

27 11/16 

35 

15/16 

17 

31/32 

Black 


* These gaskets are for type LBN cabinet and are a different style than those Illustrated. They 
have two notches instead of four. 

'’Similar to Style A. 
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6EHERAI ELECTRIC COMPANY 


APPLI A NC E AMD MERCHANDISE DEPARTMENT 


HINGES 


There are many occaalona when the Model Number of a cabinet la not readily available and it la 
neceaaary to Identify hardware from a sample or sketch. To assist you in this we have shown in 
this section pictures of hinges, strikes and latches for the older model cabinets where most of the 
difficulty is encountered. However, when the Cabinet Model Number is available refer to the parts 
list for the cabinet in the Household Cabinet Section. 








Hie x la 

OFFSET y 


Hiex 19 
OFFSET I' 


HI6X20 

OFFSET 


HI6 X 2) 
OTFSET 




HI6X26 

orrsET r 



HI6X28 



H16 X 3 0 



Cat. Mo. 

description 

Used On 

11X311 

Hlnge(Use 11X790) 

P5, P55, RT5, PL95, PS95, PI 10, 
RL95, 040, GI00, S42, S100 

11X518 

Hinge 

S62, SI40, SI80, 6135, GI75, PS7, 
PS 13, PI34, P7, PLI3, 17, PSI7, PI70 

11X721 

Hinge 

S44, P44E, 3107, PS45, 3342, 38100 
P63, PS55, P55S, PS4-I8, PS95, PSI3 

11X727 

Hinge 

367, 385, 3146, 3182, SS62, P67E, 
SS82, PS8, 33140, SSI80, S67S, P83, 
P55E, PS65, P85E, PS 13 

11X790 

Hinge 

PS5, PS6, PS95, PS4-I7, P4-I80, 

PI 10, SD40, 3100, 0100 

H16X15 

Hinge 

PLI7, PSI7, PI70 

H16X18 

Hinge 

Used In few cases on Seeger Cabi¬ 
nets Instead of HI6X25 

HI6XI9 

Hinge 

On Seeger Cabinets 


Always Give 


Cat. Mo. 

Dtscription 

Used On 

HI 6X20 

Hinge 

P4, P7, PLI3, PLI7, PL95, RL95, RT7 

HI 6X21 

Hinge 

PLI7 

H16X22 

Hinge 

PLI7 

H16X23 

Hinge 

No Record 

HI 6X24 

Hinge 

RB5, DI3, P5, RT5, RT7 

HI6X25 

Hinge 

P4, 5, 7, 9, 12, 16; PB5, 7, 9, 
12, 16; PL95, 13, 17, RB9, RL95 

H16X26 

Hinge 

RT5 

H16X28 

Hinge 

35 

H16X30 

Hinge 

RS5 

HI6X3I 

Hinge 

R5, 7 

H16X32 

H!nge(Uae HI6X26) 

RB9, RL95, RB7, RT7 

H16X33 

Hinge 

S3, CS45 

HI 6X35 

Hinge 

PB5 


Catalog Humber 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


STRIKES 






Cat. Ho. 

Description 

Used On 

11X315 

Strike (Use HI4X46) 

P5 

11X419 

Strike (Use HI4X47) 

G40, P5, PS5, S42, RT5 

11X521 

Strike (R.H.) 

S62, PS7, P7 

11X522 

Strike (L.H.) 

S62, PS7, P7 

11X718 

Strike (R.H.) 

S44, P44E, PS45, P63, SS42, 

PS55, P55S 

11X719 

Strike (L.H.) 

S44, P44E, PS45, P63, SS42, 

PS55, P55S 

11X720 

Strike (Double) 

SI07, SSI00, PS4-I8 

11X724 

Strike (R.H.) 

S67, S85, SS62, SS82, PS8, S62S, 
P55E, PS65, P67E, P85E, P83 

11X725 

Strike (L.H.) 

S67, S85, SS62, SS82, PS8, S62S, 
P55E, PS65, P67E, P85E, P83 

11X726 

Strike (Double) 

SI46, SI82, SSI40, SSI80 

11X743 

11X791 

HI 4X21 

HI 4X22 

Strike (Double) 
Strike 

Strike 

Strike 

SI40, SI80, GI35, GI75 

SI00, GI00 

R5, 7 

R5, 7 


Cat. Ho. 

Description 

Used On 

HI 4X23 

Strike 

RB5 

HI 4X27 

Strike (R.H.) 

RS5 

HI 4X28 

Strike (L.H.) 

RS5 

HI 4X29 

Strike 

Two hole strike, 3/4" offset 
for Heintz cabinets 

H14X30 

Strike 

R7, P4, 5, CS45 

HI 4X31 

Strike 

No Record 

HI 4X32 

Strike 

PLI7 

H14X33 

Strike 

P4, 7; RT7 

HI 4X34 

Strike 

PL95, RL95, PL’I3 

HI4X35 

Strike 

PLI7 

HI 4X36 

Strike 

P5 

HI 4X37 

Strike 

PL 17 

HI 4X38 

Strike 

Four hole strike, 13/16" off¬ 
set for Bohn cabinet 

H14X39 

Strike (Use HI4X50) 

RL95, PL 13 

HI 4X40 

Strike 

P5, RT5, RT7 

H14X41 

Strike 

P5 


Always Give Catalog Number 
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GENERAL ELEC T RICC 0 M PANT 


APPLIANCE AND MERCHANDISE DEPARTMENT 


STRIKES (Cont.) 












HI4 X64 

Ht4 X 65 H14 X 6*6 

MARKED ^-5362 

HI4 X 67 

HI4 X 68 

marked 5362 

HI4X69 HJ4X70 

MARKED — -6l5 MARKED ^ 

Cot. No. 

Description 

Used. On 

Cat. No. 

Description 

Used On 

hi m 2 

Strike 

013 

HI1X58 

Strike 

RB7, RT7 

hi m3 

Strike 

RB9, RL95 

HI1X59 

Strike 

S5 

hi mi 

Strike 

R5, R7 

HI1X60 

Strike 

S5 

HI1X15 

Strike 

R5, R7 

HI 1X62 

Strike 

S5 

HI1X16 

Strike 

SD10, PS5, PS6, P5, RT5, PL 17, 

H11X63 

Strike 

PB5, 7, 16; P7, 16; PLI7, P5 



PS 17, PI7C 

HI 1X61 

Strike 

In a few cases, used on PI6 

HI1X17 

Strike 

SD10, PS5, PS6 



Seeger cabinets instead of 

HI1X18 

Strike 

PS95, PI 10, PS1-I7, PI-180, PS 13, 



H11X63 when HI5X11 Latch and 



PI31 



H11X67 Double strike are used 

H11X19 

Strike 

PL95, PSI3, PI31, PS95, PI 10 

HI 1X65 

Strike 

PB9, 12, 16; P9, 12, 16; 

H11X50 

Strike 

PL95, RL95, PLI3 







HI1X66 

Strike 

Used in a few cases on Rb9 Puffer 

HI 1X51 

Strike 

PSI7, PLI7, PI70 



Hubbard cabinets 

HI1X53 

Strike 

PI-180 

HI1X67 

Strike 

RB9, RL95 

HI 1X51 

Strike (R.H.) 

P7, RT7 

HI 1X68 

Strike 

Three hole strike, used in few ca- 

HI 1X55 

Strike (L.H.) 

P7, RT7 



ses on P5,P7,PB7 Seeger cabinets 

HI1X56 

Strike (R.H.) 

P5, RT7 

HI 1X69 

Strike 

S3 

HI 1X57 

Strike (L.H.) 

P5, RT7 

HI 1X70 

Strike 

PB5 
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GENERAL ELECTRIC COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 



Cat.No. I Description 


11X520 Latch 
11X716 Latch (R.H.) 

11X717 Latch (L.H.) 

11X722 Latch (R.H.) 

11X723 Latch (L.H.) 

11X792 Latch 


Used On 

Cat. No. 

Description 

Used On 

S62, SI40, SI80, GI35, GI75 

HI 5X24 

Latch 

R5, 7 

PS7, P5, 7, RT7 

HI 5X25 

Latch (R.H.) 

PB5, S3, RB5 

S44, SI07, P44E, PS45, SS42, 

HI 5X26 

Latch (L.H.) 

RB5 

SSI00, P63, PS55, P55S, 

PS4-I8, P44, PS95, PSI3 

S44, SI07, P44E, PS45, SS42, 

HI 5X29 

Latch 

RS5, R7, D13, P5, RT5, 7; 

P7, PL95, RL95, PLI3, 17; 

P4, CS45 

SSI00, P63, PS55, P55S, 

PS4-I8, P44, PS95, PSI3, 

HI 5X30 

Latch & Adapter Plate 
[Latch only is HI5X29) 

R9, RL95, RB9 

S67, S85, P83, SI46, SI82, 

SS62, SS82, SSI40, PS8, 

HI 5X31 

Latch A Adapter Plate 
[Latch only Is HI5X29) 

R5, 7 

SSI80, S62S, PS95, P55E, 

PS65, P67E, P85E, PS 13 

HI 5X32 

Latch t Adapter Plate 
[Latch only is 11X520) 

RB7, RT7 

S67, S85, S146, SI82, SS62, 

HI 5X33 

Latch 

P7 

P67E, SS82, PS8, SSI40, 

H15X35 

Latch 

S5 

SSI80, S62S, P55E, PS65, 

PS8, P85E, P83 

SIOO, GI00, SD40, PS5, 6, 

HI 5X37 

Latch 

S5, PB5, 7, 9, 12, 16; P5, 

9, 12, 16; PL95, 13, 17; 

RB9 

95, PS4-I7, P4-I80, PI 10, 

134, P5, RT5, PL95, PS95, 

PL 13. PS 13, PL 17. PS 17. PI70 

HI 5X44 

Latch 

Used in few cases on Seeger 
cabinets Instead of Cat. No. 

HI 5X36 
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GENERAL E LECT R 1C COMPANY 


APPLIANCE AND MERCHANDISE DEPARTMENT 


COLD STORAGE COMPARTMENT AND 
GLASS VEGETABLE DRAWER COVERS 


Cold Storage Compartment Trays and Covers 


Cat. No. 

Description 

Type Glass 

Width 

Depth 

Height 

A4RI2 

Tray 

Moonstone 

II 1/4 

14 1/8 

31/4 

A4RI3 

Cover 

Crystal 

II 1/8 

13 13/16 

1 5/s 

A4RI4 

Cover 

Moonstone 

II 1/8 

13 13/16 

1 S/8 

A4RI9 

Tray 

Moonstone 

II 1/4 

14 1/8 

3 1/4 

A4R20 

Tray 

Moonstone 

II 1/4 

14 1/8 

3 1/4 

A4R23 

Tray 

Moonstone 

1 1 7/8 

14 1/4 

3 1/2 

A4R26 

Tray 

Moonstone 

II l/4 

14 1/8 

3 1/4 

A4R27 

Cover 

Moonstone 

II 1/8 

13 IB/16 

1 7/8 

A4R30 

Tray 

Crystal 

II 1/4 

14 1/8 

3 l/4 

A4R3I 

Cover 

Crystal 

II 1/8 

f3 IB/16 

1 7/8 

A4R33 

Tray 

Moonstone 

II 1/4 

14 1/8 

3 1/4 

H3IA44 

Tray 

Moonstone 

II 7/8 

14 1/4 

3 1/2 

H3IA45 

Cover 

Moonstone 

II 7/8 

13 3/4 

1 1/2 

H3IA47 

Tray 

Moonstone 

7 7/8 

14 1/4 

3 1/2 

H3IA4S 

Cover 

Moonstone 

7 7/8 

13 3/4 

1 1/2 

H3IA58 

Tray 

Moonstone 

II 7/8 

14 1/4 

3 1/2 

H3IA59 

Cover 

Moonstone 

12 

13 3/8 

7/8 


Glass Vegetable Drawer Covers 


Cat. No. 

Width 

Depth 

Thickness 

H30AI00 

9 B/8 

13 11/16 

3/16 

H30AI05 

8 7/16 

13 11/16 

3/16 

H30AM7 

II 1/16 

14 3/16 

3/16 

H30AI29 

17 11/32 

10 S/16 

3/16 

H30AIM6 

II 1/8 

14 3/8 

3/16 

H30AI50 

10 1/8 

14 3/8 

3/16 

H30A 184 


14 9/32 

3/16 

H30AI90 

KE 2*1 

13 7/8 

3/16 

H30AI97 

BfiiS 

14 9/32 

3/16 


Always give Catalog Number 


Issued July, 1944 
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MOTORS 



GENERAL ELECTRIC COMPANY 


APPLIANCE & MERCHANDISE DEPARTMENT 


FRACTIONAL HORSEPOWER MOTORS 

Interchangeability & General Information 


EXPLANATION OF TABLES 1 AND 2 


In Table 1 are listed, essentially all of the fractional-horsepower motors likely to he encountered In the 
field on household refrigerators. In Table 2 are listed the Index Numbers covering these motors. 

In Column 1 of Table 1 the motors are listed In order of Model Numbers. Column 2 shows the Index Number. 

Columns 3 to 8 Inclusive, Table 1, show the rating of each motor. 

Column 9 Indicates the class of exchange to which each motor Is subject. "FHP" Indicates that the motor Is 
eligible for the regular Fractional-horsepower Exchange Plan. Information on this plan has been published In 
the Service Policy Manual. 

"SSP" Indicates that the motor Is carried In a centralized stock In Fort Wayne, known as the Special Ser¬ 
vice Plan stock. Such motors are not carried In stock at the regular exchange points. They are, however, avail¬ 
able to the exchange points for Immediate shipment and exchanges Involving this class of motor will be handled 
through the regular exchange points. The over-all traffic In motors of this class. In general, does not warrant 
Including them In the regular plan. The practical result of this Is a slightly greater time required to effect 
an exchange. 

"HR" Indicates that the motor is not Included In an exchange plan stock but Is to be handled via the regu¬ 
lar exchange points on a repair and return basis. Most of the motors In this class are odd voltage or frequency, 
etc. Their use has been necessitated largely by uncommon local conditions. 

Important : The existence of exchange plans does not relieve distributors of the responsibility of maintain¬ 
ing buffer stocks of motors for emergency service purposes but will permit the maintenance of such stocks at a 
minimum. Distributors are urged to study Table 1 closely, paying particular attention to Class "HR" motors. Any 
motors in this class In service In any territory most certainly should be protected by a buffer stock and all 
distributors are hereby warned of this fact. 

Column 10, Table 1, shows, In general, on what type equipment each motor Is applied. To determine the mo¬ 
tor (or motors) originally supplied on a refrigerating machine,refer to the section covering that machine. 

Column 11 shows what Index Number each motor can replace. Since an Index Number may cover several Model 
Numbers (see Table 2), Column 11 Indicates all the motors a given motor may replace. For example, opposite 
5KCV7AB2 1 i-3, In Column 11, is found 8102025P278. By reference to Table 2 under Index Number 8102025P278 are 
found Models5KC47AB243, 5KC47AB276, and 5KC47AB276A,Indicating that the motor in question can replace one of the 
same Model Number (obviously) or it can replace either of the other two models listed under that Index Number. 

Similarly, Column 12, Table 1, indicates all the Index Numbers that may be used to replace any motor. Col¬ 
umn 12 is used In conjunction with Table 2 In the same manner as Column 11. 

Except where specifically Indicated In Columns 11 and 12, models covered by different Index Numbers are not 
interchangeable even though the electrical characteristics may be identical. The Index Number is the only key 
to Interchangeability. 

Column 13, Table 1, shows references to Important explanatory notes appearing at the end of Table 1. Do 
not overlook these notes as they Include essential Information that cannot be readily indicated In the body of 
the table. 

In Table 2, Index Numbers are listed In numerical sequence against which are listed the Model Numbers 
covered. In every case where several Model Numbers are covered by one Index Number, the Model Numbers are 
arranged In chronological order, i.e., the oldest model is listed first and the most recent motor of that type 
used by this Department is listed last. 

All exchanges of fractional-horsepower motors must be handled through regular exchange points. All orders 
for outright purchase of fractional horsepower motors for stock purposes are to be placed on Appliance and Mer¬ 
chandise Department, Erie, Pennsylvania. 

Caution: Exchange Point Representatives identify motors by Model Numbers and not by Index Numbers. There¬ 
fore, all communications with exchange points must always give the motor Model Number. 
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GENERAL ELECTRIC COMPANY 


APPLIANCE & MERCHANDISE DEPARTMENT 


FRACTIONAL HORSEPOWER MOTORS 

Interchangeability & General Information 

TABLE 1 



Index No. 










Can "be Replaced 


Motor 

8102025, 







Type 

Equipment Used 

Can Replace 

hy 8102025, 


Model No. 

Part 

HP 

RBI 

Volts 

Freq. 

PH. 

Rot. 

Exchange 

On 

8102025,Part 

Part 

Notes 

5BC42AB72 

13 

1/6 

1725 

115 

DC 

_ _ 

Either 

IHP 

CB , CD , CM 

13 

13 

A,B 

5BC42AB72B 

13 

1/6 

1725 

115 

DC 

-- 

Either 

IHP 

CB,CD,CM 

13 

13 

A,B 

5BC42AB73 

14 

1/6 

1725 

230 

DC 

__ 

Either 

IHP 

CB , CD, CM 

14 

14 

A,B 

5BC42AB73B 

14 

1/6 

1725 

230 

DC 

-- 

Either 

IHP 

CB , CD, CM 

14 

14 

A,B 

5BC42AB95 

661 

1/6 

1725 

115 

DC 

-- 

Either 

IHP 

CD1,2,3 

661 

661 

A2,B 

5BC42AB96 

662 

1/6 

1725 

230 

DC 

-- 

Either 

IHP 

CD1,2,3 

662 

662 

A2,B 

5BC42AB104 

663 

1/6 

1725 

32 

DC 

-- 

CV 

IHP 

CD1,2,3 

663 

663 

A2,B,C2 

5BC42AB129 

664 

1/6 

1725 

250 

DC 

-- 

CW 

RR 

CD1,2,3 

664 

664-668 

A2,B 

5BC42AB153 

665 

1/6 

1725 

150 

DC 

-- 

cw 

RR 

CD1,2,3 

665 

665-669 

A2,B 

5BC42AB179 

666 

1/6 

1725 

125 

DC 

-- 

Either 

IHP 

CD1,2,3 

666 

666 

A2,B 

5BC42AB190 

661 

1/6 

1725 

115 

DC 

-- 

Either 

IHP 

CM32,33 

661 

661 

A2,B 

5BC42AB191 

662 

1/6 

1725 

230 

DC 

__ 

Either 

IHP 

CM32,33 

662 

662 

A2,B 

5BC42AB192 

667 

1/6 

1723 

32 

DC 

-- 

Either 

IHP 

CM32,33 

667 

667 

A2,B 

5BC42AB259 

668 

l/6 

1725 

250 

DC 

— 

Either 

RR 

CM32,33 

664-668 

668 

A2,B 

5BC42AB270 

666 

1/6 

1725 

125 

DC 

-- 

Either 

IHP 

CM32,33 

666 

666 

A2,B 

5BC42AB416 

669 

H 6 

1725 

150 

DC 

-- 

Either 

RR 

CM32,33 

665-669 

669 

A2,B 

5BC42AB570 

815 

1/5 

1725 

230 

DC 

-- 

ccw 

IHP 

CM32,33 

815 

683-815 

A2,B 

5BC42AB570X 

683 

1/5 

1725 

230 

DC 

-- 

CCW 

RR 

CM32,33 

683-815 

815 

A2,B,X 

5BC42AB1107X 

670 

1/6 

1725 

32 

DC 

-- 

ccw 

IHP 

CM32L,33M 

670 

670 

A2,B,C1,X 

5BC42AB1108AX 

671 

l/6 

1725 

115 

DC 

-- 

ccw 

IHP 

CM32L,M 

671 

671 

A2,B,X 

5BC42AB1109AX 

672 

1/6 

1725 

230 

DC 

-- 

ccw 

IHP 

CM32L,33M 

672 

672 

A2,B,X 

5BC42AB1172 

673 

1/6 

1725 

115 

DC 


ccw 

RR 

CM32L,448 

673 

673 

A2,B,N,K 

5BC42AB1172X 

674 

1/6 

1725 

115 

DC 


ccw 

RR 

CM33M 

674 

674 

A2,B,N,K,X,C1 

5BC42AB1205X 

675 

1/6 

1725 

230 

DC 


ccw 

RR 

CM33M 

675 

675 

A2,B,N,K,X,C1 

5BC44AB1 

32 

1/4 

1725 

115 

DC 

.. 

Either 

IHP 

CB, CD, CM 

32 

32-42 

A,B 

5BC44AB89 

35 

lA 

1725 

115 

DC 

-- 

Either 

IHP 

CB,CD,CM 

35 

35-46-47-65 

A2,B 

5BC44AB89A' 

35 

1/4 

1725 

115 

DC 

-- 

Either 

IHP 

CB, CD, CM 

35 

35-46-47-65 

A2,B 

5BC44AB147 

38 

1/4 

1725 

230 

DC 

-- 

Either 

IHP 

CB, CD, CM 

38 

38-48-49-66 

A2,B 

5BC44AB147A 

38 

1 /4 

1725 

230 

DC 


Either 

IHP 

CB, CD, CM 

38 

38-48-49-66 

A2,B 

5BC44AB170 

41 

lA 

1725 

32 

DC 

-- 

Either 

IHP 

CB , CD, CM 

4l 

41-53 

A2,B 

5BC44AB170A 

41 

1/4 

1725 

32 

DC 

-- 

Either 

IHP 

CB, CD, CM 

4l 

41-53 

A2,B 

5BC44AB188 

k2 

lA 

1725 

115 

DC 

-- 

Either 

IHP 

CB ,CD, CM 

42-32 

42 

A,B,E 

5BC44AB188B 

k2 

i/4 

1725 

115 

DC 

-- 

Either 

RR 

CB ,CD, CM 

42-32 

42 

A,B,E 

5BC44AB359 

42 

1/4 

1725 

115 

DC 

-- 

Either 

RR 

CB, CD, CM 

42-32 

42 

A,B,E 

5BC44AB424 

46 

1/4 

1725 

115 

DC 

-- 

Either 

IHP 

CB, CD, CM 

35-46 

46-47-65 

A2,B,C 

5BC44AB424X 

47 

i/4 

1725 

115 

DC 

-- 

Either 

RR 

CB, CD, CM 

35-46-47 

47 

A2,B,C,X 

5BC44AB425 

48 

1/4 

1725 

230 

DC 

-- 

Either 

IHP 

CB,CD,CM 

38-48 

48-49 

A2,B 

5BC44ab425X 

49 

1/4 

1725 

230 

DC 

-- 

Either 

RR 

GB,CD,CM 

38-48-49-66 

49 

A2,B,C,X 

5BC44AB650 

676 

1/4 

1725 

230 

DC 

-- 

ccw 

RR 

CM33L 

676 

676 

A,B,N,K 

5BC44AB650X 

677 

i/4 

1725 

230 

DC 

-- 

ccw 

RR 

CM33M449 

677 

677 

A,B,N,K,X 

5BC44AB919 

53 

1/4 

1725 

32 

DC 


Either 

RR 

Cond. Units 

41-53 

53 

A2,B,C 

5BC44AB1056X 

47 

1/4 

1725 

115 

DC 


Either 

RR 

CB, CD, CM 

35.46-47-65 

47 

A2,B,C,X 

5BC44AB1085X 

65 

1/4 

1725 

115 

DC 


Either 

IHP 

Cond. Unit 

35-65 

47-65 

A2,B,X 

5BC44AB1177X 

49 

1/4 

1725 

230 

DC 

-- 

Either 

RR 

Cond. Unit 

38-48-49-66 

49 

A2,B,C,X 

5BC44AB1300 

41 

lA 

1725 

32 

DC 

-- 

Either 

IHP 

Cond. Unit 

41 

41-53 

A2,B 

5BC44AB130IX 

65 

i/4 

1725 

115 

DC 

-- 

Either 

IHP 

Cond. Unit 

35-65 

47-65 

A2,B,X 

5BC44AB1302X 

66 

1/4 

1725 

230 

DC 

-- 

Either 

IHP 

Cond. Unit 

38-66 

49-66 

A2,B,X 

5BC44AB1421 

677 

lA 

1725 

230 

DC 

-- 

ccw 

RR 

CM33M453 

677 

677 

A,B,N,K,X 

5BC46A261 

684 

1/6 

1725 

115 

DC 


Either 

IHP 

CB, CD, CM 

684 

684 

A,B 

5BC46A379 

684 

1/6 

1725 

115 

DC 

— 

Either 

IHP 

CM2B1 

684 

684 

A,B 

5BC46A380 

685 

1/6 

1725 

32 

DC 

-- 

Either 

IHP 

CM1,2 

685 

685 

A,B 

5BC46A381 

686 

1/6 

1725 

230 

DC 

-- 

Either 

IHP 

CM1A,2C 

686 

686 

A,B 

5BC46A391 

684 

1/6 

1725 

115 

DC 

-- 

Either 

IHP 

CM1A,2C 

684 

684 

A,B 

5BC46A409 

684 

1/6 

1725 

115 

DC 

-- 

Either 

IHP 

CB 

684 

684 

A,B 

5BC46A434 

686 

1/6 

1725 

230 

DC 

-- 

Either 

IHP 

CB 

686 

686 

A,B 

5BC46A460 

685 

1/6 

1725 

32 

DC 

-- 

Either 

IHP 

CB 

685 

685 

A,B 

5BC46A499 

687 

1/6 

1725 

125 

DC 

-- 

cw 

IHP 

CB 

687 

687 

A,B 

5BC46A597 

688 

1/6 

1725 

150 

DC 

-- 

cw 

RR 

CB 

688 

688 

A,B 

5BC46AB7 

689 

X/ ? 

1 b 

1725 

115 

DC 

-- 

Either 

IHP 

CM34 

689 

689 

A1,B 

5BC46AB14 

691 

1725 

230 

DC 


Either 

IHP 

0©4 

691 

691 

A1,B 

5BC46AB15 

692 

1/3 

1725 

32 

DC 

— 

Either 

IHP 

CM34 

692 

692 

A1,B 

5K43AC656 

698 

1/6 


440 

60 

3 

Either 

RR 

CM33D49 Spec. 

698 

698 

A,B1,N 

5K51AL1 

- 

1 w 



| 

2 

ccw 

IHP 

Fan-Sealed Unit 

See Notes 

See Notes 

Note 1 
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GENERAL ELECTRIC COMPANY 


APPLIANCE & MERCHANDISE DEPARTMENT 


FRACTIONAL HORSEPOWER MOTORS 

Interchangeability & General Information 


TABU) I (Continued) 


Motor 

Model No. 

Index No. 

8102025, 

Part 

HP 

RPM 

Volts 

Freq.. 

Ph. 

Rot. 

Type 

Exchange 

Equipment Used 
On 

Can Replace 
8102025 ,Part 

Can be Replaced 
by 8102025, 
Part 

Notes 

5K51AL9 

- 

1.3v 

1380 

110 

5960 

2 

CCW 

RR 

E'en-Sealed Unit 

See Notes 

See Notes 

Note 2 

5K61YA1 


1 w 

1350 

11953 

59 66 

2 

CCW 

FHP 

Fan-Sealed Unit 

See Notes 

See Notes 

Note 3 

5K61YA2 


1 . 3 v 

1450 

no 

5960 

2 

CCW 

EHP 

Fan-Sealed Unit 

See Notes 

See Notes 

Note ^ 

5KC45AA524 

700 

1/6 

1725 

110 

60 

1 

Either 

RR 

CM2A16 

700 

700-701 

A,B,S 

5KC45AA542 

701 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CM2B16 

700-701 

701 

A1,B,S 

5KC45AA614 

702 

1/6 


220 

60 

1 

Either 

RR 

CM1A,CM2C26 

702 

702 

A1,B,S 

5Ke45AA6l5 

703 

1/6 


110 

50 

1 

Either 

RR 

CM2C15 

703 

703 

A1,B,S 

5KC45AA617 

701 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CM1A,CM2L16 

700-701 

701 

A1,B,S 

5NC45AA648 

704 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CB3 

704 

704 

A1,B,C,S 

5KC45AA649 

705 

1/6 

1725 

no 

60 

1 

Either 

FHP 

CB3 

705 

704-705 

A,B,C,S 

5KC45AA656 

706 

1/6 

1425 

220 

50 

1 

Either 

RR 

CB 

706 

706-707-746 

A,B,S 

5KC45AB5 

241 

!/6 

1725 

110 

60 

1 

Either 

FHP 

CB 

241 

241 

A,B 

5KC45AB52 

241 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CB 

241 

241 

A,B 

5K45AB53 

707 

1/6 

1425 

220 

50 

1 

Either 

FHP 

CB 

707-706 

707-746 

A,B,S1 

5KC45AB56 

703 

1/6 

1425 

no 

50 

1 

Either 

FHP 

CM1A,CM2C15 

703 

703 

A1,B,S 

5KC45AB57 

708 

1/6 

1425 

110 

50 

1 

Either 

FHP 

CB 

708 

708-747 

A,B,S1 

5KC45AB59 

709 

l/6 

1425 

123 

50 

1 

Either 

RR 

CB 

709 

709 

A,B,S1 

5KC45AB60 

710 

l/6 

1725 

125 

60 

1 

Either 

RR 

CB 

710 

710 

A,B.S1 

5KC45AB66 

711 

l/6 

1425 

200 

50 

1 

Either 

RR 

CB 

711 

711 

A,B,S1 

5KC45AB67 

712 

l/6 

1425 

230 

50 

1 

Either 

FHP 

CB 

712 

712 

A,B,S1 

5KC45AB77 

713 

1/6 

1725 

150 

60 

1 

Either 

RR 

CB 

713 

713 

A,B,S1 

5KC45AB93 

714 

1/6 

ur££if 

220 

60 

1 

Either 

FHP 

CB 

714 

714 

A,B,S1 

5XC45AB106 

715 

1/6 


240 

60 

1 

Either 

RR 

CB 

715 

715 

A,B 

5KC45AB107 

716 

1/6 

1425 

240 

50 

1 

Either 

RR 

CB 

716 

716 

A,B 

5KC45AB115 

717 

1/6 

1725 

no 

60 

1 

Either 

FHP 

CD1,2,3 

717 

717 

A2,B 

5KC45AB251 

717 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CD1,2,3 

717 

717 

A2,B 

5EC45AB300 

718 

1/6 

1725 

220 

60 

1 

Either 

FHP 

CD1,2,3 

718 

718-719 

A2,B 

5KC45AB30QA 

719 

l/6 

1725 

220 

60 

1 

Either 

FHP 

CM32,33 

718-719 

719 

A2,B,D1 

5E&5AB301 

720 

1/6 

1425 

no 

50 

1 

Either 

FHP 

CD1,2,3 

720 

720-721 

A2,B 

5KC45AB301A 

721 

1/6 

1425 

110 

50 

1 

Either 

RR 

CM32,33 

720-721 

721 

A2,B,D1 

5KC45AB313 

722 

1/6 

1425 

220 

50 

1 

Either 

FHP 

CD1,2,3 

722 

722-723 

A2,B 

5KC45AB313A 

723 

1/6 

1425 

220 

50 

1 

Either 

FHP 

CM32,33 

722-723 

723 

A2 ,B,D1 

5EC45AB315 

724 

1/6 

1425 

150 

50 

1 

Either 

RR 

CB 

724 

724 

A,B,S1 

5KC45AB319 

242 

1/6 

1725 

no 

60 

1 

Either 

FHP 

CD11A16 

242 

242 

A2,B,S1 

5KC45AB319A 

242 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CM311A16 

.242 

■ 242 

A2,B,S1 

5KC45AB326 

725 

1/6 

1425 

125 

50 

1 

Either 

RR 

CD1,2,3 

725 

725-726 

A2,B 

5KC^5AB326a 

726 

!/6 

1425 

125 

50 

1 

Either 

RR 

CM32 

725-726 

726 

A2,B,D1 

5KC45AB327 

727 

1/6 

1725 

125 

60 

1 

Either 

HR 

CD1,2,3 

727 

727-728 

A2,B 

5BC45AB327A 

728 

!/6 

1725 

125 

60 

1 

Either 

RR 

CM32,33 

727-728 

728 

A2,B,D1 

5KC45AB328 

729 

1/6 

1425 

200 

50 

1 

Either 

RR 

CD1,2,3 

729 

729-744 

A2,B 

5BC45AB329 

730 

1/6 

1425 

230 

50 

1 

Either 

EHP 

CD1,2,3 

730 

730-739 

A2,B 

5KC45AB346 

731 

1/6 

1425 

240 

50 

1 

Either 

RR 

CD1,2,3 

731 

731 

A2,B 

5KC45AB347 

732 

1/6 

1725 

240 

60 

1 

Either 

RR 

CD1,2,3 

732 

732 

A2,B 

5KC45AB348 

733 

1/6 

1425 

250 

50 

1 

Either 

RR 

CD1,2,3 

733 

733-745 

A2,B 

5KC45AB354 

701 

1/6 

1725- 

no 

60 

1 

Either 

FHP 


700-701 

701 

A1,B,S1 

5KC45AB355 

720 

1/6 

1425 

110 

50 

1 

Either 

FHP 

CD1,2,3 

720 

720-721 

A2,B 

5KC45AB355A 

721 

1/6 

1425 

110 

50 

1 

Either 

HR 

CM32,33 

720-721 

721 

A2,B,D1 

5KC 1 t-5AB356 

722 

1/6 

1425 

220 

50 

1 

Either 

FHP 

CD1,2,3 

722 

722-723 

A2,B 

5KC45AB357 

725 

1/6 

1425 

125 

50 

1 

Either 

RR 

CD1,2,3 

725 

725-726 

A2,B 

5KC45AB358 

729 

1/6 

1425 

200 

50 

1 

Either 

RR 

CD1,2,3 

729 

729 . 7 W. 

A2,B 

5KC45AB359 

730 

1/6 

1425 

230 

50 

1 

Either 

FHP 

CD1,2,3 

730 

730-739 

A2,3 

5BC45AB360 

734 

i/6 

1425 

150 

50 

1 

Either 

RR 

CD1,2,3 

734 

734-741 

A2,B 

5EC45AB375 

735 

1/6 

1425 

100 

50 

1 

Either 

HR 

CD1,2,3 

735 

735 

A2,B 

5KC45AB395 

736 

1/6 

1725 

110 

60 

i 

Either 

EHP 

0132,33 

736 

736 

A2,B 

5EC45AB396 

721 

1/6 

1425 

no 

50 

1 

Either 

FHP 

CM32,33 

720-721 

721 

A2,B 

5KC45AB403 

736 

!/6 

1725 

110 

60 

1 

Either 

FHP 

CM32,33 

736 

736 

A2,B 

5KC45AB4o4 

737 

1/6 

1725 

250 

60 

1 

Either 

RR 

CD1,2,3 

737 

737 

A2,B 

5KC45AB405 

738 

i/6 

1725 

150 

60 

1 

Either 

RR 

CD1,2,3 

738 

738 

A?,B 

5BC45AB4io 

721 

1/6 

1425 

110 

50 

1 

Either 

FHP 

CM32,33 

720-721 

721 

A2,B 

5KC45AB431 

736 

1/6 

1725 

110 

60 

1 

Either 

RR 

Cond.Unit 

736 

736 

A2,B 

5KCV5ABW3 

741 

!/6 

1725 

110 

60 

1 

Either 

FHP 

CB 

241 

241 

A,B 

5KC45AB447 

723 

1/6 

1425 

220 

50 

1 

Either 

FHP 

CM32,33 

722-723 

723 

A2,B 

5KC45AB448 

739 

1/6 

1425 

230 

50 

1 

Either 

FHP 

CM32,33 

730-739 

739 

A2,B 

5KC45AB451 

726 

1/6 

1425 

125 

50 

1 

Either 

RR 

CM32,33 

725-726 

726 

A2,B 

5KC45AB 1 »53 

728 

1/6 

1725 

125 

60 

1 

Either 

RR 

CM32,33 

727-728 

728 

A2,B 

5EC45AB469 

740 

1/6 

1725 

110 

60 

1 

Either 

FHP 

CB2D16 

740 

740 

A,B,S1 

5KC45AB470 

719 

1/6 

1725 

220 

60 

1 

Either 

FHP 

CM32,33 

718-719 

719 

A2,B 

5KC45AB477 

707 

1/6 

1425 

220 

50 

1 

Either 

FHP 

CB 

706-707 

707-746 

A,B* 
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GENERAL ELECTRIC COMPANY 


APPLIANCE & MERCHANDISE DEPARTMENT 


FRACTIONAL HORSEPOWER MOTORS 

Interchangeability & General Information 

TABU! 1 (Continued) 


Motor 

Model No. 

Index No. 
8102025 , 
Part 

HP 


Volts 

Freq. 

Ph. 

Rot. 

Type 

Exchange 

Equipment 
Used On 

Can Replace 
B102025, Part 

Can he Replaced 
by 8102025, 
Part 

Notes 

5KC45AB498 

H H 

1/6 

1425 

150 

50 

1 

Either 

HR 

CM32,33 

734-741 

741 

A2,B 

5KC45AB523 


1/6 

1725 

200 

60 

1 

Either 

RR 

CB 

742 

742 

A,B,S1 

5KC45AB525 


1/6 

1425 

230 

50 

1' 

Either 

FHP 

CD11A54 

743 

743 

A2,B 

5KC45AB530 


1/6 

1425 

200 

50 

1 

Either 

RR 

CM33.34 

729-744 

744 

A2,B 

5KC45AB531 

745 

1/6 

1425 

250 

50 

1 

Either 

RR 

CM32.33 

733-745 

745 

A2,B 

5KC45AB578 

746 

1/6 

1425 

220 

50 

1 

Either 

RR 

CB2D25 

746-706-707 

746 

A,B,S1 

5KC45AB612 

747 

1/6 

1425 

no 

50 

1 

Either 

FHP 

CB2D15 

708-747 

747 

A,B,S1 

5KC45AB655B 

736 

1/6 

1725 

no 

60 

1 

Either 

FHP 

CM32 

736 

736 

A2,B 

5KC47AA114 

754 

1/6 

1140 

no 

40 

1 

Either 

RR 

CMlA,CM2Cl4 

754 

754 

A1,B,S 

5KC47AB39 

755 

1/6 

1140 

110 

40 

1 

Either 

RR 

CB 

755 

755 

A,B,S 

5KC47AB77 

756 

1/6 

1140 

240/250 

4o 

1 

Either 

RR 

CB 

756 

756 

A,B,S 

5KC47AB233 

276 

1/4 

1725 

110 

60 

1 

Either 

IHP 

CM 

276 

276-303-314 

334-377 

A2,B 

5KC47AB243 

278 

1/4 

1425 

110 

50 

1 

Either 

FHP 

CM 

278 

278- 307-333 

377 

279 - 308-332 

A2,B 

5KC47AB253 

279 

1/4 

1425 

220 

50 

1 

Either 

FHP 

CM 

279 

A2,B 

5KC47AB269 

282 

1/4 

1425 

125 

50 

1 

Either 

RR 

CM 

282 

282-310 

638-639 

A2,B 

5KC47AB273 

283 

1/4 

1725 

125 

60 

1 

Either 

RR 

CM 

283 

283-309 

A2,B 

5KC47AB275 

276 

1/4 

1725 

110 

60 

1 

Either 

FHP 

CM 

276 

276-303-314 

334-377 

A2,B 

5KC47AB275A 

276 

1/4 

1725 

no 

60 

1 

Either 

FHP 

CM 

276 

276-303-314 

334-377 

A2,B 

5KC47AB276 

278 

1/4 

1425 

110 

50 

1 

Either 

FHP 

CM 

278 

278-307-333 

377 

278-307-333 

377 

282-310 

638-639 

A2,B 

5KC47AB276A 

278 

1/4 

1425 

110 

50 

1 

Either 

FHP 

CM 

278 

A2,B 

5KC47AB277 

282 

1/4 

1425 

125 

50 

1 

Either 

RR 

CM 

282 

A2,B 

5KC47AB277A 

282 

1/4 

1425 

125 

50 

1 

Either 

RR 

CM 

282 

282-310 

638-639 

A2,B 

5KC47AB278 

283 

1/4 


125 

60 

1 

Either 

RR 

CM 

283 

283-309 

A2,B 

5KC47AB278A 

283 

!/4 

Hike Hi 

125 

60 

1 

Either 

RR 

CM 

283 

283-309 

A2,B 

5KC47AB279 

279 

lA 


220 

50 

1 

Either 

FHP 

CM 

279 

279-308-332 

A2,B 

5KC47AB279A 

279 

lA 

1425 

220 

50 

1 

Either 

FHP 

CM 

279 

279-308-332 

A2,B 

5KC47AB302 

284 

1/4 

1725 

220 

60 

1 

Either 

FHP 

CM 

284 

284-315-329 

A2,B 

5NC47AB302A 

284 

1/4 

1725 

220 

60 

1 

Either 

FHP 

CM 

284 

284-315-329 

A2,B 

5KC47AB462 

759 

1/6 

1425/1725 

110 

50/60 

1 

Either 

FHP 

CM32.33 

759 

759 

A2,B 

5KC47AB465 

760 

1/3 

1725 

110 

60 

1 

Either 

FHP 

CM34 

760 

760-762 

A,B 

5KC47AB470 

761 

1/3 

1725 

220 

60 

1 

Either 

FHP 

CM34 

761 

761-763 

A1,B 

5KC47AB473 

762 

1/3 

1725 

no 

60 

1 

Either 

FHP 

CM34 

760-762 

762-763 

A1,B 

5KC47AB481 

763 

1/3 

1725 

no/220 

60 

1 

Either 

FHP 

CM34 

760-761 

762-763 

763 

A1,B 

5KC47AB578 

303 

1/4 

1725 

110 

60 

1 

Either 

FHP 

Cond.Units 

276-303 

303-314-334 

A2,B 

5KC47AB643 

307 

1/4 

1425 

110 

50 

1 

Either 

FHP 

Cond.Units 

278-307 

307-333-377 

A2,B,C 

5KC47AB644 

308 

1/4 

1425 

220 

50 

1 

Either 

FHP 

Cond.Units 

279-308 

308-316-332 

A2,B,C 

5EC47AB657 

309 

1/4 

1725 

125 

60 

1 

Either 

RR 

Cond.Unita 

283-309 

309 

A2,B,C 

5KC47AB658 

310 

1/4 

1425 

125 

50 

1 

Either 

HR 

Cond.Units 

282-310 

310-639 

A2,B,C 

5KC47AB669 

765 

1/3 

1725 

125/250 

60 

1 

CCW 

HR 

CM 34 

765 

765 

A1,B 

5KC47AB743CI 

314 

iA 

1725 

115 

60 

1 

Either 

RR 

Cond.Units 

276-303-314 

314-334-377 

A2,B,X 

5KC47AB744CI 

329 

1/4 

1725 

220 

60 

1 

Either 

RR 

Cond.Units 

284-329 

315-329 

A2,B,X 

5KC47AB755BI 

316 

1/4 

1425 

220 

50 

1 

Either 

RR 

Cond.Units 

279-302-316 

316-332 

A2,B,X 

3KC47AB805BI 

638 

1/4 

1425 

125 

50 

1 

Either 

RR 

Cond.Units 

282-658 

638-639 

A2,B,I 

5KC47AB1112X 

639 

1/4 

1425 

125 

50 

1 

Either 

RR 

Cond. Units 

282-310 

638-639 

639 

A2,B,C,I 

5KC47AB1113AI 

332 

1/4 

1425 

220 

50 

1 

Either 

SSP 

Cond.Units 

279-308 

316-332 

332 

A2,B,C,I 

5KC47AB1114I 

333 

1/4 

1425 

110 

50 

1 

Either 

RR 

Cond.Units 

278-307-333 

333-377 

A2,B,C,I 

5KC47AB1115X 

334 

1/4 

1725 

no 

60 

1 

Either 

RR 

Cond.Units 

276-303 

314-334 

344-377 

A2,B,C,I 

5KC47AB1901X 

314 

1/4 

1725 

115 

60 

1 

Either 

RR 

Cond.Units 

276-303-314 

314-354-377 

A2,B,I 

5KC47AB1903X 

638 

1/4 

1425 

125 

50 

1 

Either 

RR 

Cond.Units 

282-638 

638-639 

A2,B,Z 

5kc47abi9o4i 

316 

1/4 

1425 

220/230 

50 

1 

Either 

FHP 

Cond.Units 

279-302-316 

316-332 

A2,B,X 

5KC48AB34 

782 

1/3 

1140 

110/220 

4o 

1 

Either 

RR 

CM34 

782 

782 

A1,B 

5KC48BB7 

783 

1/3 

1425 

110/220 

25 

1 

Either 

FHP 

CM34 

783-785 

783 

A1,B 

5KC48BB8 

784 

1/3 

1725 

120/240 

30 

1 

Either 

RR 

CM34 

784 

784 

A1,B 

5KC48HB9 

785 

1/3 

1425 

110/220 

25 

1 

Either 

FHP 

CM34 

785 

783-785 

A,B 
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GENERAL EUldSIC CCNPAHY 


APPLIANCE & MERCHANDISE DEPARTMENT 


FRACTIONAL HORSEPOWER MOTORS 

Interchangeability & General Information 


TABLE 1 (Continued.) 


Motor 

Model Ho. 

Index Ho. 
8102025, 
Part 

HP 

Km 

Volts 

Fre$. 

Ph. 

Hot. 

Type 

Exchange 

Equipment 
Used On 

Can Replace 
8102025, Part 

Can he Replaced 
hy 8102025, 

Part 

Notes 

5K049AB7 

787 

1/6 


no 

40 

B 

Either 

HR 

CD1,2,3 

787 

787-791 

A2,B 

5KC49AB1QA 

364 

iA 

n 4 o 

no 

40 

El 

Either 

HR 

CM 

364 

364-380 

A2,B 

5KC49AB14 

789 

!/6 

li 4 o 

220 

40 

H 

Either 

HR 

CD1,2,3 

789 

789-796 

A2,B 

5EJ49AB15 

790 

i/6 

li 4 o 

250 

40 

H 

Either 

HR 

CD1,2,3 

790 

790-795 

A2,B 

5KC49AB18 

791 

!/6 

n 4 o 

110 

40 

B 

Either 

HR 

CM32,33 

787-791 

791 

A2,B 

5EC49AB33 

792 

i/3 

1425 

no/220 

50 

1 

Either 

FHP 

CM34 

792 

792 

A1,B 

5KC49AB34 

795 

1/5 

1425 

220 

50 

n 

Either 

HR 

CM34 

793 

793 

A1,B 

5KC49AB40 

794 

l/3 

1425 

125/250 

50 

1 

Either 

HR 

CM34 

794 

794 

A1,B 

5KC49AB50 

795 

l/6 

1140 

250 

4 o 

D 

Either 

HR 

CM32 

790-795 

795 

A2,B 

5KC49AB56 

79 6 

1/6 

1140 

220 

4 o 

B 

Either 

HR 

CM32,33 

789-796 

796 

A2,B 

5EC49AB178X 

380 

1/4 

ll 4 o 

110 

4 o 

1 

Either 

HR 

Cond.Units 

364-380 

380 

A2,B,C,X 

5EC49BA392 

797 

1/6 

1425 

no 

25 

1 

Either 

HR 

CM1A,CM2C 

797 

797 

A1,B,S 

5EC49BB42 

798 

1/6 

1425 

110 

25 

0 

Either 

HR 

CB 

798 

798 

A,B,S 

5KC49BB48 

799 

l /6 

1425 

220/230 

25 

1 

Either 

HR 

CB 

799 

799 

A,B,S 

5KC49HB52 

800 

1/6 

1725 

120 

30 

1 

Either 

HR 

CB 

800 

800 

A,B,S 

5KC49HB146 

801 

1/6 


110 

25 

1 

Either 

!HP 

CD1,2,3 

801 

801-805 

A2,B 

5KC49BB149 

802 

1/6 


120 

30 

1 

Either 

HR 

CD1,2,3 

802 

802-804 

A2,B 

5KC49HB150 

803 

1/6 


220 

25 

1 

Either 

HR 

CB1,2,3 

803 

803-808 

A2,B 

5KC49BB197 

804 

1/6 

1725 

120 

30 

1 

Either 

HR 

CM32,33 

802-804 

8 o 4 

A 2 ,B 

3 KC 49 BB 198 

805 

1/6 

1425 

no 

25 

1 

Either 

!HP 

CM32,33 

801-805 

805 

A 2 ,B 

5 KC 49 BB 202 

806 

iA 

1425 

110 

25 

1 

Either 

HR 

Cond.Units 

806 

806 

A 2 ,B 

5 KC 49 BB 202 A 

806 

1/4 

1425 

110 

25 

m 

Either 

HR 

Cond.Uhlts 

806 

806 

A 2 ,B 

5 KC 49 BB 325 

807 

16 

1425 

250 

25 


Either 

HR 

CM 32,33 

807 

807 

A 2 ,B 

5 KC 49 BB 347 

808 

1/6 

1425 

220 

25 


Either 

HR 

CM32,33 

803-808 

808 

A 2 ,B 

5 KC 49 BB 361 

809 

1/6 

1425 

no 

25 

H 

Either 

HR 

CB 1 

809 

809 

A,B,S 1 

5 KC 49 HB 362 

810 

1/6 

1425 

120 

30 

BB 

Either 

RR 

CB 1 

810 

810 

A,B,S 1 

5 KC 49 BB 414 

811 

1/6 

1425 

no 

25 


Either 

HR 

CM 311 

811 

811 

A 2 ,B,S 1 

5 KC 49 HB 839 X 

788 

1/6 

n 4 o 

115/230 

20 

n 

CCW 

HR 

CM 33 M 

788 

788 

A 2 ,B,X 

5 KY 2 QB 14 

- 

3v. 

1500 

no 

50/60 


CCW 

SSP 

Fan Sealed 
ttolt 

See Notes 

See Notes 

Note 5 



NOTES FOR TABLE 1 


A 

Solid Base 

C2 

Connection Box on Top of Frame 

A1 

Resilient Base 

D 

Double Shaft Extension 

A2 

Belt Tightener Base 

D1 

Off Standard Shaft Length 

A3 

No Base - Frame not Drilled 

E 

Totally Enclosed 

a4 

No Base - Frame Drilled t Tapped for Mounting Bracket 

K 

Processed Insulation 

A5 

Flange Mounting 

N 

Marine Type Motor 

B 

Sleere Bearings 

P 

Explosion Proof 

B1 

Ban Bearings 

S 

Capacitor Separate 

B2 

Uhlt Sleere Bearings 

SI 

Capacitor Off Standard Position on Frame 

C 

Connection Box on End of Base 

X 

Thermotector - Automatic Reset 

Cl 

Connection Box on Side of Frame 

r 

Thermotector - Hand Reset 


Koto 1: 5K51AL1 Motor can replace 5K61YA1. It can also replace 5KY2QB14 on CH-1A machine only by using C20H74 acceasorles 

and C7H2 fan. It can he replaced hy 5K61IA1. 

Koto 2: 5K51AL9 Motor can replace 5K61XA2. It can also replace 5KI2QB14 on CE-34M machine only hy using C2CB74 accessor¬ 

ies and C7H2 fan. It can he replaced hy 5K61IA2. 

Hote 3: 5X61XA1 Motor can replace 5X51AL1. It can also replace 5KT2GB14 on CH-1A machine only hy using C2CH74 accessories 

and C7B2 fan. It can he replaced hy 5X51AL1. 

Hote 4: 5K61YA2 Motor can replace 5K51AL9- It can also replace 5KY2GB14 on CE-34M machine only hy using C2CH74 accessor¬ 

ies and C7H2 fan. It can he replaced hy 5X51AL9- 

Hote 5: 5KI2CB14 Motor can replace no other motor. It can he replaced hy 5K51AL1 or 5K61YA1 on CH-1A machine only, and 
hy 5K61YA2 or 5X51AL9 an CE-34M machine only, hy using C20H74 accessories and C7H2 fan. 
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CZBEBAL ELECTRIC COMPANY 


APPLIANCE & MERCHANDISE BEPAKMENT 


FRACTIONAL HORSEPOWER MOTORS 

Interchangeability & General Information 


TABLE 2 


Index No. 

8102025, 

Part 

Motor 

Model No. 

Index No. 

8102025 , 

Part 

Motor 

Model No. 

Index No. 
8102025 , 
Part 

Motor 

Model No. 

Index No. 
8102025, 
Part 

Motor 
Model No. 

15 

5BC42AB72 

580 

5KC49AB178X 


5KC45AB107 

784 

5KC48BB8 

13 

5BC42AB72B 

638 

5KC47AB805BX 


5KC45AB115 

785 

5KC48BB9 

14 

5BC42AB73 

638 

5KC47AB1903X 

m 

5KC45AB251 

787 

5KC49AB7 

14 

5BC42AB73B 

659 

5KC47AB1112X 

718 

5KC45AB30O 

788 

5KC49HB839X 

32 

5BC44AB1 

661 

5BC42AB95 

719 

5KC45AB300A 

789 

5KC49AB14 

35 

5BC44AB89 

661 

5BC42AB190 

719 

5KC45AB470 

790 

5KC49AB15 

35 

5BC44AB89A 

662 

5BC42AB96 

720 

5KC45AB301 

791 

5KC49AB18 

38 

5BC44AB147 

662 

5BC42AB191 

720 

5KC45AB355 

792 

5KC49AB33 

38 

5BC44AB147A 

663 

5BC42AB104 

721 

5KC45AB501A 

793 

5KC49AB54 

41 

5BC44AB170 

664 

5BC42AB129 

721 

5KC45AB555A 

794 

5KC49AB40 

41 

5BC44A8170A 

665 

5BC42AB153 

721 

5KC45AB596 

795 

5KC49AB50 

4l 

5BC44AB13O0 

666 

5BC42AB179 

721 

5KC45AB410 

796 

5KC49AB56 

42 

5BC44AB188 

666 

5BC42AB270 

722 

5KC45AB515 

797 

5KC49BA392 

42 

5BC44AB188B 

667 

5BC42AB192 

722 

5KC45AB556 

798 

5KC49BB42 

42 

5BC44AB359 

668 

5BC42AB259 

723 

5KC45AB513A 

799 

5KC49BB48 

46 

5BC44AB424 

669 

5BC42AB416 

723 

5KC45AB447 

800 

5KC49BB52 

47 

5BC44AB424X 

670 

5BC42AB1107X 

724 

5KC45AB515 

801 

5KC49HB146 

47 

5BC44AB1056X 

671 

5BC42AB1108AX 

725 

5KC45AB526 

802 

5KC49HB149 

48 

5BC44AB425 

672 

5BC42AB1109AX 

725 

5KC45AB557 

803 

5KC49BB150 

49 

5BC44AB425X 

673 

5BC42AB1172 

726 

5KC45AB526A 

804 

5KC49HB197 

49 

5BC44AB11771 

674 

5BC42AB1172X 

726 

5KC45AB451 

805 

5KC49BB198 

53 

5BC44AB919 

675 

5BC42AB1205X 

727 

5KC45AB527 

806 

5KC49HB202 

65 

5BC44AB1085X 

676 

5BC44AB650 

728 

5KC45AB327A 

806 

5KC49BB202A 

65 

5BC44AB130H 

677 

5BC44ab65QX 

728 

5KC45AB453 

807 

5KC49HB525 

66 

5BC44AB1502X 

677 

5BC44AB1421 

729 

5KC45AB328 

808 

5KC49BB547 

24l 

5EC45AB5 

683 

5BC42AB570X 

729 

5KC45AB558 

809 

5KC49HB361 

241 

5KC45AB52 

684 

5BC46A579 

730 

5KC45AB329 

810 

5KC49BB362 

242 

5KC45AB319 

684 

5BC46A391 

730 

5KC45AB559 

811 

5KC49HB414 

242 

5KC45AB319A 

684 

5BC46A409 

731 

5KC45AB346 

815 

5BC42AB570 

276 

5KC47AB235 

684 

5BC46A261 

732 

5KC45AB347 



276 

5KC47AB275 

685 

5BC46A380 

733 

5KC45AB348 



276 

5KC47AB275A 

685 

5BC46A460 

734 

5KC45AB560 



278 

5KC47AB243 

686 

5BC46A381 

735 

5KC45AB375 



278 

5KC47AB276 

686 

5BC46A434 

736 

5KC45AB395 



278 

5KC47AB276A 

687 

5BC46A499 

736 

5KC45AB403 



279 

5KC47AB253 

688 

5BC46A597 

736 

5KC45AB431 



279 

5KC47AB279 

689 

5BC46AB7 

736 

5KC45AB655B 



279 

5KC47AB279A 

691 

5BC46AB14 

737 

5KC45AB404 



232 

5EC47AB269 

692 

5BC46AB15 

738 

5KC45AB405 



282 

5KC47AB277 

698 

5K43AC656 

739 

5KC45AB448 



282 

5KC47AB277A 

700 

5EC45AA524 

740 

5KC45AB469 



283 

5KC47AB275 

701 

5KC45AA542 

741 

5KC45AB443 



283 

5KC47AB278 

701 

5KC45AA617 

741 

5KC45AB498 



283 

5EC47AB278A 

701 

5KC45AB554 

742 

5KC45AB523 



284 

5KC47AB502 

702 

5KC45AA614 

743 

5KC45AB525 



284 

5KC47AB302A 

703 

5KC45AA615 

744 

5KC45AB530 



303 

5XC47AB578 

703 

5XC45AB56 

745 

5KC45AB531 



307 

5KC47AB643 

704 

5KC45AA648 

746 

5KC45AB578 



308 

5EC47AB644 

705 

5KC45AA649 

747 

5KC45AB612 



309 

5KC47AB657 

706 

5KC45AA656 

754 

5KC47AA114 



310 

5KC47AB658 

707 

5KC45AB53 

755 

5KC47AB39 



314 

5KC47AB743CX 

707 

5KC45AB477 

756 

5KC47AB77 



314 

5KC47AB1901X 

708 

5KC45AB57 

759 

5KC47AB462 



316 

5KC47AB755BX 

709 

5KC45AB59 

760 

5KC47AB465 



316 

5KC47AB1904X 

710 

5KC45AB60 

761 

5KC47AB470 



329 

5KC47AB744CX 

711 

5KC45AB66 

762 

5KC47AB473 



332 

5KC47AB1113AX 

712 

5XC45AB67 

763 

5KC47AB481 



333 

5KC47AB1114X 

713 

5KC45AB77 

765 

5KC47AB669 



334 

5EC47AB1115I 

714 

5KC45AB93 

782 

5KC48AB34 



364 

5KC49AB10A 

715 

5KC45AB106 

785 

5KC48BB7 




Page 6 - Motors Issued February 1942 














